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PREFACE  TO   THE   ENGLISH   EDITION 


The  history  of  American  gynecology  is  replete  with  brilliant  achieve- 
ments, and  much  of  the  pioneer  work  of  such  pathfinders  as  McDowell, 
SimSi  the  Atlees,  Hodge,  Emmet,  Skene,  Goodell,  and  others,  has  been 
iinxjrporated  in  the  basic  principles  of  modern  diagnosis  and  treatment 
of  the  tliseases  of  women.  Thi.s  work  so  conspicuously  begun  by  our 
countrymen  has  been  worthily  maintained  by  a  large  number  of  skilled 
auccessors,  who  arc  still  in  the  zenith  of  their  careers- 

Although  much  has  been  established  in  the  practice  of  gynecology 
in  the  United  States^  we  owe  much  nevertheless  to  English  and  Con- 
tinental gynecologists  for  the  discovery  am!  inauguration  of  many 
t»ssentials  in  theory  and  practice^  and  especially  must  we  pay  tribute 
to  the  painstaking  research  of  German  specialists,  who  have  been  inde- 
fatigable co-workers  in  creating  from  a  minor  field  a  great  specialty, 
which  takes  equal  rank  with  other  representative  branches  of  medicine. 
To  their  epoch-making  discoveries  in  embryology,  to  their  careful 
elaboration  of  the  topographical  anatomy  and  histology  of  the  genera- 
tive organs,  to  their  infinite  patience  In  the  investigation  of  questions 
relating  to  the  pathology  and  bacteriology  of  the  diseases  of  women> 
to  their  establishment  of  various  principles  relating  to  surgical  and 
therapeutic  treatment,  and  to  their  faithful  study  of  the  ultimate  results 
of  operative  measures  we  may  attribute  much  of  the  progresjs  of  this 
specialty* 

Of  the  younger  school  of  German  gynecologists,  Professor  Winter 
occupies  a  representative  position^  and  his  experience  as  a  teacher  of 
gynecology,  first  in  the  University  of  Berlin,  and  later  in  the  University 
of  Konigsberg,  has  amply  fitted  him  to  write  a  practical  book  on  gyne- 
cologic diagnosis,  judiciouj^ly  leavened,  but  not  overburdened,  v\ith  the 
science  of  this  subject.  The  text  is  clear  and  concise,  and  is  so  effectively 
illustrated  that  all  important  points  arc  brought  out  in  sharp  relief. 

In  addition  to  the  practical  part  of  the  book,  which  has  been  so 
carefully  prepared  by  Professor  Winter,  Professor  Carl  Huge,  the  dis- 
tinguished investigator  and  teacher  of  microscopic  diagnosis,  has  con- 
tributed a  very  valuable  section  on  this  subject  and  its  important  bear- 
ing upon  the  etiology,  diagnosis,  and  treatment  of  the  diseases  of  women. 
That  the  laboratory  must  frequently  be  the  court  of  final  resort  in  the 
early  diagnosis  of  cancer  is  convincingly  demonstrated  by  this  master. 
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Therefore,  because  of  the  merit  of  this  German  text-book,  it  is  a 
pleasure  to  stand  sponsor  for  this  English  translation. 

While  in  general  the  principles  of  gynecology  are,  with  minor 
variations,  identical  the  world  over,  nevertheless  each  country  shows 
national  preferences.  In  order  to  adapt  this  translation  to  American  use, 
brief  editorial,  annotations  have  been  made  here  and  there,  which  have 
appeared  essential  to  the  wider  adaptation  of  the  book  to  this  country. 
These  comments  are  contained  in  separate  editorial  paragraphs,  enclosed 
in  brackets,  thus  leaving  the  translated  German  text  intact. 

To  Dr.  R.  Max  Goepp  are  due  the  thanks  of  the  editor  for  his  splendid 
translation,  which  has  faithfully  preserved  the  author's  meaning  and 
yet  has  clothed  it  in  most  attractive  English. 

John  G.  Clark. 

2017  Walnut  Street,  Philadelphia,  1908. 


PREFACE  TO  THE  THIRD  EDITION 


The  completion  of  the  third  edition  has  been  very  much  delayed 
by  other  literary  undertakings.  During  the  ten  years  that  have  elapsed 
since  the  appearance  of  the  second  edition,  gynecological  diagnosis  both 
clinically  and  pathologically  has  been  greatly  developed.  With  the 
increase  in  my  experience  and  my  removal  to  another  field  my  views 
and  their  formulation  also  underwent  certain  important  alterations. 
For  this  reaspn  I  felt  it  my  duty  to  subject  the  entire  text-book  to  a 
thorough  revision  and  especially  the  following  portions:  general  diag- 
nosis, extra-uterine  pregnancy,  retroflexio  uteri,  myoma,  carcinoma  of 
the  uterus,  diseases  of  the  vulva  and  vagina,  and  diseases  of  the  urinary 
apparatus.  My  collaborator,  Carl  Ruge,  has  rewritten  his  contributions 
to  the  book  on  a  considerably  enlarged  scale.  The  illustrative  portion 
also  has  received  alterations  and  additions,  the  number  of  illustrations 
having  been  almost  doubled.  The  clinical  portion  contains  a  number 
of  new,  mostly  colored  illustrations,  prepared  by  the  able  hand  of  Miss 
G.  Burdach  of  Konigsberg.  Gebhard's  photograms  have  been  replaced 
by  original  drawings  from  the  pencil  of  Mr.  Richter. 

Once  more  I  wish  to  express  my  sincere  thanks  to  the  publishing 
firm  of  S.  Hirzel,  of  Leipzig,  who  have  always  shown  their  readiness  to 
carry  out  my  wishes,  exacting  though  they  might  be. 

G.  Winter. 

KoNiosBERO,  February,  1907. 
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Gynaecological  diagnosis  has  made  tremendous  strides  during  the 
la^t  decade*  Above  all,  the  method  of  combined  examination  has 
gained  so  much  in  accuracy,  from  constant  comparison  of  the  palpatory 
findings  with  the  conditions  revealed  by  laparutomie:^,  that  it  now 
furnishes  a  reliable  founilation  for  diagno^sis*  It  iy  chiefly  owing  to 
eombined  examination  that  gynecological  diagnosis  has  become  a 
gcience  and  a  study  of  considerable  importance  and  extent*  While 
every  text-book  on  gynecology  devotes  a  large  share  of  its  pages  to 
diagnosis,  this  very  fact  not  only  justifies  but  indeed  demands  a  special 
treatment  of  the  subject;  and^  except  for  Veit*s  "Gynakologischen 
Diagno^tik^^  (1890-1891),  no  text-book  especially  devoted  to  gyneco- 
logical diagnosis  has  yet  appeared  either  in  the  German  or  in  the  foreign 
literature. 

The  fact  that  I  have  for  eight  years  been  engaged  in  teaching 
'gynecological  diagnosis  is  my  reason  for  writing  such  a  book.  During 
these  years  I  have  been  constantly  striving  to  perfect  my  subject  and 
have  had  ample  opportunity  to  test  my  views  and  manner  of  presenta- 
tion in  the  class-room.  As  for  the  requirements  of  the  practitioner^  I 
have  tried  to  meet  them  by  devoting  special  attention  to  those  diag- 
nostic  points  which  I  have  found  to  be  most  important  in  the  many 
years  of  my  close  association  with  physicians.  In  this  way  I  have  closely 
followed  my  teaching  in  writing  this  text-book  and  accordingly  hope 
it  may  prove  useful  both  to  students  and  to  those  engaged  in  active 
practice. 

A  great  deal  of  space  has  been  devoted  to  microscopical  diagnosis 
because  I  have  become  more  and  more  convinced  of  its  value.  To  my 
great  joy,  I  succeeded  in  securing  as  a  collaborator  for  this  part  of  the 
work  Carl  Ruge,  the  creator  and  assiduous  promo  tor  of  this  method, 
so  that  his  teaching  and  experience,  which  are  of  such  great  value  to 
practical  gynecology,  are  at  last  to  be  given  permanence  by  appearing 
in  printed  form. 

With  regard  to  the  illustrations  I  have  the  following  communica- 
tion to  make: 

The  microscopic  illustrations  I  owe  to  my  colleague  Gebhard- 
They  are  autotypic  reproductions  of  his  excellent  micro-photographs, 
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and,  owing  to  their  absolute  truth  to  nature,  offer  to  the  microscopist 
the  surest  foundation  for  his  diagnosis. 

The  illustrations  which  represent  palpatory  findings  were  obtained 
by  making  careful  measurements  on  the  living  subject  and  transferring 
them  to  Schultze's  rubber  stamps,  and  they  accordingly  represent  useful 
material  for  scientific  purposes. 

The  originals  for  the  wood-cuts  were  prepared  according  to  my 
directions  by  Mr.  Paul  Richter,  can.  med.  of  Berlin. 

I  also  wish  to  express  publicly  my  thanks  to  Mr.  Hirzel,  of  Leipzig, 
for  his  ever  ready  and  obliging  courtesy,  which  has  made  my  association 
with  him  such  a  constant  pleasure. 

G.  Winter. 

Easter,  1896. 

The  second  edition  appeared  with  very  little  change  in  1897  and 
was  translated  into  Italian. 
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General  Diag^nosis. 

The  purpose  of  a  gynecological  examination  is  to  determine  the 
condition  of  the  female  genitalia  and  adjacent  organs. 

We   have   the   following   methods   at   our   command: 

External    examination; 

Internal    examination; 

Combined    examination; 

Rectal    examination. 

Auxiliary  methods  of  examination  are: 

The    employment    of    vaginal    specula; 

The   uterine   sound; 

Dilatation    and    palpation    of    the    uterine    cavity; 

Anatomical    (microscopic)    diagnosis; 

Cystoscopy ; 

Bacteriologic    diagnosis; 

Radiography. 

External  Examination. 

By  means  of  the  external  examination  of  the  abdomen  changes  in 
the  genitalia  and  adjacent  structures  developing  above  the  pelvic  inlet 
are  determined.  It  is  employed  in  cases  of  large  tumors  of  the  uterus 
and  ovaries,  advanced  intra-uterine  and  extra-uterine  pregnane}',  ascites, 
diseases  of  the  kidneys,  spleen  and  liver,  so-called  pseudotumors  pro- 
duced by  obesity  or  meteorism,  and  for  the  purpose  of  determining  a 
painful  area  in  the  abdominal  cavity. 

The  physician  should  always  begin  by  making  an  external  examina- 
tion, or  he  will  be  in  danger  of  overlooking  changes  in  the  upper  portion 
of  the  abdominal  cavity,  such  as  high  ovarian  tumors. 

1 


2  GYNECOLOGICAL  DIAGNOSIS 

In  making  an  external  examination  the  patient  should  be  placed 
on  an  examining-couch  or  table,  with  the  trunk  slightly  elevated  and 
the  legs  drawn  up.    Usually,  the  abdomen  must  be  exposed. 

Inspection  of  the  abdomen  is  employed  for  the  determination 

of  certain  characteristic  changes  in  shape,  such  as  increased  width  and 

flatness  of  the  abdomen  in  cases  of  freely  movable  ascites, 

or  the  rounded  or  conical  protruding  abdomen  in  cases  of 

tumor,  pregnancy  and  encapsulated  ascites;    also  for  studying  changes 

in  the  skin  (striae,  pigmentation,  dilated  veins)  and  the  umbilicus. 

By  inspection  of  the  external  genitalia  we  determine  changes  in 
the  pubes,  perineum  and  lower  portion  of  the  vaginal  mucous  mem- 
brane. As  the  inspection  of  the  sexual  organs  offends  the  woman's 
sense  of  modesty  most,  it  should  be  employed  only  in  the  event  of  disease 
of  the  external  genitalia,  or  when  there  is  reason  to  think  that  the  find- 
ings may  have  an  important  bearing  on  the  diagnosis  of  diseases  of  the 
internal  genitalia.  The  inspection  of  the  external  genitalia  should  be 
made  at  the  end,  and  not  at  the  beginning  of  the  general  examination. 
A  glance  at  the  patient's  linen  may  show  the  quantity  and  character  of 
the  discharge  or  flow  of  blood  that  may  be  present. 

Palpation  is  the  most  important  part  of  the  external  examina- 
tion. The  examiner  places  both  hands  flat  on  the  abdomen  and,  while 
making  uniform  pressure,  seeks  to  determine  the  contents  of  the 
abdominal  cavity,  chiefly  with  the  aid  of  his  finger  tips. 
The  hands  must  be  warm  and  dry,  and  only  moderate 
pressure  must  be  made.  Palpation  consists  principally  in  determining 
differences  in  consistency  between  tumors  that  are  more  or  less  hard 
and  the  surrounding  intestines.  The  greater  this  difference,  as  for 
example  in  the  case  of  a  hard  myoma,  the  easier  it  is  to  feel  the  tumor 
and  to  determine  its  boundaries;  the  smaller  the  difference,  as  for  ex- 
ample in  the  case  of  the  gravid  uterus,  the  greater  will  be  the  difficulty 
experienced  in  palpation.  By  means  of  palpation  the  shape,  mobility 
and  contents  of  tumors  are  recognized.  When  the  examination  is  made 
for  the  purpose  of  determining  a  painful  area  in  the  abdomen,  very 
gentle  pressure  must  be  used  in  order  not  to  be  misled  by  pain  due  to 
the  pressure  itself;  the  boundaries  of  the  painful  area  arc  accurately 
mapped  out  with  the  finger  tips.  The  relaxation  of  the  abdominal  walls 
necessary  for  satisfactory  palpation  is  best  secured  by  elevating  the 
trunk  and  having  the  patient  draw  up  both  knees;  if  the  intestines 
are  distended  with  fecal  matter  they  must  first  be  emptied  by  a 
laxative.  In  examining  tumors  situated  in  one  side  of  the  abdomen 
the  patient  should  be  made  to  lie  on  the  opposite  side.  In  this  po- 
sition the  intestines  gravitate  to  the  bottom  and  permit  direct  palpation 
of  the  tumor. 
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PerciUiftinn. 


PerL*ussion  is  employed  as  an  auxiliary  to  palpation  when  the 
Inmioal  walls  are  ao  thick  and  tense  that  they  reaist  the  prDsaure  of 
the  exami net's  hands^  or  the  tmnors  are  so  relaxed  that  their  outlines 
cannot  l>c  determined  by  palpation.  Percussion  in  iikHh* 
ponsable  in  the  demonstration  of  free  fluid  in  the  abdomen 
(ascitea,  blood,  pus)-  Percuaaion  is  prineipally  employed  to  di??tinguish 
bc^tween  the  tympanitic  note  obtained  over  the  stomach  and  intestines 
and  the  dull  sound  over  a  tumor  or  accumulation  of  fluid.  All  tumors 
in  eloBe  contact  with  the  abdominal  walls,  whether  solid  or  cystic,  are 
dull  on  percussion;  in  exceptional  eases  the  note  is  tympanitic  from  the 
presence  of  gases  of  decomposition;  as,  for  example,  in  an  extra-uterine 
pregnancy  sac,  hyflronephrosis»  ovarian  tumors,  A  motlified  tympanitic 
percussion  note  is  obtained  in  the  case  of  tumors  with  adherent  intes- 
tint*s,  small  collections  of  fluid  between  the  intestines,  and  inflammatory 
and  carcinomatous  tumors  situated  among  coils  of  intestine. 

It  is  beet  to  percuss  along  a  line  perpendicular  to  the  supposed 
bountlary,  which  usually  runs  in  a  circle  around  the  umbilicus,  as  most 
large  tumors  are  spherical  in  shape  and  situated  in  the  median  line,  and 
the  surface  of  the  fluid  in  ascites  is  usually  parallel  to  tlie  horizontal 
plane.  We  begin  at  the  highest  point  of  the  abdomen  because  at  this 
point  we  always  expect  to  find  dulness  in  the  presence  of  tumors,  and 
resonance  (tympany)  if  there  is  ascites.  Percussion  is  then  continued 
upward  toward  the  xiphoid  process,  downward  toward  the  symphysis, 
to  each  side  toward  the  region  of  the  kidneys  and,  if  nece.'^sary,  along 
internj€>diate  radii.  Percussion  should  be  light  in  order  to  exclude  the 
intestinal  tympany,  which  tends  to  obscure  the  outlines  obtained  by 
percussion.  As  a  rule,  in  the  case  of  tumors,  the  outlines  obtained  by 
{RTCUssion  and  palpation  should  coincide. 

Auscultation,  in  gynecology,  is  practically  employed  ordy  in 
the  diagnosis  and  differential  diagnosis  of  pregnancy,  for  the  purpose 
of  demonstrating  fetal  movements,  the  fetal  heart  sounds, 
and  the  uterine  bruit.  The  remaining  auscultatory  phe- 
nomena, such  as  intestinal  noises,  uterine  anil  arterial  sounds,  have 
little  or  no  bearing  on  gynecological  diagnosis.  A  stethoscope  with  a 
large  bell  is  to  l>t»  preferred  on  account  of  the  ease  and  rapidity  i^ith 
which  the  various  sound  phenomena  can  be  loeated- 


AujicuUsticin. 


Internal  Exam i  nation « 
Internal  examination  is  (Krformtd  with  the  finger  introduced  into 
the  vagina  and  is  em|)loyed  to  di^termine  alterations  in  the  vagina 
and  portio  vaginalis.  Occasionally  it  is  possible  to  palpate,  more  or 
less  indistinctly,  tumors  lying  upon  the  vaginal  vault,  which  originate 
either  in  the  supravaginal  portion  of  the  cervix  or  in  the  parametrium, 
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or  in  Douglas's  space.  Whether  or  not  it  is  possible  to  determine  the 
character  and  outlines  of  such  tumors  with  the  accuracy  required  for  a 
positive  diagnosis  will  depend  on  the  degree  of  resistance  of  the  vaginal  wall. 
At  the  present  day  the  internal  examination  forms 
merely  a  part  of  the  combined  examination,  i.e.,  as  soon  as 
the  condition  of  the  vagina  has  been  determined,  the  external  hand  is 
placed  on  the  abdomen  for  the  purpose  of  investigating,  by  bimanual 
palpation,  all  the  organs  situated  above  the  vaginal  vault.  In  those 
cases  in  which  the  resistance  of  the  abdominal  walls  is  so  great  as  to 
render  the  combined  palpation  absolutely  impossible,  as,  for  example,  in 
many  cases  of  retroflexion,  the  internal  examination  is  the  only  method 
of  palpation  at  our  disposal  and  in  such  cases  is  extremely  valuable. 

Combined    Examination. 

In  its  narrow  sense  the  combined  examination  means  palpation  of 
the  internal  genitalia  through  the  vagina  and  through  the  abdominal 
walls;  in  its  broader  sense  it  includes  also  a  combined  examination 
through  rectum  and  abdominal  walls,  and  through  rectum  and  vagina. 

Combined  examination  through  vagina  and  abdominal  walls  con- 
stitutes gynecological  examination  proper  and  forms  the  basis  of  gyne- 
cological diagnosis.  Combined  examination  is  very  difficult  to  learn 
and  to  the  beginner  seems  like  an  impenetrable  mystery;  but  once  it 
has  been  mastered,  the  method  enables  the  examiner  to  make  palpatory 
diagnostications  with  almost  incredible  accuracy.  Such  skill,  however, 
can  only  be  acquired  by  assiduous  study  and  retained  by  constant 
practice.  A  thorough  touch-course  and  constant  training  in  private 
practice  are  both  equally  indispensable. 

For  the  successful  performance  of  a  combined  examination  the 
following  points  are  important: 

Position  of  Patient.  In  making  a  gynecological  examination  it 
is  important  that  the  patient's  position  be  comfortable  and  decent, 
and  such  as  to  permit  as  accurate  palpation  of  the  pelvic  organs  as 
Position  of  possible.     These  two  requirements  cannot  always  be  satis- 

Patient.  g^j  a,t  the  same  time  and  to  the  same  degree.     If  we  pay 

proper  attention  to  decency,  the  patient's  position  is  not  suitable  for  a 
successful  examination.  The  greatest  difficulty  experienced  in  the  com- 
bined examination  is  the  tension  of  the  abdominal  muscles.  In  order 
to  bring  about  a  relaxation  of  the  abdominal  walls,  the  insertions  of 
the  muscles,  i.e.,  the  lower  border  of  the  thorax  and  the  upper  border 
of  the  pelvis,  must  be  approximated  as  much  as  possible.  Hence  the 
patient  should  be  placed  in  such  a  position  that  the  trunk  is  flexed  on 
the  anterior  plane,  which  may  be  effected  by  elevating  both  the  trunk 
and  the  pelvis  (dorso-coccygeal  position).     The  trunk  should  be  raised 
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on  a  bed-rest  or  pillows,  the  head  beiag  firmly  supported  because  con- 
traction of  the  muscles  supporting  the  head  causps  tension  of  the  abdom- 
inal walb.  Approximation  of  the  upper  rim  of  the  pelvis  is  obtained 
by  Qexing  the  thighs  at  the  hip-joint.  The  closer  they  are  brought  to 
the  body,  the  greater  will  be  the  elevation  of  the  pelvis  and,  therefore, 
the  more  thorough  the  relaxation  of  the  abdominal  walls;  but  it  is  this 
very  elevation  of  the  legs  that  renders  the  pof^ition  indecent,  hence 
complete  elevation  is  possible  only  under  full  anesthesia. 

The  above  principles  must  be  observed  in  the  construction  of  the 
cxamining-table.  IE  the  examination  is  to  be  made  at  the  patient's 
home,  the  examiner  must  maktr  his  choice  between  the  bed  and  a  kjunge. 
The  physician  sits  on  the  edge  of  the  bed  or  couch  and  makes  his  ex- 
amination while  the  wo  man,  whose  body  has  been  raised  to  an  angle  of 
about  45  degrees,  flexes  her  thighs  on  the  abdomen,  so  that  the  legs 
are  approximately  vertical  and  in  marked  abchiction.  The  position  is 
comfortable  for  both  physician  and  patient  and  permits  a  thorough 
palpation  of  the  internal  genital  organs.  A  morr*  aeeurate  examination 
can,  however;  be  made  by  placing  the  patient  crosswise  on  the  bed, 
with  the  trunk  moderately  elevated  and  the  coccyx  on  the  edge  of  the 
bed,  the  legs  being  at  the  same  time  strongly  flexed  in  abduction  and 
held  by  two  other  persons  or  supporteil  on  two  chairs.  The  examiner  is 
seated  on  a  chair  between  the  woman's  legs*  As  this  position  is  dis- 
trt*ssing  to  the  patient,  it  should  be  employed  only  in  cases  of  necessity 
and  cspeciHlly  when  a  general  anesthetic  is  given, 

ISeveral  gynecological  chairs  and  tables  are  on  the  market  in  the 
Ignited  States,  all  of  which  have  special  advantages  along  with  disad- 
vantages. The  consensus  of  opinion  among  gynecologists  w  against 
mechanical  chairs.  They  are  too  cumbersome  and  possess  little  advan- 
tage over  a  small  examining-table.  The  latter  should  be  so  constructed 
that  it  can  be  dismantleil  at  the  end  of  an  office  hour  and  converted  into 
a  small,  sightly  table.  Every  physician  should  endeavor  so  to  order  his 
office  that  all  objects  are  conceahMJ  that  may  offend  or  shock  his  patients. 
For  this  reason,  in  a  private  examining-room,  instruments  should 
never  be  in  view  even  when  in  use,  for  to  patients  who  may  be  very 
nervous,  the  mere  sight  of  a  speculum  may  be  sufficient  to  engentler 
hysterical  manifestations,  or  at  least  so  to  agitate^  them  that  the  exam- 
ination is  at  best  most  unsatisfactory.  Therefore,  in  selectiiig  an 
examining-tabh%  that  one  which  is  the  simpli-st  and  most  free  from 
obvious  rnechanitial  arrangements  is  preferable. — Ei>jtoh,] 

The  same  careful  attention  shouhJ  be  paid  to  deci^ncy  and  to  the 
patient  8  comfort  when  gynecological  patients  are  examined  in  the 
office*  The  examining-coufh  uniiuestionnlily  satisfies  these  two  require- 
ments better  than  anything  ils**:    it  jH*rniits  e\ti*rnal  examination  in 
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the  most  satisfactory  manner  and,  by  elevating  the  trunk  and  having 
the  patient  draw  the  legs  up,  it  m  possible  in  mont  ca.ses  to  make  a 
sufficiently  accurate  combined  examination.  The  external  genitalia 
can  be  inspeotod,  the  sound  can  be  introduced,  glass  specula  employed, 
massage  performed,  antl  the  parts  cauterizc-d,  etc.  In  general,  there- 
fore* the  n:^t  of  the  examining-couch  is  to  be  recnmmtnded:  but  it  does 
not  suffice  in  every  case-  If  extreme  elevation  of  the  legs  or  even  of  the 
pelvis  is  necessary  for  the  purpose  of  thoroughly  relaxing  the  abdominal 
walls,  if  examination  on  the  couch  has  not  givi  n  a  trustworthy  result,  or 
if  a  Simon  or  Sims  speculum  is  to  be  introduced,  the  patient  must  be 


placed  on  an  examining-ehair.  The  position  on  the  chair  is  the  same  as 
that  described  above  wlien  the  woman  is  placed  crosswise  on  the  bed, 
and  unquestionably  permits  more  accurate  palpation  of  the  internal 
genitalia.  The  only  bar  to  its  general  employment  is  the  objectionable 
position.  Veit-Schroder's  cliair  is  the  best  for  practical  purposes,  and  by 
suitable  upholstering  and  a  judicious  use  of  covers  much  can  be  done 
to  make  it  look  less  formidable.  As  it  does  not  permit  of  the  horizontal 
position,  however,  part  of  the  examination  must  be  made  on  the  couch. 
For  this  reas^on  a  chair  with  a  movable  back  and  leg-supports  (Fig.  1), 
so  that  the  patient's  position  can  easily  be  changed  from  the  vertical 
to  the  horizontal,  is  more  suitable  for  a  small  consulting  room.  Ex- 
amining-chairs  provided  with  ratchets  and  other  mechanical  appliances 
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for  bringing  the  patient  suddenly  into   the  desired   position   are  not 
to   be   reeonimended,   as   tliey   only   rrighteri   anrl   agitate  the  patient* 

[In  the  abdominal  tumors  of  women,  the  conibination  of 
touch  and  palpation  in  the  bimanual  peKnc  examination  h  Miuuni 

by  tar  the  most  etncient  means  of  diagnosiB  at  our  conimand. 

The  tactih'  sense,  naturally,  becomes  more  and  more  acute  with 
increasing  experience,  so  that  structures  which  to  the  novice  are  un- 
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mtid  Umm  m>»bijrutiv«  m«chftruflin  <4jp  fnglitf-n  a  fi«r\*epujs  pAtient.  All  iDAtrtiEneDl*  are  kept  in  d(Nn  tuu«b  »ilU 
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rpeognizable  may  easily  bt^  outlined  when  a  sufficient  tactus  eruditus  is 
acquired.  In  my  own  experienre  the  chief  difliruliy  in  tlie  differential 
diagnnsiM  in  obscure  easels  has  brrn  in  jmlf^irig  the  consistence  of  a 
tumor  or  eneapsulated  nuiss  a^  to  whether  it  was  fluid  or  sohd*  This 
differentiation  is  of  vital  importance  in  many  cases*  Thus,  for  instance, 
an  adherent  soft  intraligamt^ntary  myoma,  associated  with  inflammatory 
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disease  of  the  appendages,  may  closely  simulate  a  pelvic  abscess.  In 
fact,  even  in  skilled  hands,  a  vaginal  incision  or  puncture  may  be  made 
into  a  soft  tumor  mass  in  the  thought  that  it  is  encapsulated  pus.  Sim- 
ilar errors  in  diagnosis  may  frequently  occur  in  other  parts  of  the  abdo- 
men. Thus  a  tense  hydro-  or  pyosalpinx  may  be  mistaken  for  a  solid 
tumor;  a  distended  gall-bladder  for  a  tumor  of  the  liver  or  kidney;  a 
deep-seated  collection  of  pus  about  the  appendix  for  a  tumor  of  the 
cecum  or  omentum.  These  mistakes  may,  in  some  instances,  be  un- 
avoidable, notwithstanding  the  greatest  refinement  in  physical  diagnosis. 


Fig.  3. — Tuimanual  Percussion  of  Fluid  Accumulation  in  the  Pelvis.  The  vaginal  index  finger 
makes  deep  indentation  in  the  vaccinal  vault  posterior  to  tne  cervix,  oounter-presaure  being  nuule  by  the 
abdominal  hand  prewing  down  againnt  the  tumor  ixuihs,  thus  collapsing  or  displacing  the  intestine,  while  the 
assistani  lightly  percusses  the  tip  of  these  fingers. 

For  the  detection  of  fluid,  in  these  obscure  cases,  I  have  employed 
for  several  years  a  trimanual  method  of  percussion,  which  has,  in 
several  cases,  proved  of  signal  value,  at  once  clearing  up  an  otherwise 
doubtful  diagnosis.  This  method  was  first  employed  as  a  means  of 
differentiation  between  fluid  and  solid  pelvic  tumors.  On  bimanual 
examination  of  a  pelvic  mass  of  questionable  consistence,  the  intestines 
intervening  between  the  anterior  abdominal  wall  and  the  tumor  may 
dissipate  the  percussion  impulse  of  the  abdominal  hand,  and  although 
fluid  may  be  present,  a  wave  of  sufficient  intensity  to  be  felt  by  the 
vaginal  touch  is  not  induced.  To  overcome  this  difficulty  the  tumor 
mass  should  be  confined  as  closely  as  possible  between  the  two  examin- 
ing hands,  while  the  percussion  is  made  by  an  assistant.  With  light, 
quick  taps,  even  small  collections  of  fluid  may  be  detected  by  the  cjuick, 
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responsive,  pulsatile  wave  passing  from  the  abdominal  to  the  pelvic 
band  (Fig,  3).  Since  proving  the  value  of  thin  method  in  pelvir  examina- 
tions,  I  have  systematically  employed  it  in  the  differential  diagnogiis 
of  abdominal  tumors-  In  this  way  an  adherent  and  di.stended  gall- 
bladder may  aeeurately  be  diagnosticated,  one  hand  prcsHtng  deeply  in 
over  the  hypochontlrium,  while  with  the  other  deep  counter-pressuro  is 
made  just  below  the  fixed  ribs  (Fig.  4).  If  fluid  is  present,  light  per- 
cussion over  the  upper  hand  will  give  an  unmiBtakable  wave  in  many 
instances*  In  one  ease  this  methoil  proved  of  considerable  value  in  the 
differentiation  of  an  appendical    abscess   situated   beneath  the  cecum 
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*    ^  llM^feirhMwi  firnMOi  rtoyawwil  agwmt  UiiFtumur.    PerciUMmn  in  thva  miide  by  tliv  ».uiMant  tUe  utoe  «d 
in  \\m  pelvic  px&minKtkni, 


and  the  lower  lobe  of  a  downward  displacetl  liver*  Only  through 
the  employment  of  this  method  was  it  possible  definitely  to  recognize 
the  deep-lying  encapsuhited  pus,  the  ortlinary  percussion  wave  being 
destroyed  by  the  superimposed  liver.  I  find  this  method  of  signal  value, 
for  it  is  of  great  assistance  in  clearing  up  doubtful  cases  which  hitherto 
have  only  been  definitely  settled  by  an  exploratory  incision. ^Editor,] 
For  special  purposes  other  positions  are  also  retjuired: 
Examination  in  the  Frcund  (Trendelenburg)  position 
(W,  A.  Freund)  permits  more  accurate  examination  of  the  internal 
genitalia  because  the  extreme  elevation  of  the  pelvis  allows  the  intes- 
tines, a.*icitic  fiutd,  and  movable  tumors,  to  fall  against  the  diaphragm. 
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and  frees  ^the  genital  organs  from  neighboring  structures  that  interfere 
with  palpation.     The  Trendelenburg  position  is  obtained  by  elevating 

the  patient   in  the  usual   way  on   an   operating-table,  or 
in  the  Freund       by  placiug  the  head  and  shoulders  on  the  floor  or  couch 

and    having   two  assistants  seize  the  thighs  and  elevate 
the  pelvis,  the  examiner  standing  between  the  woman's  legs. 

Examination  in  the  standing  posture  is  employed  only  in 
the  diagnosis  of  prolapse,  because  it  enables  the  examiner  to  determine 
the  degree  of  displacement  of  the  vagina  and  uterus  produced  by  stand- 
^      .     .    .      ing  and  by  the  patient's  ordinary  occupation.     The  shape 

Examination  in  /^  /  \  ,       ,  ,  r        i  - 

the  Standing       of  a  pcndulous  abdomcu  and  the  degree  of  relaxation  can 
also    be   determined    best    when   the    woman   is   standing. 
The  younger  Freund  also  recommends  the  position  for  the  bimanual 
palpation  of  the  lateral  and  posterior  walls  of  the  pelvis.    The  examiner 
sits  on  a  chair,  or  kneels  on  one  knee,  and  introduces  the  finger  into 
the  vagina  underneath  the  clothing.     As  the  situation  is  distressing  to 
the  patient,  this  method  of  examination  should  be  avoided  as  much  as 
possible.    Combined  examination  in  the  standing  posture  is  impossible. 
Sims's  (left  lateral)  position   is    not  adapted  for  com- 
bined examination;   but,  on  the  other  hand,  it  sometimes 
affords  a  better  view  of  the  anterior  vaginal  wall  and  portio  vaginalis 
through  the  speculum. 

The  knee-chest  position  has  no  advantage  for  mere  purposes 
Knee-cheat  ^^  diaguosis  and  has  become  obsolete.     It  is  also  one  of 

Position.  ^hg   most  objectionable  positions  for  the  patient.     It  is, 

however,  indispensable  when  Kelly's  methods  of  examining  the  bladder 
are  to  be  employed. 

In  cases  presenting  unusual  difficulties  Profanter  recommends  that  the  combined 
examination  be  made  in  a  warm  bath.  He  points  out  that  the  folds  of  the  vaginal  waUs 
are  obliterated  by  the  entrance  of  the  water  and  that  the  intra-abdominal  pressure  and 
the  tension  of  the  abdominal  walls  are  diminished  and  in  part  abolished.  The  woman  is 
placed  in  a  bath-tub  filled  with  warm  water,  with  the  sacrum  supported  on  a  pillow. 

[It  is  hardly  conceivable  that  such  an  extreme  resort  for  an  examina- 
tion as  this  could  be  of  value.  In  a  case  requiring  such  measures  it 
would  appear  preferable  to  employ  some  of  the  minor  anesthetics,  such 
as  nitrous  oxide  gas  or  ethyl  chloride,  if  a  more  profound  anesthesia 
were  contraindicated. — Editor.] 

Preparation  of  the  Abdomen.  Before  attempting  combined  ex- 
amination, the  corset  must  be  removed  and  constricting  parts  of 
the  clothing  loosened  so  that  the  abdomen  shall  be  free  from  pressure. 
Preparation  of  ^  closcly  fitting  corsct  causcs  such  protrusion  and  tension 
the  Abdomen.  ^f  i\^q  lowcr  zouc  of  the  abdomeu  that  external  exam- 
ination  is   impossible.      At   the  first  examination,   when   an    accurate 
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diagnosis  b  to  be  made,  retnoval  of  the  corset  must  be  insisted  upon, 
time-ronsutnitig  though  it  be;  at  sub^etiuent  examinations  it  may  be 
dispensetl  with.  In  the  second  phiec  the  stomaeh  ami  intes*tine*s  .should 
be  as  nearly  empty  a^^  possible*  If  tlie  examination  is  made  during  the 
first  hour  or  two  after  the  principal  meaJ  of  the  day,  the  reeulis  will 
be  unsatisfactory  on  aceamit  of  the  distended  condition  of  the  gas- 
tro-intestinal  eanal,  and  unpleasant  to  the  patient*  Under  such  cir- 
cumstaneea  it  ib  better  to  postpone  the  examination  to  the  next  day. 
The  morning  is  the  best  time  for  an  examination,  and  the  intestines, 
particularly  the  lower  portions,  must  be  neither  distended  with  air  nor 
filled  with  fecal  matter.  A  full  reetuin  renders  accurate  examiuaiion 
practically  impossible  and  calls  for  the  adminij^tration  of  an  enema  or 
poj^tponement  of  the  examination  to  the  next  tlay.  It  h  not  advisable 
to  order  the  bladder  to  be  emptied  before  the  first  examination  in  every 
case,  because  in  most  patients  the  urethra,  the  bladder,  and  the  urine 
refiuire  examination. 

Disinfection  of  the  Hand.  The  wall  of  the  vagina  and  vaginal 
portion  of  the  cervix ^  with  which  the  finger  comes  in  contact  tluring  an 
internal  examination^  are  covered  with  a  thick  layer  of  squamous 
epithelium,  anfl  infection  is  hardly  possible  without  a  solu-  oi-infetftirm  of 
lion  of  continuity  in  the  mucous  membrane.     The  cervix  the  nnnti* 

and  uterus,  on  the  other  hand,  are  covered  with  a  single  layer  of 
columnar  epithelium*  which  is  very  apt  to  be  rubbed  off  by  the  exam- 
ining finger,  freely  exposing  the  absorbent  walL  If  the  uterus 
contains  blood  and  secretions,  the  epithelium  may  be  removed  by 
maceration  and  thus  an  opportunity  afTorded  for  the  inoculation  of 
infectious   materiah 

But  even  if  the  finger  does  not  come  in  contact  with  the  abraded 
surfaces,  either  produced  by  examination  or  already  present,  it  may 
nevertheless  deposit  micro-organisms  in  the  secretions  of  the  genitaUa 
and  tn  this  way  infect  tlie  mucous  membrane  or  a  previously  existing 
wound.  This  is  particularly  true  of  gonococci.  It  is,  therefore,  always 
desirable  that  the  finger  be  as  nearly  as  possible  free  from  germs  for 
every  examination;  but  it  is  quite  impossible  for  a  busy  practitioner 
to  comply  with  this  rt*quirement.  If  there  is  a  recent  wound  in  the 
genital  organs,  as  in  the  case  of  abortion;  if  the  uterine  cavity  is  to  be 
explcired  in  the  presence  of  neoplasms  that  bleed  readily,  particularly 
if  they  are  to  be  operated  on  later — such  as  carcinomata,  submucous 
myomata  or  j*oIypi;  and  in  the  case  of  pregnant  women,  the*  most 
painstaking  disinfection  is  absolutely  necessary.  For  an  ordinary 
examination  it  is  enough  to  cleanse  the  hand  thoroughly  with  a  brush, 
soap  and  water.  Thorough  disinfection  consists  in  cleansing  the  liands 
with  t>rush,  Hoa|>  and  wattr  for  five  minutes,  washing  in  alcohol  fnr  one 
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minute,  and  in  bichlorid  of  murcury  three  minutes.  A  more  rapid  and  safer 
method  is  to  protect  the  examining  hand  with  a  sterile  rubber  glove. 

It  is  equally  important  for  the  examiner  to  avoid  contact  of  his 
finger  with  the  infectious  secretions  of  the  patient,  particularly  when 
other  examinations  are  to  be  made  immediately  afterwards.  Infection 
may  be  carried  from  one  patient  to  another  in  cases  of  breaking  down 
carcinoma  and  myoma,  gonorrhea  or  purulent  catarrh.  Such  accidents 
are  best  avoided  by  the  systematic  use  of  rubber  gloves. 

[The  custom  is  becoming  more  and  more  prevalent,  in  this  country, 
to  employ  rubber  gloves  or  rubber  finger-cots  in  all  examinations.  Cer- 
tainly in  all  cases  where  there  is  a  malodorous  discharge,  such  as 
sloughing  fibroids,  cancer,  or  abortion,  they  should  invariably  be  used. 
By  having  a  number  of  gloves  prepared  dry,  and  well  dusted  on  the 
inside  with  talcum  powder,  examination  can  be  made  most  expe- 
ditiously, and  with  greater  satisfaction  to  both  patient  and  physician; 
for  the  former  appreciates  the  care  which  is  being  observed  in  the  exami- 
nation, while  the  latter  is  more  certainly  using  a  prophylactic  measure 
for  his  surgical  cases. 

Some  of  the  worst  operative  infections  have  been  attributed  to  an 
examination  of  a  septic  case,  with  an  ungloved  hand,  shortly  before 
the  operation.  As  it  is  a  well-recognized  fact  that  effective  sterilization 
of  the  hands  is  not  possible,  it  would  be  best  for  every  physician,  and 
certainly  every  gynecologist  and  surgeon,  to  adopt  this  plan. — Editor.] 

If  the  parts  are  small  and  the  vaginal  walls  dry,  the  finger  must  be 
lubricated  with  a  sterile  ointment,  byrolin  or  lubricant  tubes  being  most 
convenient  for  this  purpose.  A  physician  who  is  in  the  habit  of  exam- 
ining patients  at  their  homes  should  carry  with  him  two  brushes  in  a 
box,  bichlorid  of  mercury  tablets,  and  a  tube  of  byrolin  or  lubricant. 

While  it  is  a  matter  of  indifference  which  hand  is  used  for  internal 
examination,  most  gynecologists  employ  the  left.  The  reason  probably 
is  that  the  left  hand  is  the  weaker  and  more  delicate  and  better 
adapted  for  touch,  while  the  stronger  right  hand  is  better 
for  making  pressure  from  the  outside.  In  this  way  the 
individual  characteristics  of  each  hand  are  profitably  utilized.  In 
examining  a  patient  at  her  home  the  physician  is  obliged  to  use  which- 
ever hand  is  convenient  under  the  circumstances,  depending  on  the 
position  of  the  bed  or  couch,  unless  it  can  be  changed  so  as  to  permit 
him  to  use  the  hand  he  prefers.  For  palpation  of  the  adnexa  the  hand 
corresponding  to  the  side  to  be  examined  is  to  be  preferred  because  it 
can  be  more  readily  adapted  to  the  curve  of  the  pelvis.  Nevertheless 
it  seems  to  be  better  to  palpate  the  right,  as  well  as  the  left  side  of  the 
pelvis  with  the  left  hand,  in  order  to  avoid  the  introduction  of  the  other 
hand,  particularly  as  this  is  quite  easily  done  if  the  examiner  takes  his 
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^and  on  the  patient's  left.  Although  the  preference  is  to  be  given  to 
out'  hand  in  internal  examination,  the  other  miLst  nevertheless  be 
sufficitTntly  trained  to  take  its  plaee  in  casse  of  necessity.  The  examiner 
should  l)y  all  means  eulUvate  ambidexterity. 

One  or  Two  Fingers?  An  examination  made  with  the  index 
finger  alone  is  unqut^stionably  more  agreeable  to  the  patient  because 
the  introitus  is  not  distendeil  to  the  same  degree  as  when  two  fingers 
are  used;  but,  on  the  other  hand,  the  result  of  the  exami-  oi,*orTwo 
nation  is  much  more  satisfactory  in  the  latter  case.    Owing  FtuKem? 

to  the  extra  length  of  the  third  (middle)  finger,  the  examiner  can  feel 
higher  up,  and  the  palpating  surface  of  the  fingers  also  is  increased. 
Another  advantage  is  that,  by  spreading  the  two  fingers,  two  difTerent 
points  can  be  examined  at  the  same  time,  the  dimensions  of  the  body 
(pelvis)  can  be  estimated  and  compared,  ami  fluetuation  can  be  deter- 
mined. For  these  reasons  a  diagnosis  based  on  palpation  with  two 
fingers  is  much  more  certain,  I  have  seen  a  large  number  of  diagnostic 
errors  occur  because  only  one  finger  was  used.  Even  in  a  nullipara 
two  fingers  can  be  used  with  such  gentleness  that  the  woman  does  not 
feel  them.  I  use  one  finger  only  when  the  hymen  is  intact,  or  the 
introitus  is  contracted  and  painful. 

The  resistance  of  the  abdominal   walls  is   an   obstacle   to   palpa- 
tion, to  overcome  which  requires  skill  and  repose  on  the  part  of  the 
woman,  and  endless  patience  on  the  part  of  the  physician*     In  rare 
cases  the  resistance  is  caused  by  obesity  or  edema,  con- 
traction  of  the  muscles,  or  extreme  tension  of  the  amlommal  AbaomUnii 

walls  due  to  large  tumors  or  ascites.  Much  more  frequently 
the  resistance  encountered  is  owing  to  the  patient *8  inability  to  relax 
her  abdominal  walls  from  fear  and  excitement,  modesty,  or  dread  of 
paiuj  whicli  make  it  impossible  for  her  to  become  sufficiently  calm* 
The  obstacle  is  therefore  best  overcome  by  reassuring  the  patient,  A 
quiet,  gentle  and  rea.^suring  manner  on  the  part  of  the  physician  tends 
to  quiet  the  patient,  while  scolding  only  makes  matters  worse;  a  word 
of  encouragement  or  praise  will  allay  anxiety.  Many  women  do  not 
know  how*  to  relax  the  abdominal  walls,  and  when  they  try  to  do  so 
only  adii  to  the  rigidity,  A  good  way  is  to  ask  the  [latient  to  count 
slowly  and  regularly,  and  then  to  breathe  with  the  mouth  open,  or  to 
divert  her  attention  by  engaging  her  in  conversatioiL 

[A  very  simple  and  cfTeetive  expedient,  in  the  editor*s  experience, 
in  to  ask  the  patient  to  sigh  deeply.  She  ilocs  this  usually  without 
instruction,  and  if  it  is  repeated,  the  physician  in  the  meantime 
commending  her  efforts*  by  telling  her  how^  much  she  is  assisting 
him,  a  v^ry  satisfactory  examination  may  be  made  in  an  otherwise 
impo<i,si ble  case,  — Editoij.] 
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By  laying  the  hand  gently  on  the  abdomen  and  stroking  it,  the 
resistance  can  be  overcome  in  a  localized  area;  or  gentle  massage  may 
be  used  until  the  deeper  structures  are  reached  with  the  palpating  hand. 
At  each  expiration  the  external  hand  should  be  pressed  in  a  little  more 
deeply,  maintaining  the  ground  thus  gained  during  the  following  inspira- 
tion. In  this  way  the  hand  gradually  gets  down  to  the  uterus.  In 
spite  of  every  care  it  will  frequently  happen  that  the  first  examination 
is  without  result;  the  second  or  third  examination,  however,  will  gen- 
erally prove  more  successful,  and  as  soon  as  the  woman  has  gained 
confidence  in  the  physician  and  his  examination,  she  will  no  longer 
present  any  difficulties.  It  is  unwise  at  the  first  examination  to  persist 
under  all  circumstances  until  the  correct  diagnosis  has  been  made.  It  is 
much  wiser  not  to  frighten  and  repel  the  patient  by  a  protracted  and 
painful  examination.  A  general  idea  of  the  state  of  affairs  should,  of 
course,  always  be  obtained  at  the  first  visit,  and  malignant  disease 
especially  ought  to  be  recognized  at  once;  but  aside  from  that,  it  is 
better  to  make  a  second  examination  in  a  day  or  two,  after  the  woman's 
abdomen  has  been  properly  prepared.  The  diagnosis  will  then  be  made 
much  more  easily,  and  will  often  be  quite  different  from  the  provi- 
sional diagnosis.  This  procedure  is  particularly  to  be  recommended  in 
complicated  cases. 

Examination  under  {general  (chloroform)  anesthesia  is  an  excellent 
auxiliary  procedure  in  gynecological  examinations.  Owing  to  the 
complete    relaxation    of    the    abdomen    and    the    fact    that    greater 

.     .  pressure  can  be  used,  the  internal  genitalia  can  be  very 

Examination  .    -  .,  ,  i        -.tt  i  i 

under  Satisfactorily  palpated.    We  need  not  be  so  very  conserva- 

tive  with  general  anesthesia,  which  is  easily  induced  in 
women  and  is  usually  quite  free  from  danger.  In  cases  of  complicated 
tumors  occupying  the  lower  abdomen,  particularly,  a  general  anesthetic 
is  almost  indispensable  if  an  accurate  diagnosis  is  to  be  made.  If  there 
is  any  doubt  as  to  whether  operation  is  indicated  or  not,  the  diagnosis 
should  always  be  confirmed  by  an  examination  under  a  general  anes- 
thetic, otherwise  one  may  be  prepared  for  many  unpleasant  surprises 
at  the  operating  table.  Examination  under  narcosis  is  of  great  value 
in  the  diagnosis  of  the  seat  and  character  of  adhesions  in  cases  of  retro- 
flexion, especially  when  massage  is  to  be  employed.  Without  an  anes- 
thetic it  is  often  impossible  to  determine  the  extent  of  a  carcinoma  in 
the  tissues  surrounding  the  uterus.  On  the  other  hand,  one  must  not 
be  too  free  with  chloroform  anesthesia;  the  result  that  may  be  expected 
from  the  examination  must  be  proportionate  to  the  dangers  and 
unpleasant  after-effects,  which  are  inseparable  from  the  adminis- 
tration of  a  general  anesthetic.  There  is  some  danger  in  using 
too  much   force  in  examining  under  chloroform,  as  is  the   tendency 
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of  an  inexperirnccd  exaniiner;  inflanimations  are  often  made  worse 
in  this  way,  and  pus-tubes  and  extra-uterine  geMatian-saes  may  be 
ruptured, 

[In  addition  to  the^e  dangers  two  eases  have  eome  under  the 
editor's  notice  in  which  a  too  vigorous  palpation  through  the  rec- 
tum has  caused  a  perforation  of  this  viscus,  in  one  case  with  a  fatal 
result,— EuiTOud 

By  keeping  the  patient  under  careful  observation  and  repeating 
the  examination  under  more  favorable  circumstances,  it  is  often  possible 
to  dispense  with  an  examination  under  chloroform, 

[In  this  country  the  use  of  cldoroform  is  not  j>opular  because  of 
its  supposed  greater  danger.  Ether  is,  therefore,  in  general  use  bs  an 
anesthetic  for  examinations.  The  more  evanescent  anesthetics,  such  as 
ethyl  ehlond  and  nitrous  oxid,  seldom  effect  a  perfect  relaxation; 
besideB,  the  former  has  had  its  fatalities.  One  great  and  urgent  necessity 
for  the  employment  of  an  anesthetic  is  in  a  young  unmarried  woman. 
It  is  the  editor's  teaching  to  employ  always  an  anesthetic  under  these 
conditions:  first,  because  it  protects  the  patient  against  the  moral 
shock  of  this  procedure;  ami  second,  and  even  more  important,  makes 
certain  an  examination.  Rarely  is  even  an  expert  specialist  able  to 
ascertain  anything  of  conclusive  diagnostic  value  without  this  aid. 
Therefore  in  young  women,  w^hen  the  history  strongly  indicates  the 
presence  of  a  lesion  which  may  require  operative  relief,  the  best  end  is 
served  when  the  anesthetic  is  given  with  the  understanding  that,  if 
the  suspicion  is  confirmed,  the  examination  will  be  followed  immediately 
by  the  operation.  Thi,s  applies  especially  in  causes  of  dysmenorrhea 
in  which  stenosis  or  malposition  of  the  uterus  are  the  cause  of  this 
symptom, — ^EmToii.] 

Technique  of  Combined  Examination.  The  patient  is  placed  in  the 
above-described  position,  care  teing  taken  to  see  that  she  does  not  con- 
tract any  one  group  of  muscles  or  hold  fast  to  the  table.  The  two  hands 
should  he  crossed  on  the  abdomen.    The  clothing  must  not 

»  *  11  I  f  1     I  mi  .  TMhniquu  of 

be  thrown  back  over  the  w^oman  s  abdomen.    The  examiner  e^mhmed 

seats  himself  on  the  left  side  of  the  woman  and  introduces  '"^  ^'*"' 

his  left  hand  into  the  genitalia  under  cover  of  the  clothing.  If  the 
woman  has  Ix'en  placed  on  the  cxamining-chair,  the  physician  stands 
between  her  legs,  with  his  foot  on  the  platiorm  and  the  elbow  of  the 
examining  hand  resting  on  his  thigh  {Fig.  5).  The  left  index  finger  is 
then  introduced  into  the  vulva— also  underneath  the  clothing — the 
thumb  being  used  to  separate  the  labia  minora,  and  pressed  firmly 
against  the  perineum;  the  crooked  middle  finger  is  then  slowly  intro- 
duced into  the  vagina,  avoiding  the  urinary  meatus,  which  is  always 
sensitive*    The  hand  is  then  rotated  so  that  the  volar  surface  of  the  fin- 
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elowly  forces  in  the  abdominal  wall^  and  pushes  the  intestines  aside 
until  the  genitalia  or  the  interna]  fingers  are  felt  (Fig.  6). 

A  certain  order  sliould  be  observed  in  examining  tlie  genitalia: 
For  reasons  alrcmily  mentioned,  inspection  of  the  external  geni- 
talia is  left  to  the  last,  except  in  case  of  disease  of  these  structures* 
With  the  fingers  that  have  been  introduced  into  the  vagina 
the  conditions  in  that  canal  are  first  investigated.  The  examiner 
determines  its  calibre,  the  tone  of  the  walls,  whether  the  mucoua 
membrane  is  smooth  and   relaxed,  and   the   direction   of   the   canal. 


^ 
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The  tips  of  the  fingers  are  then  carried  up  to  the  vaginal  por- 
tion, where  the  folloislng  points  are  investigated:  The  position  of  the 
vaginal  portion,  both  in  the  vertical  and  the  lateral  plane,  its  shape  and 
form,  the  character  of  the  external  os,  the  consistency  of  the  tissues 
and  degree  of  relaxation  of  the  mucous  membrane,  and  the  degree  of 
movahility  in  all  directions.  Finally,  the  vaginal  vault  is  palpated 
to  determine  whether  its  curvature  is  normal,  or  whether  it  is  flattened 
or  pushed  down  by  tumors  from  above. 

Wlule  these  pointf<  are  ascertained  with  the  Internal  flngerSj  the 
external  hand  is  placed  on  the  abdomen  and  the  combined  examination 
begun.    First  the  uterus  itself;  then  the  left  adnexa  (ovary,  tube, 
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and  paramjetrium),  and,  finally,  the  same  structures  on  the  right  side 
of  the  organ  are  examined.     (For  details  see  pages  85,  88,  90,  91.) 

With  regard  to  the  external  genitalia,  the  examiner  determines 
chiefly  the  shape  and  form  of  the  labia  majora  and  minora,  the  width 
of  the  vulva  and  character  of  the  perineum,  and  the  presence  of  inflam- 
mation, eruptions,  ulcerations,  or  neoplasms  of  the  external  skin.  The 
labia  are  then  separated,  exposing  the  vestibule  and  introitus  vaginae 
for  the  purpose  of  inspecting  the  external  orifice  of  the  urethra,  the 
clitoris,  hymen,  Bartholin's  glands,  the  mucous  membrane  of  the  vesti- 
bule and  of  the  vagina,  and  any  secretions  or  blood  that  may  be  present 
on  the  external  genital  organs. 

The  combined  examination  should  be  made  as  painless  as  possible; 
hence,  in  introducing  the  fingers,  the  examiner  must  be  careful  not  to 
drag  in  the  pubic  hairs,  and  to  avoid  any  rough  handling  of  the  anterior 
commissure  and  urinary  meatus,  which  are  always  sensitive.  The  fingers 
should  not  remain  too  long  in  contact  with  the  introitus,  and  especially 
the  clitoris,  as  this  often  causes  sexual  excitement.  The  movements  of 
the  internal  fingers  must  be  made  slowly  and  very  gently.  Gentle  pressure 
only  must  be  employed  in  indenting  the  abdominal  walls  with  the  outer 
hand,  as  excessive  or  sudden  pressure  is  painful  and  at  once  causes  con- 
traction of  the  abdominal  muscles,  which  interferes  with  the  examination. 
Even  greater  caution  is  necessary  in  examining  inflamed  organs :  rough 
handling  of  such  parts,  which  are  often  exceedingly  painful,  makes  the 
patient  rebellious  and  may  increase  the  inflammation.  If  the  woman 
experiences  a  severe  pain  during  the  examination,  all  hope  of  quieting  her 
for  that  visit  is  at  an  end.  Patience  and  forbearance  on  the  part  of  the 
examiner  bring  their  own  reward,  for  a  woman  is  quick  to  recognize  and 
esteem  these  qualities.  In  spite  of  all  this,  the  examination  must  be 
completed  in  as  short  a  time  as  possible,  and  to  satisfy  both  these  require- 
ments— gentleness  and  speed — demands  much  practice  and  experience. 
A  beginner  will  do  better,  if  the  woman's  patience  has  been  exhausted,  to 
interrupt  the  examination  and  repeat  it  under  more  favorable  conditions. 

Rectal  Examination. 
Examination  througrh  the  rectum    becomes    necessary   when    the 
introitus  is  closed,  or  greatly  contracted  by  a  hymen,  or  so  painful  on 
account  of  catarrh  and  vaginismus  that  the  finger  cannot  be  introduced. 
R^t^  Palpation  through  the  soft  and  yielding  rectal  wall  gives  a 

Examination.  much  morc  positivc  result  also  when  the  vaginal  wall  is  tense 
and  rigid  and  resists  the  necessary  degree  of  invagination.  Examination 
through  the  rectum  is  particularly  useful  in  all  cases  of  disease  in  the 
posterior  portion  of*  the  parametrium,  the  folds  of  Douglas,  Douglas' 
space  and  the  recto-vaginal  septum.     It  is  urgently  recommended  for 


METHODS   OF  EXAMINATION 


Id 


the  diagnosis  of  carcinomatous  and  inflaoiiiiatory  thickening  of  the 
parametrium,  in  the  presence  of  exudates,  hematomata  or  tumors  in 
Douglas'  space,  and  of  alterations  in  the  posterior  uterine  wall  One 
finger  is  enough  in  cases  of  disease  in  the  neighborhood  of  the  lower 
portion  of  the  rectum;  but  in  the  presence  of  tumors  seated  at  the  level 
of  the  cervix  and  higher,  it  is  necessary  to  introduce  two  fingers  into 
the  rectum,  which  can  be  done  only  under  general  anesthesia.  The 
introduction  of  the  entire  hand  into  tht^  rectum,  as  recommended  by 
Simon,  is  unnecessary  and  has  been  given  up  on  account  of  the  danger 
it  involves.    In  examining  through  the  rectum  it  is  best  always  to  intro- 
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duce  the  thumb  into  the  vagina  at  the  same  time;  in  this  way  tumors 
felt  through  the  rectum  can  be  controlled  and  their  topography  deter- 
mined with  greater  accuracy;  at  the  same  time  a  combined  exami- 
nation can  be  made  of  the  posterior  portions  of  the  parametrium  and 
of  the  recto-vaginal  septum  (Fig*  7). 

The  rectum  must  be  emptied  before  attempting  a  combined  recto- 
vaginal examination.  One  or,  if  necessary,  both  fingers  are  then  intro- 
duced with  great  care  so  as  not  to  produce  a  fissure;  the  two  walls  of 
the  gut  wliich  are  in  apposition  are  separated,  and  the  fingers  are  carried 
up  through  the  fold  of  Kohlrausch  to  the  level  of  the  cervix  and  pelvic 
connective  tissue.    If  any  difficulty  is  experienced  in  finding  the  entrance 
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to  the  upper  portion  of  the  rectum,  the  gut  should  be  moderately  filled 
with  water  (Sellheim).  It  is  not  necessary  to  disinfect  the  hand  for  a 
rectal  examination,  but  in  order  to  protect  one's  fingers  from  pollution 
a  rubber  finger-cot  should  always  be  worn.  The  finger  should  never 
be  carried  directly  from  the  vagina  into  the  rectum,  on  account  of  the 
danger  of  transferring  micro-organisms,  especially  gonococci,  in  this  way; 
disinfection  or  the  use  of  a  glove  is  necessary  in  cases  of  this  kind. 

Examination  of  tlie  Genitalia  throug:ii  tlie  Bladder  is  necessary 
only   in   very   exceptional   cases   in   order  to   determine   the   position 

of  the  bladder  in  relation  to  tumors  and  exudates  in  the 
S^eSTtoHa^^  anterior  parametrium  or  preperitoneal  cavity  in  immediate 
sSSdw/^*         contact   with  the   viscus,   and   especially   when   operative 

interference  is  contemplated.  Before  doing  so,  one  should 
try  to  obtain  the  necessary  information  by  introducing  a  male  catheter. 
If  the  results  are  still  uncertain,  the  finger  must  be  introduced.  For 
this  purpose  the  urethra  must   be  dilated. 

Simon's  urethral  specula  or  Hegar's  dilators,  from  the  thickness 
of  a  catheter  to  that  of  a  finger,  are  employed.  The  instruments  are 
sterilized  by  boiling,  and  slowly  and  cautiously  introduced.  Successive 
^  ^  .       ,       sizes  are  used  until  the  necessary  dilation  has  been  secured, 

Technique  of  ,      "  ' 

Urethral  the  finger  being  introduced  immediately  after  the  largest 

instrument  has  been  withdrawn.  If  resistance  is  encoun- 
tered at  the  external  orifice  of  the  urethra,  it  must  be  divided  on  both 
sides  a  distance  of  about  0.5  cm.  After  the  examination  has  been  com- 
pleted, the  bladder  and  urethra  are  irrigated  with  a  3-per-cent.  boric 
acid  solution,  and  the  incisions  or  lacerations  at  the  meatus  closed  with 
sutures.  The  palpating  finger  must  be  carefully  disinfected,  because 
dilatation  is  always  attended  with  slight  lacerations. 

By  means  of  examination  of  the  bladder  with  the  cystoscope  dis- 
placements and  alterations  of  the  vesical  wall,  caused  by  tumors  in 
close  apposition,  can  be  very  satisfactorily  determined,  and  the  develop- 
ment of  cystoscopy  practically  enables  us  to  dispense  with  palpation 
of  the  bladder  for  this  purpose  almost  entirely. 

Metiiod  of  Using  Specula. 

Specula  are  used  to  separate  the  vaginal  walls,  and  thus  make 
possible  direct  inspection  of  the  vagina,  the  vaginal  portion  of  the  lower 
segment  and  the  cervical  canal.  They  are  employed  for  the  purpose 
of  recognizing  changes  limited  to  the  surface  of  these  parts,  such  as 
discoloration  of  the  mucous  membrane  during  pregnancy,  catarrh, 
superficial  ulcerations  of  the  vaginal  portion,  erosions  and  beginning 
carcinoma;   hence  they  are  not  needed  in  every  gynecologic  examina- 
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follows:  The  labia  majora  are  separated  with  the  index  and  middle 
fingers  and  the  left  hand  applied  to  the  internal  surface  of  the  labia 
BO  as  to  expose  the  introitus.  The  speculum,  previously  lubricated 
with  vaseline  or  byrolin,  is  held  in  the  right  hand  with  the  anterior 
opening  toward  the  palm,  and  the  index  finger  applied  to  the  upper 
surface  of  the  speculum  near  the  bevelled  edge*  The  instrument  is 
[jlaced  flat  agahiBt  the  perineum  so  that  the  opening  is  at  the  level 
of  the  introitus  (Fig.  10),  ami  ir?trang  pressure  is  made  on  the  peri- 
neum while  it  is  slipped  into  place.  Contact 
with  the  urinary  meatus  must  be  avoided- 
If  the  introitus  is  narrow,  and  w^hen  there  is 
vulvitis  or  vaginismus,  the 
introduction  of  the  j^pecu- 
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lum  may  be  very  painful  and  occasionally  attended  with  the  pro- 
duction of  minute  tears  of  the  mucous  membrane.  After  the  speculum 
has  been  introduced  into  the  vagina  it  is  at  once  carried  up  to  the 
vaginal  portion,  the  anterior  lip  of  which  first  enters  the  bevelled 
end  of  the  speculum^  while  the  external  os  and  the  posterior  lip  remain 
hidden  behind  it.  A  beginner  thus  gets  the  inipression  that  he  is 
dealing  with  hypertrophy  of  the  anterior  lip,  but  by  depressing 
the  speculum  a  view  of  the  posterior  lijj  also  can  be  obtained*  When 
tlie  cervix  is  adherent  posteriorly  or  laterally  to  the  pelvic  wall,  it  is 
often  difficult  to  fiml  the  vaginal  portion.  In  such  a  case  we  follow 
the  lumen  of  the  vagina  until  some  part  of  the  portio  vaginalis  is  dis- 
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covered,  being  recognized  by  the  smooth  character  of  the  mucous 
membrane;  the  apeeulum  is  then  strongly  depressed  and  a  view  of  the 
external  os  is  obtained*  One  musst  bo  careful  not  to  j>ush  the  speculum 
too  far  up,  becau^L*  by  doing  so  the  vaginal  vault  is  tiisplaecd  upward 
and  the  separation  of  the  labia  produces  an  artificial  ectropion;  by 
slightly  withdrawing  the  speculum  the  vaginal  portion  can  usually  be 
brought  into  view  without  difficulty.  As  the  examiner  withdraws  the 
speculum,  he  alternately  raises  and  depresses  the  tube  in  order  to  get 


a  good  view  of  the  lateral  walls  as  far  back  as  the  introitus*  Accurate 
tnspectioii  of  the  vaginal  ]>ortion  with  the  ground-glass  speculum  is  some- 
times difficult  because  the  cervix  is  displaced  too  far  upward  with  this 
imtrumerit  and  does  not  receive  sufficient  illumination.  It  is  thercfortj 
better  tn  examine  with  Pinion's  speculum.  The  ground-glass  speculum  is 
very  useful  in  ilaily  iiractiee,  because  it  can  be  used  without  an  assistant^ 
and  a  variety  of  therapeutic  procedures  can  be  carried  out  with  its  use. 
2,  Simon's  or  Sims*  Speculum  consists  of  two  blades  attached  to 
hanrlles  and  is  em|>luyed  for  the  purpose  of  separating  the  two  vaginal 
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Simon's  speculum  consists  of  two  blades,  one  concave  for  the  pos- 
terior (Fig*  11),  and  one  (lat  for  the  anterior  wall  (Fig.  12).  A  stock  of 
several  sizes  is  necessiary*  (It  is  important  to  see  that  the  narrower 
blaiks  are  not  made  shorter,  as  instrument  makers  are  very  apt  to  do,) 
The  blades  are  attached  to  handles, 
a  straight  one  for  the  iiOBteiior 
blade  and  a  curved  handle  for  the 
anterior,  to  corres^pond  with  the 
prominence  of  the  symphysis* 

The  examiner  seats  himself  be- 
tween the  woman  s  legs,  in  front  of 
the  examining-chair,  and  separates 
the  introitus  with  two  fingors  of  the 
left  hand.  The  posterior  blade  is 
then  taken  in  the  right  hand  and  al- 
lowed to  glide  slowly  into  the  vagina 
(Fig.  14).  The  handle  is  then  trans- 
ferred to  the  left  hantl,  and  the  peri- 
neum forcibly  depressed  so  that^the  vulva  gapes;  the  handle  of  the  an- 
terior blade  is  then  tak<'n  in  the  right  band,  placed  on  the  abdomen,  and 
the  blade  allowed  to  entrr  immediately  below  the  urinary  meatus  and 
as  far  away  as  possible  from  tht'  posterior  blade  (Fig,  15).  The  two  blades 
must  not  be  brought  too  close  together,  in  order  to  avoid  catching  folds 
of  mucous  niembnine  l>etween  thi^m.  In  removing  the  specula,  which  is 
accomplished  in  tlu^  inverse  order,  special  care  is  necessary  to  keep  the 
blades  well  apart.  The  specula  must  be  boiled  every  time  they  are  used, 
[The  s|>ecula  most  commonly  used  in  the  United  States  are  the 
tri valve  and  bivalve.  The  tri valve  is  of  especial  value,  for  with  slight 
dexterity  it  may  be  made  to  serve  almost  every  end  in  an  ordinary 

examination.  By  introducing  it  col- 
lapsed well  up  to  the  cervix,  then 
gently  spreading  its  blades  with  a 
get  screw^  and  gently  manipulating 
it,  the  cervix  may  be  brought  into 
perfect  view.  After  completing  the 
inspection,  the  instrument  is  grad- 
ually withdrawn  with  open  blades 
until  the  outlet  is  reached,  when  it 
is  again  coUapserl  and  withdrawn  without  pain.  As  it  is  withdrawn,  all 
parts  of  the  vaginal  tract  may  be  inspected.  It  serves  all  purposes  so  well 
that  it  or  the  bivalve  specuhmi  has  very  largely  supplanted  Ferguson's^ 
SinmtiV,  and  Sims*  specula  for  ordinary  oflice  use.  For  examination 
when  the  patient  is  under  an  anesthetic,  the  latter  instruments  are  more 
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generally  in  vogue.     In  the  editor's  experience,  the  bivalve  or  trivalve 
speculum  suflSces  for  all  forms  of  gynecologic  local  treatment. — Editor.] 

The  Uterine  Sound. 

The  uterine  sound  (Fig.  18)  is  a  probe-like  instrument  about  30  cm. 

in  length,  with  a  broad  handle,  and  marked  with  ridges  on  the  upper 

side  to  enable  the  examiner  to  recognize  the  position  of  the  sound  in 

the  uterus.     The  tip  is  armed   with  a  knob-like  enlargement  about 

2  to  3  mm.  thick,  in  order  to  avoid  injuring  the  uterine 

wall.     The  convex  side  is  graduated  by  means  of  shallow 

incisions  in  centimeters,  and  7  cm.  from  the  knob  is  a  ring 

the  distance  of  which  from  the  external  orifice  readily 

enables  the  examiner  to  determine  whether  the  sound  is 

in  the  uterine  cavity  or  only  in  the  cervix.     The  sound 

must  be  made  of  flexible  metal  so  that  it  can  be  bent  to 

correspond  to  any  curve  of  the  uterus. 

Sounding  of  the  uterus  must  be  performed  with  the 
strictest  aseptic  precautions.  The  instrument  must  be 
boiled  before  it  is  used  in  order  to  avoid  the  introduc- 
tion of  germs  from  the  vagina  into  the  uterine  cavity, 
which  is  ordinarily  sterile.  While  the  micro-organisms 
which  inhabit  the  vagina  and  cervix  are  harmless  to 
living  tissue,  they  may,  in  the  presence  of  traumatisms 
and  material  capable  of  decomposition,  readily  produce 
infection. 

The    technique    of    the    introduction    of   a 
sound  must  therefore  be  such  as  to  preclude  the  entrance 
of  vaginal  germs  into  the  uterus.     This  is  best  accom- 
plished by  exposing  the  external  os  with  the  speculum. 
For  this  purpose  the  simplest  is  the  cylindrical,  ground- 
Fio.  18.— Utkr-     gl^ss  speculum  [or,  as  indicated  above,  the   bivalve  or 
(Origh^hr*"     ^      trivalve   speculum. — Ed.],  as  the  examiner  can  hold  it 
himself  while  introducing  the  sound;   whereas  a  specu- 
lum of  Simon's  type  requires  an  assistant.     Disinfection  of  the  vagina 
is  not  absolutely  necessary.     The  vaginal  portion  is  brought  into  the 
speculum    and    its    surface,    particularly    the    external    os,    carefully 
cleansed    with   a   cotton    pledget    saturated    in    a    1 :  1000 
solution  of   bichlorid.      The   sound   is  then   taken   in   the 
right    hand    and    introduced    into    the    cervical   canal   until   it    meets 
with  resistance.     Holding  the  sound  in  this  position  with  one  hand, 
the  cylindrical  speculum  is  then  withdrawn  over  the  sound  with  the 
other,  leaving  one  hand  free  (usually  the  left)  two  fingers  of  which  are 
applied  to  the  external  os.    The  handle  is  then  depressed,  and  the  sound 
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gradually  pushed  further  into  the  uterus  until  it  passes  the  internal  os 
and  enters  the  uterinG  cavity.  Thifl  is  attendeil  by  an  elevation  of  the 
uterus  through  20  to  30  degrees;  hence  sounding  recjuires  a  eeriain 
degree  of  mobility  of  the  organ.  Quite  frequently  the  sound  catches 
in  the  folds  of  the  cervical  mucous  membrane  or  on  the  internal  os; 
this  may  sometimes  be  overcome  by  using  a  thicker  i^ound*  The  universal 
remedy,  however,  when  (Uffieulties  are  encountered  in  the  cervical  canal, 
con^sisti^  in  drawing  the  vaginal  portion  forward  with  the  double  tenac- 
ulum. This  smooths  out  the  folds  in  the  mucous  membrane  and 
obliterates  the  angle  at  the  internal  os,  so  that  the  sound  readily  enters 
the  uterine  cavity.  The  double  tenaculum  may  be  heltl  with  the  little 
finger  of  the  left  hand  so  as  to  dispense  with  the  services  of  an  assistant. 
In  abnormal  positions  of  the  uterus  the  technique  of  introducing 
the  sound  is  somewhat  different.  In  acute-angled  anteflexion  a  sharp 
curve  ninst  be  given  to  the  sound,  and  the  vaginal  porfion  drawn  forward 
with  the  double  tenaculum.  In  retroversion  of  the  uterus  introduction 
of  the  ,sound  is  attended  with  the  least  difficulty  because  the  vagina, 
cervical  canal  and  uterine  cavity  form  a  straight  line;  the  sound  is 
introduced  without  deprei*.Hing  the  handle*  In  retroflexion  of  the  uterus 
the  sound  is  introduced  in  the  ordinary  manner  into  the  cervical  canal; 
it  is  then  rotated  so  that  the  concavity  is  directed  poi^teriorly,  and  allowed 
to  glide  into  the  uterine  cavity  by  elevating  the  handle.  For  this  reason 
the  position  of  the  uterus  must  always  be  accurately  determined  before 
using  the  sound.  The  most  important  requisite  for  successful  soun(Hng 
is  a  light  and  steady  hand*  The  channel  through  which  the  sound  is 
to  make  its  way  must  be  found  solely  by  the  employment  of  skill, 
without  using  any  force  whatever, 

The   contraindications  to   the   use   of   the   sound    are: 
L  Pregnancy.     The  introduction  of  the  sound   into  the  gravid 
uterus  often  causes  injuries  of  the  ovum  and  abortion.     It  is  true  that 
during  the  first  months  the  sound  often  enters  between  the  omtm^ 

ovum  and  the  uterine  wall,  and  no  abortion  results  because  iiMtic*iion*. 
the  irritation  of  the  sound  is  not  sufficient  to  produce  labor  pains;  but 
if  the  ovum  completely  fills  the  uterus,  the  procedure  is  almost  invanal)ly 
attended  with  injury  to  the  ovum,  which  in  most  cases  is  followed  by 
abortion.  The  best  way  to  avoid  sounding  a  gravid  uterus  is  to  <leter- 
mine  beforehand  w^hether  the  woman  is  pregnant;  or,  a  still  safer  rule 
is  always  to  inquire  about  the  last  menstruation  before  introtbicing 
a  uterine  soun*!.  The  cnmUtions  which  are  most  likely  to  lea*!  to  the 
introduction  of  a  sound  into  a  gravid  uterus  are  the  occurrence  of  preg- 
fiancy  in  a  woman  while  she  is  under  gynecologic  treatment,  and  the 
occurrence  of  pregnancy  under  conditions  wliieh  render  it  extremely 
unlikely,  such,  for  example,  as  marked  degret>s  of  prolapse.     It  follows 
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therefore  that  the  use  of  the  sound  for  the  purpose  of  making  the 
diagnosis  of  pregnancy  is  not  justifiable.  If  the  physician  has  been 
so  unfortunate  as  to  sound  a  gravid  uterus,  the  woman  should  be  put 
to  bed  for  a  few  days,  and  several  doses  of  opium  administered  in  order 
to  prevent  abortion. 

2.  Acute  infection  in  the  neighborhood  of  the  uterus. 
As  the  introduction  of  the  uterine  sound  is  always  attended  with  a 
forward  movement  of  the  cervix  and  elevation  of  the  uterine  body, 
it  necessarily  exerts  traction  on  exudates  connected  with  these  struc- 
tures. In  this  way  we  often  see  exacerbations  of  parametritis  and  peri- 
metritis and  the  occurrence  of  recent  peritonitis  in  tubal  disease.  In 
the  presence  of  hematocele  and  recent  tubal  pregnancy  sounding  should 
always  be  avoided,  because  traction  on  such  structures  may  produce 
fresh  hemorrhage  and  sometimes  cause  necrotic  decomposition.  In 
chronic  inflammations  not  attended  with  much  pain  the  cautious  use 
of  the  sound  is  permissible.  For  these  reasons  the  tissues  surrounding 
the  uterus  must  be  subjected  to  careful  examination  before  resorting 
to  the  use  of  a  uterine  sound. 

3.  Virulent  catarrh.  Sounding  the  uterus  is  not  permissible 
under  these  circumstances  because  carriers  of  infection,  especially  gono- 
cocci,  arc  thereby  introduced  into  the  uterine  cavity;  or,  if  the  uterine 
cavity  is  already  diseased,  into  the  tubal  orifices;  hence  the  introduction 
of  the  sound  and  intra-uterine  manipulations  generally  occupy  an  im- 
portant place  in  the  etiology  of  gonorrheal  pus-tubes.  As  a  positive 
diagnosis  of  virulent  catarrh  cannot  always  be  made,  it  is  wise  to  avoid  the 
use  of  the  sound  in  the  presence  of  any  purulent  or  suspicious  discharge. 

There  are  other  cases  in  which  the  use  of  this  instrument  is  not 
without  danger.  It  may  produce  an  infection,,  not  so  much 
through  germs  attached  to  the  sound  itself,  as  from  the  fact  that  in 
spite  of  every  care  organisms  may  be  introduced  with  it 
i^ddelTt  to  from  the  vagina  into  the  uterine  cavity  and  inoculated  into 
oMhL^sound.  minute  wounds  of  the  mucous  membrane;  hence  the  great- 
est care  is  necessary  to  avoid  any  traumatism  of  the  mucous 
membrane,  and  if  the  procedure  is  followed  by  bleeding,  it  is  better  to 
disinfect  the  uterus.  The  accident  that  is  dreaded  more  than  any  other 
is  perforation  of  the  uterus.  A  slight  injury  of  the  mucous  membrane 
is  by  no  means  uncommon  even  under  the  greatest  care,  but  the 
substance  of  the  uterus,  if  the  consistency  of  the  organ  is  normal,  prac- 
tically always  resists  the  entrance  of  the  sound.  If  the  muscle  is  softened 
by  fatty  degeneration  during  the  pucrperium,  or  the  presence  of  malig- 
nant growths;  if  the  uterus  is  atrophied;  or  if,  in  the  presence  of  a 
myoma,  one  wall  of  the  uterus  is  greatly  attenuated,  very  slight  pressure 
often  suffices  to  perforate  the  uterine  wall.     Under  such  circumstances 
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the  sound  must  be  introduced  very  slowly.  As  soon  as  the  examiner 
feels  that  the  sound  is  entering  the  parenthyma  he  must  withdraw  it  at 
oner.  Unfortunately  the  instrument  often  passes  through  the  wall 
without  the  exaniiner's  feeling  the  s^lightest  resistanee,  and  disappears 
into  the  vagina  up  to  the  handle.  Perforation  of  the  uterus  with  the 
sound  is  almost  always  unattended  by  danger;  if,  however,  the  viscus 
contains  decomposed  material,  the  accident  may  he  followed  by  peri- 
tonitis* If  perforation  occurs,  the  woman  must  be  kept  quiet  for  a  few 
days  and  treated  with  small  doses  of  opium. — Hemorrhage  of  eon- 
iriderablc  severity  no  I  infrequently  occui^  during  the  introduction  of 
the  uterine  sound.  It  is  most  likely  to  occur  in  cases  of  proliferative 
endometritis,  carcinoma,  or  subinvolution  of  the  uterus.  The  hemor- 
rhage may  l)e  attended  with  danger  when  the  uterus  contains  the  remains 
of  an  abortion  or  placental  masses  of  considerable  quantity.  Even 
when  the  instrument  was  used  with  great  care,  I  have  often  seen 
profuse  hemorrhage  in  these  cases,  requiring  for  its  complete  arrest  the 
packing  of  the  cervix  or  closure  of  the  external  ns  with  sutures.  For 
this  reason  thu  introduction  of  the  sound  should  be  avoided  when  there 
is  reason  to  suspect  that  the  uterus  may  contain  large  remnants  of  an 
abortion  or  placental  tissue. 

It  is  evident  from  what  has  been  said  that  sounding  the  uterus 
is  by  no  means  a  simple  operation,  and  it  should  therefore  be 
used  as  rarely  as  possible*  It  is  not  a  necessary  part  of 
every  gynecologic  examination,  and  should  be  em- 
ployed only  in  the  presence  of  a  definite  indication  and 
when  the  desired  result  cannot  be  obtained  without 
its    use. 

The  greater  the  examiner*s  skill  in  palpation,  the  less  will  be  the 
need  of  using  the  sound;  it  is  required  chiefly  for  investigating 
thy  state  of  the  uterine  cavity.  [One  might  say,  as  a  corollary, 
the  less  the  examiner's  skill,  the  greater  the  danger  from 
the  use  of  the  sound,  and  the  less  information  its  employ- 
ment will  afford.  Therefore  it  should  only  be  used  by  the 
Bkilled  examiner, — EniTORd  By  means  of  the  sound  we  first  determine 
the  width  of  the  cavity,  and  thk  gives  us  some  clue  to  the  degree 
of  relaxation  of  the  uterus  or  distention  of  the  cavity  by  abnormal  con- 
tents. Norraally  the  excursion  of  the  tip  of  the  sound  in  the  uterine 
cavity,  when  the  handle  is  rotated,  is  limited;  but  if  the  cavity  is  dilated, 
the  sound  can  readily  be  moved  in  all  directions  and  rotated  around  its 
longitudinal  axis.  Abnormal  contraction  of  the  uterine  cavity  is  recog- 
nised by  the  fact  that  the  movements  of  the  sound  arc  extremely  limited. 
The  palpation  of  intra- uterine  tumors  is  much  more  difficult 
than  one  would  suppose*    Soft  polypi  with  slender  pedicles  readily  avoid 
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the  sound  and  escape  the  examiner's  notice.  Submucous  myomata  of 
firm  consistency  and  broad  base  are  somewhat  more  easily  recognized, 
and  give  the  impression  of  a  prominence  of  the  internal  uterine  wall; 
but  even  large  solid  tumors  which  completely  fill  the  uterine  cavity  are 
not  always  recognized  with  the  sound,  as  I  have  frequently  had  occasion 
to  observe;  hence  too  much  reliance  should  not  be  placed  on  the  results 
of  sounding  in  this  respect,  and  if  polypi  are  suspected,  the  cervical 
canal  should  be  dilated  and  the  uterine  cavity  explored  with  the  finger. 
The  information  with  regard  to  the  condition  of  the  endometrium 
which  is  gained  by  examination  with  the  sound  is,  on  the  other  hand, 
quite  positive.  In  fact,  irregularities  of  the  surface  are  felt  much 
better  with  the  sound  than  with  the  finger,  and  the  detection  of  such 
irregularities  is  one  of  the  chief  uses  of  the  instrument.  Normally  the 
endometrium  feels  smooth,  or  at  most  presents  a  few  inequalities  of 
the  surface  at  the  fundus.  In  carrying  the  sound  from  one  cornu  to 
the  other,  the  centre  of  the  fundus  is  not  infrequently  felt  as  a  prominent 
ridge.  If  distinct  irregularities  are  discovered,  they  are  usually  patho- 
logical. They  are  felt  in  carcinomatous  changes  of  the  mucous  mem- 
brane, in  chronic  fungous  endometritis,  and  retention  of  small  portions 
of  decidua  after  abortion.  The  detection  of  these  irregularities  requires 
some  skill  in  handling  the  instrument.  With  the  internal  fingers  applied 
to  the  vaginal  portion,  the  sound  is  carried  to  the  fundus,  rotated  in 
various  directions  with  some  pressure,  or  allowed  to  glide  along  the 
uterine  walls  and  angles  of  the  uterus,  at  the  same  time  moving  the 
instrument  in  various  directions.  In  order  to  be  positive  that  inequali- 
ties and  rough  places  are  present,  the  tip  of  the  sound  must  be  held 
firmly  against  the  wall.  The  variety  of  hypertrophy  cannot  be  posi- 
tively determined  by  the  nature  of  the  inequalities.  The  presence  of 
pain  in  the  endometrium,  and  its  degree,  can  also  be  tested  with 
the  sound.  With  a  healthy  endometrium  careful  sounding  is  pain- 
less except  in  the  case  of  sensitive  nervous  women,  who  frequently 
complain  of  pain  as  the  sound  passes  the  internal  os.  If,  in  a  woman 
whose  resistance  is  good,  contact  of  the  sound  with  the  endome- 
trium is  painful  or  even  produces  spastic  conditions  of  the  uterus,  the 
existence  of  inflammation  may  be  suspected.  It  is  sometimes  very 
difficult  to  distinguish  perimetritic  or  parametritic  from  endometritic 
pain.  Perimetritic  pain  is  elicited  if  the  sound  in  passing  the  cervix 
pushes  it  forward  and  causes  traction  on  inflammatory  bands  behind 
the  uterus;  or  if  the  uterine  body,  which  tends  to  straighten  up  as  the 
sound  enters  the  cavity,  pulls  on  adhesions  situated  in  front.  One  is 
not  justified  in  diagnosing  endometritic  sensitiveness  except  when  the 
uterus  is  completely  movable,  and  careful  touching  of  the  endometrium, 
without  producing  any  dislocation  of  the  uterus,  elicits  pain.    It  usually 
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tAm  the  form  of  a  cramp-like  pain  in  the  lower  abdominal  or  umbilical 
region*  In  examining  the  uterine  cavity  for  inequalities  or  painful 
pointf?,  it  is  well  to  follow  a  certain  Bystem:  beginning  first  at  the  fundus, 
then  passing  the  sound  over  the  anterior  and  posterior  walls,  and  finally 
in  parallel  lines  over  the  angles  and  orifices.  By  means  of  the  sound 
we  also  determine  occlusions  or  stenosis  in  the  cervix  and  in 
the  body  cavity.  A  normal  orifice  readily  admits  the  tip  of  a  sound 
measuring  from  2  to  3  mm.  in  thickness.  The  mere  resistance  to  the 
introduction  of  the  sound  must  not,  however,  be  regarded  as  a  sign  of 
stenosis,  for  an  inexperienced  examiner  is  apt  to  cateh  the  sound  in 
folds  of  the  cervix.  If,  however,  the  sound  is  readily  arrested  at  the 
same  point  while  the  cervix  is  drawn  dovv^n  with  the  tenaculum,  or  if 
the  examiner  receives  the  impression  that  the  sound  passes  with  diffi- 
culty a  certain  point,  the  presence  of  a  stenosis  may  be  suspected. 
Stenosis  in  the  uterine  cavity  is  much  more  rare  and  also  gives  the 
impression  of  an  obstacle  to  the  advance  of  the  sound. 

Finally,  the  introduction  of  the  sound  is  useful  as  affording  a  means 
of  confirming  the  diagnosis  of  uterine  diseases  which  lead  to  short- 
ening, lengthening  or  displacements  of  the  organ.  In  general 
these  conditions  are  detected  by  palpation,  but  the  results  of  palpation 
arc  not  always  as  positive  as  one  might  wish.  In  such  a  case  the  find- 
ings may  be  supplemented  by  means  of  the  uterine  sound.  In  the  first 
place  the  instrument  may  be  used  to  find  the  uterus,  if  it  cannot 
be  felt  on  account  of  the  thickness  of  the  abdominal  walls,  or  if  the 
organ  is  hidden  between  tumors  and  cannot  be  palpated  on  that  account. 
The  sound  is  introduced,  and  by  noting  the  direction  which  it  takes 
the  position  of  the  uterus  may  be  inferred;  or  the  tip  of  the  sound 
within  the  uterine  cavity  may  be  located  through  the  abdominal  wall 
and  thus  the  position  of  the  fundus  determined  directly.  In  those  cases 
special  care  is  necessary  in  handling  the  sound  because  the  direction 
of  the  uterine  cavity  is  not  known,  and  the  danger  of  injuring  the  wall 
is  therefore  increased. 


CA»e  I.     Ill  ifiokiiig  for  t\w  uienw  m  &  case  of  inimliipimetjtary  cystic*  tumor,  I  once  had 
the  ill  iutk  to  perforate  iltt  uttemualed  wall  of  the  visciis  &nd  pass  the  sound  into  tlie  tumor. 

There  is  no  doubt  that  in  the  great  majority  of  cases  in  which  the 
id  is  employed,  it  is  introduced  for  the  purpose  of  measuring 
the  uterine  cavity  and  in  that  way  determining  the  site  of  the 
uterus.  By  means  of  careful  palpation,  diminution  or  enlargement  of 
the  uterus  can  be  recognised  without  difficulty,  but  owing  to  the  variable 
thickness  of  the  wall  the  interpretation  of  our  findings  is  often  tfuite 
unreliable.  A  comparison  of  the  resulti;  of  palpation  with  the  measure- 
ment obtaincil  with  the  sound  often  offers  the  best  means  of  determining 
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the  length  of  the  uterus  and  the  thickness  of  its  walls.  This  method  is 
employed  particularly  in  the  case  of  myomata,  in  chronic  metritis  and  in 
atrophic  conditions.  The  thickness  of  the  uterine  wall  can 
readily  be  determined  by  palpating  the  sound  as  it  lies  in  the  uterus 
through  the  abdominal  wall.  In  this  way  small  myomata  in  the  uterine 
wall  can  readily  be  recognized.  In  rare  cases  the  use  of  the  sound  is  jus- 
tified for  the  purpose  of  detecting  adhesions  around  a  retro- 
flexed  uterus.  The  sound  is  introduced  into  the  retro  flexed  uterus, 
turned  on  its  axis,  and  the  handle  depressed  for  the  purpose  of  elevating 
the  uterus.  If  the  organ  is  movable  it  readily  follows  the  movement 
of  the  sound.  In  the  presence  of  adhesions  an  inelastic  resistance  is 
encountered,  and  the  procedure  causes  pain.  This  method  also  is 
employed  only  when  palpation  has  failed  to  give  results. 

The  information  obtained  by  means  of  the  sound  usually  has  to 
do  with  the  finer  points  in  the  diagnosis,  such  as  are  expected  only  from 
a  specialist;  hence  the  ordinary  practitioner  very  rarely  has  occasion 
to  use  the  sound,  and  he  should  never  resort  to  its  use  merely  for  the 
purpose  of  supplementing  the  results  of  palpation  when  these  have 
proved  inadequate. 

[The  author  has  very  fully  warned  against  the  employment  of  this 
instrument.  It  carries  with  its  use  so  much  danger  that  it  should  only 
be  employed  by  an  expert,  and  even  he  would  be  severely  censured  by 
his  colleagues  should  an  accidental  infection  occur.  The  rule,  there- 
fore, may  well  be  laid  down,  that  a  sound  is  only  to  be  used  in  cases 
of  the  very  gravest  doubt  and  then  only  under  the  most  extreme  pre- 
caution. The  editor  has  so  frequently  seen  such  serious  results  follow 
the  careless  introduction  of  a  sound  that  he  believes  it  should  be 
only  an  instrument   of   an   expert's   armamentarium. — ^^Editor.] 

Dilatation  and  Palpation  of  tlie  Interior  of  the  Uterus. 

We  have  several  methods  at  our  command  for  the  diagnosis  of 
intra-uterine  diseases, — sounding  of  the  uterine  cavity,  the  microscopic 
examination  of  tissue  obtained  by  curettage,  and  palpation  of  the 
interior  of  the  uterus  with  the  finger.  There  is  no  doubt  that  the  sense 
of  touch  is  most  delicate  with  the  sound,  and  inequalities  and  roughness 
of  the  uterine  wall  can  be  detected  without  difficulty  by  its  aid.  The 
finger  is  best  adapted  for  recognizing  circumscribed  gross  changes,  such 
as  polypi,  myomata,  or  carcinomatous  infiltration;  while  the  micro- 
scope enables  us  to  recognize  with  certainty  the  histologic  changes 
due  to  superficial  disease  processes.  A  cancer  of  the  body  of  the  uterus 
can  at  best  oiily  be  suspected  when  marked  irregularities  in  the  uterus 
are  felt  with  the  sound.  The  diagnosis  becomes  certain  onlywhen 
particles  of  the  proliferated  tissue,  removed  with  the  curette,  are  exam- 
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incd  under  the  microscope  and  the  liistologic  structure  of  carcinoma  is 
demonstrated;  but  caru^cr  of  the  body  as  well  as  cancer  of  the  cervix 
may  be  diagnosed  with  equal  certainty  if  the  finger  is  introduced  and 
infiltration  or  ulceration  is  felt  in  the  wall  of  the  body.  In  the  case  of 
sarcomata  and  polypi  the  diagno^i.^  is  arrived  at  in  a  Bimilar  manner. 
The  two  methods,  internal  palpation  of  the  uterus  and  tnicroscopic 
diagnoi^is,  are^  therefore,  in  a  certain  sense  consonant  proeei lures.  The 
same  end  may  be  reached  by  either^  and  the  choice  between  the  two 
w*ill  frequently  depend  on  the  phygician'sj  personal  preferenee.  Aside 
from  the  fact  that  dilatation  of  the  cervix  followeil  by  internal  palpa- 
tion of  the  uterus  is  unquci^tionably  more  dangerous  than  exploratory 
curettage,  it  must  be  emphasised  that  the  use  of  the  microscope  h 
un(|uestional>ly  superior  to  internal  paljiation  of  the  uterine  body, 
beeaune  there  are  many  sources  of  error  when  the  latter  procedure  is 
employed.  In  the  first  place,  the  constriction  exerted  by  the  cervix 
on  the  finger  impairs  its  sense  of  touchy  and  its  movenientn  are  so 
restricted  within  the  narrow  uterine  cavity  that  the  results  of  palpation 
are  much  less  positive.  But  even  aside  from  these  external  difticulties, 
the  sensation  of  touch  is  not  sufficiently  delicate  to  detect  cancer  of  the 
muenns  mend>rane  in  iti*  earliest  stages,  before  the  process  has  gone  on 
to  infiltration  and  distinct  uku^ration:  whereas  microscopic  exaujina- 
tion  yields  a  positive  residt  even  at  this  stage.  Again,  it  is  very  diffi- 
cult to  distinguish  between  sarcomatous  and  benign  uterine  polyps  by 
the  sense  of  touch  alone.  The  attempt  to  iUagno^e  mali^fuutt  disease 
of  the  uterus  by  means  of  the  palpating  finger  alone  is  associated  with 
so  many  sources  of  error  that  mistakes  are  bound  to  occur  very  fre- 
quently. Microscopic  tliagnosis  also  has  its  Unutattons.  It  nuiy  happen 
that  the  curette  does  not  bring  away  any  of  the  tliseased  tissue,  although 
this  is  rare;  a  eircuniscribud  neoplasm  may  begin  to  develop  at  a  point 
in  the  uterine  cavity  which  is  difficult  of  access;  or  the  histologic 
pie  lure  nuiy  not  be  sufficiently  clear.  For  th?se  reasons  it  must  l>e 
concedetl  that  Ijoth  methods  have  their  value,  although  microscopic 
diagnosis  is  by  far  the  most  important.  The  procedure  to  be  adopted 
in  the  case  of  hemorrhage  should  be  iis  follows:  First,  the  uterine 
sound  is  employed^  and  if  inequalities  are  discovered,  the  uterus  is 
curetted  and  the  scrapings  subjected  to  a  microscopic  examination.  If 
tliis  also  fails  to  give  the  desired  result,  the  examiner  should  proceed 
to  palpate  the  interior  of  the  uterus. 


CA&m  2,    In    18&S  I   perfortned   a   curettage  on  ad    flderly   wotmm    on   ficcDtinf  of 
(fiwc  ]  •    lie,    TliP  microiscope  revcftlrd  a  few  htvua  that  wvrc  susfiiriQUfl  of  ftjirroma, 

tio  J  L|5iUK*ij»  ci>iilU  lie  inade.    I  tl»<;ref<»re  clilat***!  t\w  rt*rvi?t,  |rihl].kaled  (lit?  iniMfior 

rf  tilt  lll«rui»,  iktul  diseovrred  ii  p-ilyfxjid  tieopUu*m  whwh  I  rceiircied  m  a  sarcoma.     Aftar 
iOBtliyitllWl  of  th^  uterus*  tJ^  growth  wad  Coiind  to  be  a  ftinipW  iiuu'Oiu  polyp. 
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The  indications  for  dilatation  and  internal  palpation  of  the  uterus 
are  therefore  as  follows: 

1.  Great    discrepancy    between    the    clinical    symptoms    and    the 
microscopic  findings.     If,  for  example,  in  an  old  woman,  the  presence 
of  a  malignant  neoplasm  is  suspected  on  account  of  persistent  hemor- 
rhage,  and    repeated   microscopic   examinations   of  scrap- 

n  ica  ions.  .^^^  j^.j  ^^  rcvcal  anything  but  benign  disease,  so  that  no 
positive  conclusion  can  be  arrived  at,  the  interior  of  the  uterus  should 
be  explored.  Internal  palpation  of  the  uterus,  in  such  cases  as  this,  is 
accordingly  employed  for  the  purpose  of  controlling  or  supple- 
menting the   microscopic  diagnosis. 

2.  When  in  a  case  of  repeated  uterine  hemorrhage,  after  the  altera- 
tions have  been  positively  shown  to  be  benign  by  microscopic  examina- 
tion, there  is  strong  reason  to  suspect  a  cause  for  the  hemorrhage,  such 
as  a  polyp  or  a  submucous  myoma.  In  cases  of  this  kind  internal  pal- 
pation is  employed  for  the  purpose  of  supplementing  examination  with 
the  sound,  which  in  the  case  of  circumscribed  polyps  usually  yields  very 
uncertain  results. 

A  prerequisite  for  internal  palpation  of  the  uterus  is  that  the  cervix 
be  sufficiently  dilated  to  admit  one  finger.  Spontaneous  dilatation 
Diiautionof  takcs  place  when  polyps,  polypoid  myomata,  sarcomata, 
the  External  os.  ^j.  carcluomata  are  expelled.  Quite  frequently,  however, 
the  external  os,  in  nuUiparous  women  especially,  offers  prolonged 
resistance  and  has  to  be  dilated  in  order  to  permit  palpation. 

Dilatation  of  the  external  os  is  effected  by  dividing  the  vagi- 
nal portion  on  both  sides.  Under  anesthesia,  and  after  careful  disinfec- 
tion of  the  external  genitalia  and  the  vagina,  the  vaginal  portion  is  brought 
into  view  with  a  Simon  or  Sims  speculum,  the  anterior  and  posterior 
lips  are  grasped  with  a  Muzeux  forceps,  and  the  vaginal  portion  divided 
on  both  sides  as  far  as  the  vaginal  vault.  A  sufficient  view  of  the  dilated 
cervical  canal  is  thus  provided,  the  finger  may  be  introduced  for  the 
purpose  of  palpation,  and  in  many  cases  extirpation  of  the  polyp  may 
be  done  at  once.  The  two  incisions  are  then  closed  with  interrupted 
catgut  sutures,  and  the  vagina  is  lightly  packed  with  iodoformized 
gauze.  The  technique  of  the  procedure  is  not  difficult;  it  rarely  fails, 
and  may  be  recommended  even  to  practitioners  without  special  skill. 
In  most  cases  the  entire  cervical  canal  offers  an  obstacle 

Dilatation  of  .  ii»ri  t*»<«i 

the  Cervical  to  internal  palpation  of  the  uterus.  Incision  of  the  entire 
cervix,  either  with  bilateral  incisions  or  by  a  median 
incision  after  pushing  up  the  bladder,  which  has  been  recommended 
for  the  purpose  of  dilatation,  is  too  severe  a  procedure  for  diag- 
nostic purposes.  For  routine  practice  the  following  methods  are 
recommended: 
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1.  Instrumental  Dilatation.  Regards  dilatoi*s,  which  are  made  of 
mt»tal,  hard  rubber,  and  glass^  arc  the  best  histruments  for  the  pur- 
pose.   Metal  dilators  are  the  best,  because  mos^t  durable;  a 

series  ranging  in  thiekness  from  the  size  of  a  sound  to 
that  of  the  finger  is  required  (Fig*  19)*  After  pains?taking  disinfection 
of  the  vulva^  vagina  and  lower  portion  of  the  cervix,  the  vaginal  portion 
is  brought  into  view  with  a  Simon  or  iyima 
speeulunij  drawn  down  with  a  hook,  and  suc- 
cessive numbers,  beginning  with  the  prai>er 
thickness,  are  then  introduced  one  after  the 
other.  Even  if  the  introduction  h  performed 
VL*ry  slowly,  and  each  number  is  left  in  place 
for  several  minutes,  the  dilating  force  of  the 
instrument  i^  so  great  that  the  cervical  tissue 
may  be  ruptured.  In  dilating 
a  closeci  cervix  sufficiently  to 
atlmit  the  finger,  a  more  or 
less  extensive  laceration  is 
almost  certain  to  occur  even 
when  the  tissues  are  soft  and 

yiehling.  Hence  this  method  of  dilatation  should  be 
employed  for  purely  diagnostic  purpose,*^  only  when  the 
cervix  is  already  in  process  of  spontaneous  dilatation, 
or  for  completing  a  dilatation  begun  with  laminarla 
tents,  when  that  method  has  proved  inadequate. 

Dilatation  of  the  cervix,  such  as  is  required  for 
the  purpose  of  exploratory  curettage,  is  effected  by 
the  introduction  of  thin  metal  dilatorjs  like  those 
designed  by  Schroder  (Fig.  20)  and  Landau  (Fig.  21). 
The  dilatation  is  begun  with  a  numl>er  approximately 
corresponding  to  a  thick  uterine  sound*  and  gradually 
increased  by  the  introduction  of  dilators  of  increas* 
ing  thickness  up  to  that  of  a  moderately  broad  uter- 
ine curette.  This  method  of  dilatation  should  also 
be    performed     with    a    Simon    or    Sims     speculum. 

2.  Of  all  the  contrivances  at  our  disposal  laminaria  tents  taaioft- 
are  the  m<^t  reliable,  and  at  the  same  time  the  least  inju-  ri*T«iu, 
rious.  They  satisfy  better  than  any  others  the  requirements  of  safe 
dilatation;  that  is  to  say,  slow  but  sure,  provided  the  antisepsis  is 
adequate. 

Laminaria  tents  act  by  absorbing  the  secretions  of  the  uterus 
until  they  swell  up  and  forcibly  distend  the  cervix;  at  the  same  time 
tluv  tend  to  increiu*e  the  blooil  sup|>ly  of  the  cervical  tissue,  so  that  it 


FiM.  20  A?n»  21.— 

Itr¥4l,  ftlUATOU^.     At- 
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becomes  soft  and  more  susceptible  of  distention;  besides,  they  induce 
labor  pains,  the  effect  of  which  is  also  to  dilate  the  cervix.  Laminaria 
tents  (stems  of  sea-tangle,  Laminaria  digitata)  must  be  perforated  in 
their  long  axis  and  armed  with  a  thread,  which  is  carried  through  the 
cervical  canal  and  permits  the  removal  of  the  tent  (Fig.  22).  It  is  not 
advisable  to  pass  the  thread  through  a  hole  in  the  lower  end  of  the  tent, 
because  it  is  apt  to  tear  out  and  leave  the  tent  behind  in  the  uterine  cavity. 

Case  3.    I  once  had  a  case  in  which  the  thread  tore  out  and  the  tent  disappeared 
behind  the  external  os,  and  I  had  great  difficulty  in  extracting  it. 

The  following  methods  are  recommended  for 
the   disinfection   of  laminaria  tents: 

1.  The  tents  are  placed,  for  some  time  before  they 
are  to  be  used,  in  a  solution  of  iodoform  in  ether  with 
an  excess  of  iodoform.  When  the  tents  are  removed, 
the  ether  evaporates  and  they  remain  covered  with 
a  thin  layer  of  iodoform. 

2.  The  tents  may  be  immersed  one  by  one  for 
twenty  seconds  in  boiling  water,  and  kept  in  a  one- 
per-cent.  alcoholic  solution  of  bichlorid  of  mercury. 

Before  introducing  the  laminaria  tents, 
the  external  genitalia  and  the  vagina  must  be  carefully 
disinfected.  The  surest  way  to  prevent  the  entrance 
Tf^t  *  ar^m7d^Tith"'a  of  organisms  is  to  introduce  the  tents  with  the  aid  of 
^origin^^°^^"**''  ^*  ^  Simon  or  Sims  speculum,  thus  avoiding  contact 
with  the  vaginal  walls.  The  vaginal  portion  is  grasped 
with  a  hook  and  the  cervical  canal  wiped  out  two  or  three  times 
with  a  Playfair  probe  dipped  in  bichlorid  solution.  After  again 
determining  the  direction  of  the  uterus  with  the  sound,  the  cervix 
is  dilated  with  metal  dilators  up  to  6  or  7  millimeters.  The  advan- 
tage of  this  preliminary  procedure  is  that  a  laminaria  tent  of  6  or 
7  mm.  in  diameter  can  then  be  introduced,  and  this  may  be  depended 
upon  with  certainty  to  dilate  the  cervix  sufficiently  for  the  intro- 
duction of  one  finger.  The  laminaria  tent  is  then  carefully  introduced 
with  a  dressing  forceps  until  it  almost  touches  the  fundus.  If  the 
vaginal  portion  is  drawn  well  down,  it  is  usually  unnecessary  to  bend 
the  tent  so  as  to  conform  to  the  curve  of  the  uterine  cavity.  A  little 
iodoform  gauze  is  then  packed  in  front  of  the  tent  in  order  to  prevent 
its  slipping  out  again.  The  woman  must  be  kept  in  bed,  and  the  tem- 
perature taken  every  three  hours;  when  38.5°  C.  has  been  reached, 
the  tent  must  be  removed  and  the  uterus  disinfected.  Twenty-four 
hours  later  the  vulva  and  vagina  are  once  more  disinfected  and  the 
tent  is  removed  by  pulling  on  the  thread.     If  the  tent  fails  to  come 
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ftway,  or  threatens  to  break  up,  it  nniet  be  seized  with  a  strong  cervical 
forceps  ami  removed  with  slow  rotating  movements.  The  pain  induced 
by  this  procedure,  which  k  due  to  the  downward  |>iill  on  the  uterus, 
can  be  mitigated  by  pushing  both  vaginal  walb  upward  with  the 
edges  of  the  speculum.  After  the  uterus  has  been  careful! y  irrigated 
with  a  disinfecting  solution,  the  examiner  satisfies  himself  that  the 
cervix  admits  one  finger.  If  it  does  not,  he  proceeds  to  dilate  with  the 
corresponding  numbers  of  Hegar  dilatorn  (usually  up  to  20).  He  is 
then  ready  to  begin  palpation,  which  usually  has  to  be  performed  under 


-^ 


Fit*.  2S- — PimiTWJ^  or  tiik  n*wiM«  m  Ejcpi^OBA-nii!*  or  tiih  UTKBmE  C^vrrt.      *^.    (Oti^iiibI) 


aneMhe.H]a«  Two  fingers  are  introduced  into  the  vagina,  the  index  finger 
m  strongly  flc^xed  and  the  middle  finger,  being  the  longest »  is  allowed 
to  enter  the  utr-rine  cavity  through  the  dilate*!  cervix. 

[In  the  digital  examination  of  the  uterint*  cavity^  either  a 
sieriU2c*d  rubbf-r  finger-cot  or  rubber  gloves  s^houhl  invarialUy  be 
worn*  — Editor.] 

At  the  same  time  the  examiner  grasps  the  uterus  with  the  other 
haml,  effects  a  t«Hght  retroversion^  and  invaginates  the  abdominal  wall, 
pret53iing  the  fundus  ilown  on  the  palpating  finger  (Fig*  23).  This  is 
nece-ssary  in  order  to  make  sure  that   the  int(*rnal  finger  reachea  the 
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fundus.  The  examiner  should  push  the  finger  up  against  the  fundus 
and,  by  rotating  it  from  side  to  side,  try  to  obtain  some  idea  of  the 
character  of  the  uterine  cavity.  After  palpation  has  been  completed, 
the  uterus  is  once  more  irrigated  and  the  patient  kept  in  bed  two  or 
three  days.  It  is  not  wise  to  attempt  dilatation  in  the  office  or  dispensary. 
Sometimes  the  pain  is  severe  enough  to  require  full  doses  of  opium. 
The  temperature  must  be  carefully  watched  in  order  to  recognize  the 
first  indication  of  infection  as  soon  as  possible. 

As  dilatation  by  means  of  laminaria  tents  increases  the  blood 
supply  of  the  uterus,  induces  labor  pains,  and  causes  traction  on  the 
surrounding  tissues,  the  procedure  is  very  apt  to  cause  exacerbations 
Contra-  ^^   perimetritic   or   parametritic   inflammations.      For  this 

indications.  rcasou  it  should  not  be  employed  in  cases  of  recent  inflam- 
matory disease  in  the  adnexa,  in  tubal  disease,  or  in  the  presence  of 
hematoma  in  the  peritoneum  and  broad  ligament;  and  the  structures 
around  the  uterus  must,  therefore,  always  be  carefully  examined  before 
dilatation  is  done.  The  presence  of  virulent  catarrh  also  makes  it  im- 
possible to  introduce  a  laminaria  tent.  When  the  uterine  cavity  con- 
tains decomposed  material,  the  procedure  should  also  be  avoided,  if 
possible;  it  may  have  to  be  employed,  however,  because  the  diagnosis 
and  removal  of  such  material  is  very  frequently  impossible  without 
previous  dilatation  of  the  cervical  canal.  In  cases  of  this  kind  careful 
disinfection  is  particularly  important.  If  the  above-mentioned  contra- 
indications are  kept  in  view,  and  dilatation  is  performed  only  when  the 
structures  surrounding  the  uterus  are  in  a  healthy  condition,  the  pro- 
cedure is  free  from  all  danger.  It  must  always  be  remembered  that 
the  most  painstaking  antisepsis  is  necessary.  The  repeated  introduction 
of  laminaria  tents  for  gradual  dilatation  is  to  be  avoided  because  it 
greatly  increases  the  danger  of  infection. 

Microscopic  Diag^nosis. 

We  are  not  unfrequently  limited  in  our  diagnosis  of  disease  of 
the  mucous  membranes  in  the  female  genitalia  by  the  fact  that 
the  diseased  tissue,  especially  of  the  body  of  the  uterus  and  upper 
portion  of  the  cervix,  is  not  accessible  either  to  the  eye  or  the  palpating 
finger;  while  in  other  cases  our  diagnostic  eff"orts  are  frustrated  by  the 
fact  that  the  changes  in  the  mucous  membrane,  in  the  vaginal  portion 
for  example,  are  not  sufficiently  characteristic  to  be  attributed  with 
any  degree  of  certainty  to  a  definite  disease.  In  such  ca«es  a  positive 
diagnosis  may  be  reached  by  means  of  the  microscope,  since  the  histo- 
logic picture  reveals  si)ecific  tissue  changes.  The  microsco[)ic  examina- 
tion is  therefore  an  auxiliary  method,  to  be  employed  when  all  other 
diagnostic  means  have  failed;    and  its  scope  is  accordingly  somewhat 
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ill  (IcfinecL  In  dbeaiie  of  the  mucous  mcmbrarip  of  the  body,  in  which 
inffpection  is  of  no  use  whatever  and  palj>aiion  often  fails  to  supply  any 
information,  eurettage  of  the  uterus  with  micruseopic  examination  of 
the  scrapings  is*  a  inos^t  important  resource  even  to  the  most  experienced 
specialist.  It  is  remarkable  what  surprises  the  microscope  often  prepares 
even  far  the  mot^t  experienced  diagnostieian.  Carcinoma  is  often  dis- 
covered with  the  mieroseope  in  cases  in  which  it  had  not  been  suspected, 
and^  converselyi  when  the  clinical  symptoms  point  to  carcinoma,  the 
niierDscope  may  fail  to  confirm  the  diagnosis »  For  this  reason  it  is 
urgently  recommended  that  the  scrapings  obtained  from  the 
uterus  be  subjected  to  microscopic  examination  in  every 
case*  Whenever  curettage  is  performed  for  therapeutic  purposes  it 
should  also,  in  a  sense,  be  an  exploratory  curettage.  In  diseases  of  the 
vaginal  portion,  however,  the  experienced  eye  antl  the  practised  linger 
are  excellent  diagnosticians,  and  the  expert  specialist  will  therefore 
rarely  be  obliged  to  excise  a  piece  of  tissue  for  the  purpose  of  microscopic 
diagnosts.  Not  so  the  general  practitioner,  however.  Owing  to  his 
limited  experience  he  will  often  feel  changes  in  consistency  in  the  vaginal 
portion  which  will  arouse  the  suspicion  of  malignant  infiltration:  or 
he  may  see  changes  in  the  mucous  membrane  the  nature  of  which  he 
is  unable  to  entirely  understand.  To  clear  up  every  doubt  of  this  kind 
with  the  microscope  is  hardly  practicable  because  the  necessary  anatom- 
ical material  cannot  be  obtained  without  great  inconvenience  and  loss 
of  time  to  the  patient,  even  though  the  procedure  may  be  without  danger.* 
The  early  diagnosis  of  uterine  cancer  has  placed  exploratory  curet- 
tage and  the  exclusion  of  a  piece  of  tissue  in  the  front  rank  of  diagnostic 
method*?,  and  demands  their  apiilication  by  every  practisini^  physician. 
The  life  of  a  cancer  patient  not  infrequently  depends  on  the  conscientious 
employitient  and  correct  technique  of  these  two  methods  for  obtaining 
anatomical  material^  and  they  will  therefore  be  described  at  length. 

Exploratory   Curettage, 

The  purpose  of  exploratory  curettage  is  to  obtain  particles  of  tissue 
from  diseased  s|)ols  on  the  mucous  mendjrane  which  cannot  be  seen; 
or,  in  other  words,  from  the  entire  body  of  the  uterus  and  the  upper 
portion  of  tlie  cervix.  As  in  most  cases  there  is  no  means  of  knowing 
at  wliicli  lioiiit  in  the  uterus  the  alteratioji  which  is  to  be  subjected 
to  microscopic  exatninalion  has  developc^d,  it  is  not  enough  to  obtain 
pieces  of  tissue  only  from  ilefinite  |>oiiions  of  the  organ,  as  when  a 

•Tliftt  this  compamtively  triHinjt;  priKTitJun?  timy  twcmmmdly  \k^  frMtiglif.  with  diiHgwr 
i«  ftliowti  by  an  exjierifrict?  of  SU?itiljucfie!,  who  hai1  n  iloatli  tnmi  sep«i£4  fi>Ha\vitig  currtluj^©, 
prubfkbly  (Itlu  %*J  II ti  ifif^rrt'il  X  a  h  u  t  h  i  ^  ii  follicle;  hent^o  tiie  e'"iH'viluf«  hIukiM  Ix*  tvH*jriJ^d 
to  waljr  tor  l\m  piirj»i*Hi  id  Klmgntmitu^  cimn|Ee«  wiiich  nmc  a  aii&piciou  of  m»ljgiuml  dineaoBs 
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piece  of  tissue  is  excised  from  spots  in  the  vaginal  portion  which 
the  eye  has  previously  recognized  as  being  suspicious.  If  in  palpa- 
ting the  interior  of  the  uterus  definite  changes  have  been  felt  in  the 
organ,  the  nature  of  which  cannot  be  determined  by  palpa- 
o^^tt^*^  tion,  it  may  be  justifiable  to  secure  the  tissue  from 
the  suspected  portions;  but  it  is  not  proper  to  go  by 
what  is  felt  with  a  sound,  since  circumscribed  areas  of  roughness  are 
very  frequently  found  in  that  way.  The  surest  way  to  avoid  missing 
a  circumscribed  neoplasm  is  to  scrape  the  entire  intra-uterine  surface 
and  the  upper  cervical  portion  in  a  systematic  manner.  In  the  case 
of  circumscribed  changes  the  scrapings  always  contain  a  mixture  of 
sound  and  diseased  tissue;  hence  another  danger  of  overlooking  the 
disease  if  only  certain  portions,  which  macroscopically  perhaps  look 
suspicious,  are  placed  under  the  microscope.  The  only  sure  method 
of  guarding  against  an  oversight  is  to  examine  all  tissue  obtained  by 
the  curette  under  the  microscope;  hence,  in  order  to  obtain  all  the 
pieces,  the  cervix  must  be  sufficiently  dilated  to  enable  them  to  escape 
from  the  uterus,  when  they  must  be  carefully  collected. 

The  technique  of  exploratory  curettage  is  as  follows: 
The  patient  must  be  anesthetized  so  that  the  curettage  may  be 
complete.  An  anesthetic  may  be  dispensed  with,  however,  when  it 
is  desired  merely  to  obtain  a  portion  of  a  tumor  which  can  readily  be 
reached  when  the  cervix  is  open.  A  physician  for  administering  the 
anesthetic  and  possibly  an  assistant  for  holding  the  instruments  are  neces- 
sary. The  following  arc  needed:  Simon's  or  Sims'  speculum,  uterine 
sound,  double  tenaculum,  irrigators,  uterine  catheter,  two  curettes 
(broad  and  narrow),  and  metal  dilators.  The  patient  is  placed  on  an 
examining-chair,  and  the  vulva,  vagina,  and  vaginal  portion  are  care- 
fully disinfected.  A  Simon  or  Sims  speculum  is  then  introduced,  the 
vaginal  portion  brought  into  view,  and  the  anterior  lip  grasped  with  a 
tenaculum.  After  ascertaining  the  direction  of  the  uterine  cavity  with 
a  sound,  the  cervix  is  dilated  until  it  admits  a  moderately  broad  curette 
and  the  uterus  is  irrigated.  Curettage  then  begins  and,  in  order  to 
make  quite  sure  of  reaching  every  portion  of  the  uterine  wall,  a  certain 
method  should  be  followed:  First,  the  anterior  wall  is  scraped  down 
with  parallel  strokes;  then  the  posterior  wall;  then  the  fundus;  then 
the  right  lateral  angles;  then  the  left;  and  finally  the  upper  portion 
of  the  cervix.  The  curette  must  be  manipulated  with  great  care,  espe- 
cially when  it  is  carried  up  into  the  uterus,  as  a  carcinomatous  or  senile 
wall  is  very  easily  perforated,  and  the  accident  may  be  followed  by  peri- 
tonitis if  the  neoplasm  has  broken  down.  The  scrapings  begin  to  appear 
at  the  cervix  during  curettage,  and  what  is  left  is  later  obtained  by 
irrigation,   which   completes  the   procedure.     All   the   pieces   of  tissue 
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must  be  carefully  collected  and  at  once  placed  in  a  hardening  fluid.    The 
patient  should  remain  in  bed  from  four  to  five  days. 

The  cases  for  exploratory  curettage  are  in  the  main  those  in  which 
clinical  symptoms  raise  the  suspicion  of  malignant  disease  of  the  uterine 
mueoUK  membrane,  i*e.,  carcinoma,  sarcoma,  and  chorionic  epithelioma- 
A  microscopic  diagnosis  may  also  be  desired  when  there  is  a  suspicion 
of  tuberculosis  of  the  uterus,  because  the  question  of  operation  or  of 
specific  treatment  depends  on  its  results.  Doubtful  cases  of  extra-uterine 
pregnancy  could  be  cleared  up  by  demonstrating  the  presence  of  deeidua 
in  the  uterus  through  a  microscopic  examination,  but  the  procedure  is 
not  permissible  under  these  circumstances  because  it  might  lead  to 
rupture  of  the  gestation  sae  and  suppuration  of  the  hematocele.  For 
the  diagnosis  of  simijle  changes  in  the  mucous  nu'mbrane  such  as 
endometritis,  or  the  remains  of  an  abortion,  exploratory  curettage  is 


not  in  iteelf  allowable:  but  after  it  has  been  performed  for  therapeutic 
reasons,  the  clinical  diagnosis  should  in  every  case  be  confirmed  by  a 
microscopic  examination  of  the  scrapings. 

[The  dilator  usually  employed  in  America  is  the  Goodell-EHinger, 
which  effects  the  dilatation  either  by  a  rapid  rotary  movement  or 
»low  divulsion  by  means  of  a  set  screw, — EditorJ 


Exploratory   Excision. 

Excision  of  a  piece  of  tit^ssue  is  a  method  that  is  available  only  when 
the  diseasetl  parts  are  easily  accessible  to  the  knife  or  scissors,  such  as 
the  vaginal  portion  and  the  lower  portion  of  the  eervix  (also,  of  course, 
the  vagina  and  vulva).  This  method  has  an  ail  vantage  Evpiomioir 
over  exjiloratory  curettage  in  that  it  permits  the  removal  of  t*cwoo. 

definite  portions  of  tissue  which  aj>pear  suspicious  to  the  finger  or  to  the 
eye.  The  junction  between  healthy  and  diseased  tissue  should  be 
Belected  for  the  excision,  in  order  to  have  the  advantage  of  comparison 
in  making  the  diagnosis. 
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This  procedure  can  always  be  performed  without  anesthesia  because 
it  is  painless,  and  no  assistant  other  than  a  nurse  is  required.  The 
necessary  instruments  are  the  Simon  or  Sims  speculum,  irrigator, 
long-handled  knife,  large  forceps,  double  tenaculum,  catgut,  needle- 
holder,  needle,  and  iodoformized  gauze. 

The  technique  is  as  follows:  The  patient  is  placed  on  the 
examining-chair  and  the  vulva,  vagina,  and  cervix  are  carefully  disin- 
fected. The  cervix  is  then  brought  into  view  with  a  speculum  and 
drawn  down  as  near  as  possible  to  the  introitus  by  grasping  the  anterior 
lip  with  a  tenaculum.  At  the  edge  of  the  suspicious  spot  a  wedge  of 
tissue  about  1  to  1.5  cm.  long,  0.5  cm.  broad,  and  about  0.5  cm.  thick, 
is  then  excised.  The  hemorrhage,  which  is  usually  slight,  can  be  arrested 
with  one  or  two  catgut  sutures.  The  vagina  is  packed  with  iodo- 
formized gauze  for  a  day  or  two,  and  the  woman  kept  in  bed  for  two  or 
three  days.     The  excised  tissue  is  at  once  placed  in  a  hardening  fluid. 

The  procedure  is  indicated  chiefly  in  the  presence  of  changes 
in  the  mucous  membrane  that  suggest  carcinoma  or  sarcoma.  In 
addition,  however,  other  morbid  processes,  such  as  tuberculosis  and 
syphilis,  occur  in  the  cervix,  the  clinical  appearance  of  which  is  not 
always  sufficiently  characteristic  to  make  a  diagnosis  by  inspection 
or  palpation  possible,  and  in  such  cases  it  is  often  desirable  to  obtain 
indications  for  treatment  by  means  of  a  histologic  diagnosis.  Benign, 
non-specific  processes  do  not  require  microscopic  examination,  and  in 
the  employment  of  this  procedure  as  well  as  in  exploratory  curettage 
there  should  be  a  limit  to  diagnostic  zeal. 

Microscopic   Examination. 
The  purpose  of  microscopic  examination  is  to  recognize  conditions 
which  are  too  minute  to  be  ascertained  by  the  unaided  eye.     In  the 
microscopic  examination  of  fluids  the  cellular  constituents  and  bacteria 
present  arc  studied.     Fluids  that  are  poor  in  cellular  ele- 
ments, such  as  urine,  ovarian  fluid,  and  fluid  obtained  by 
puncture,   must  be  filtered  and  the  filtrate  examined;    or  allowed  to 
settle  in  a  conical  glass  and  the  sediment  picked  up  with  a  pipette;   or 
centrifugated  and  the  sediment  takc^n  up  drop  by  drop  with  the  pipette 
Eramination        ^nd  Submitted  to  examination.     Thick,  mucoid  fluids  that 
of  Fluids.  ^j.^  j.-^j^  jj^  cellular  constituents,  such  as  vaginal  secretion, 

spermatic  fluid,  blood,  pus,  cervical  or  uterine  secretion,  are  at  once 
diluted  with  a  drop  of  water,  or  a  little  physiologic  salt  solution  (O.G  to 
0.7  per  cent.),  glycerin,  or  a  solution  of  iodin  and  potassium  iodid  (one 
part  Lugol  and  three  to  four  parts  water),  spread  out  on  the  slide  with 
the  needle,  and  j)laced  under  the  microscope.  Shreds  of  tissue  found  in 
the  fluid  are  treated  in  the  same  manner  as  scrapings,  either  fresh  or 
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hardened  (sec  below), — Baeieria  are  stmlied  by  special  methods:  A 
minute  portion  is  rubbed  on  a  cover-glass  oi  thinly  distributed  by 
lightly  pressing  it  between  two  covcr-sUp^,  drawing  them  i^ftctpriiU 

apart,  and  allowing  them  to  dry  in  tin*  air;  or  the  back  of  the  K'^^'^uii.ticm. 
cover-slip  is  cautiously  passed  through  the  (lamp.  The  dry  preparation, 
thus  obtained,  is^  then  covered  with  a  few  drops  of  the  »stain  (methy- 
lene blue,  gentian  violet,  or  fuchsin),  slightly  warmed  in  most  eases, 
rinsed  in  water,  and  again  dried  as  above.  It  is  then  either  mounted 
at  once  in  Canada  balsam,  or,  if  certain  bacteria  are  to  be  distinguished 
from  others,  these  are  staineil  with  the  specific  .staining  mixture  for 
the  purpose  of  counter-staining,  and  then  the  remaining  bacteria  arc 
stained  with  some  other  stain  as  described  above  (double-staining^^ 
counter-staining). — ^The  special  methocLs  of  demonstrating,  I,  gonococci 
(diagnosis  of  gonorrhea);  2,  tubercle  bacilli  (diagnosis  of  tuberculosis); 
3,  pyogenic  micro-organisms  (staphylococci  and  streptococci),  will  be 
described  at  length  in  the  chapter  on  bacteriologic  diagnosis  (page  64), 
— The  bacterium  coli  appears  as  short  rods,  often  of  irregular  out- 
line—In the  vaginal  secretion  or  in  the  vagina  the  mycelium  of  oidium 
albicans  (thrush)  and  the  parasite  trichomonas  vaginalis  are 
often  present, — 


Microscopic  examination  of  tissues  is  made  for  the  pur- 
pose of  recognizing  the  minute  composition,  and  particularly  for  the 
purpose  of  determining  whether  there  are  any  pathologic  deviations,  and 
if  so,  what  may  be  their  nature.  We  desire  to  ilistingmsh  Exinntiiiirioii 
between    simple    and    inflammatory   affections    and    other  oiTiMweti, 

fipecific  alterations  to  determine  whether  the  degeneration  present  is 
benign  or  malignant  in  charaetpn — The  tissue  to  be  studied,  whether 
it  be  scrapings  or  the  excised  portion  of  a  tumor,  may  be  examined 
without  any  special  preparation  (examination  of  Cft)ofrre-«h 
fresh   material).     The   final   diagnosis  can   often   be   made  Win«ri*i. 

at  once.— Minute  pieces  of  tissue  are  picked  out  with  a  small  forceps 
(or  with  scissors  or  knifi*)  from  the  si»lected  material^  jtlaced  on  a 
slide  in  water,  glycerin  or  a  solution  of  iodin  and  potassium  iodid 
(see  above),  and  teamed  out  with  n  needle.  In  this  way  chorionic  villi 
can  be  identified  at  once  by  their  epithelial  covering  and  epithelial 
processes,  and  differentiated  from  vess(d^,  which  often  resemble  them, 
thus  establishing  the  diagnosis  of  abortion  or  the  post-part  urn  state, — 
Sarcomatous  chHirges  in  a  myoma  can  tluis  be  diagnosticated:  uterine 
glamts  an^  readily  isolated  and  itlentified  by  their  characteristic,  often 
ciliated,  cpitheliunK — Instead  of  tcitsing  out  minute  particles  of  the 
liUi^pected  material,  the  tissue  juice  may  be  scrap(*d  off  with  a  knife, 
especially    when   the   iJieces   to   be   examined   are  large.     The  cellular 
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elements  suspended  in  the  tissue  juice  often  supply  the  data  for  the 
most  important  diagnostications,  or  at  least  point  the  way  to  further 
investigation. — Finally,  sections  may  be  made  of  the  material  to 
be  examined  if  the  pieces  have  the  necessary  size  and  consistency;  if 
the  material  is  soft,  the  double  knife  with  parallel  blades  should  be 
employed.  In  the  sections  the  individual  portions  of  the  tissue  retain 
their  normal  connections.  In  addition  to  LugoFs  solution,  Loffler's 
methylene  blue  or  an  acid  fuchsin  solution  may  be  employed. — The 
examination  of  recent  material,  like  every  other  method,  requires 
practice,  and  should  never  be  neglected. 

Very  often,  however,  the  tissue  to  be  examined — particles  of 
tumor  and  the  like — require  special  preparation  for  micro- 
scopic examination.  It  is  not  enough  to  tease  out  portions  of  ma- 
(b)  Of  Hard-  terial  or  to  examine  recent  secretions;  the  supply  is  too 
ened  Material,  limited,  and  it  becomes  important  not  to  waste  any  part  of  it. 
In  such  cases  the  material  to  be  examined  must  be  hardened. 
The  shreds  of  tissue,  scrapings,  or  the  pieces  obtained  by  excision, 
should  be  placed  at  once  in  a  96  per  cent,  alcohol,  or  absolute  alcohol, 
without  previous  washing.  As  a  preliminary  procedure  it  is  well 
to  shake  up  the  shreds  of  tissue  with  a  little  alcohol  until  the  blood 
which  adheres  to  the  tissue  (in  small  clots  and  in  mucus)  has  been 
coagulated,  after  which  the  pieces  are  poured  out  into  another  dish, 
from  which  they  can  readily  be  isolated  and  placed  in  fresh  alcohol  for 
the  final  hardening  (preliminary  selection  before  final  hard- 
ening) . — If  the  material  is  treated  in  this  way,  the  surface  of  the  pieces 
of  scrapings,  their  character,  which  is  often  spongy  in  fungous  endo- 
metritis, as  well  as  the  line  of  section  of  an  excised  piece,  can  easily  be 
recognized — an  important  point  for  the  direction  of  the  microtome 
knife  at  subsequent  sectioning.  If  the  tumor  or  other  diseased  tissue 
to  be  investigated  is  extensive,  the  excised  piece  should  not  be  too  large. 
It  is  better  to  take  several  pieces  from  different  parts  of  the  tumor — 
0.5  cm.  square  and  0.25  cm.  thick. — In  a  short  time,  one-half  hour  to 
one  or  two  hours,  the  material  is  ready  for  sectioning,  and  may  then 
be  cut  into  very  thin  sections  in  any  desired  plane  with  the  razor. — 
Besides  alcohol,  Miiller's  fluid  or  formalin  (either  dilute  or  concen- 
trated) may  be  employed  for  hardening.  For  purposes  of  diagnosis 
these  solutions  are  perfectly  satisfactory.  There  are,  besides,  Zenker's 
solution,  bichlorid  of  mercury  solution  and  Flemming's  solution.  In 
examining  scrapings  or  shreds  of  tissue  which  are  mixed  with  blood,  it 
is  always  best  to  shake  them  up  in  alcohol  as  described,  and  place  them 
in  fresh  alcohol  for  hardening  without  previous  rinsing;  in  all  other 
respects  the  method  is  the  same  as  just  described. — An  important 
preliminary  treatment  of  the  material  to  be  examined  consists  in  freez- 
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ing,  and  seetioning  with  the  freezing-mitTotonir,  For  freezing  ether 
or  eompressed  carbon  die^xid  may  be  u^ed.  The  seetioni^  are  *' planed/' 
plaeed  in  water,  and  then,  if  desired,  fixed  in  formalin  or 
aleohol,  after  which  they  are  ready  for  examination;  but 
even  when  the  freessing-mlerotome  in  employed  it  is  always 
lx^8t  to  subject  the  .^crajnngs  or  exci;*ed  piece  of  tissue  to  a  pre- 
liminary hardening  in  alK*iolute  alcohol  (sec  above),  remove  the  alcohol 
with  formalin,  and  the  latter  with  water;  or  to  harden  directly  in  formalin 
and  then  wash  in  water.  As  the  pieces  of  tissue  in  such  cases  are  usually 
emails  this  procedure  requires  no  more  time  than  freezing  fresh  materiaL 
The  whole  process  can  be  completed  in  from  one  to  two  hours,  or  even 
less  if  the  pieces  are  small.— Difficulties  which  oeeasionally  arise  when 
the  sections  arc  made  at  onee  with  the  freezing-microtome  without 
previous  preparation  of  the  material,  such  as  blurring  of  the  microscopie 
picture,  are  in  this  w^ay  avoided.  A  rapid  diagnosis?  based  on  sections 
obtained  with  a  freezing-microtome,  without  previous  hardening,  may 
be  unreliable  in  an  individual  case,  and  is  usually  not  necessary* 

It  may  happen  that  hardening  with  alcohol,  Mullcr*s  fluid,  formalin^ 
Zenker^^  solution,  bichlorid  or  Flemming*s  solution,  without  embed- 
dingj  may  not  be  sufficient  even  for  diagnostic  purposes*  The  indi- 
vidual portions  are  not  sufficiently  held  together,  and  go  mmh^j  of 
to  picees  in  the  washing,  staining  and  mounting.  For  Embeddmi, 
this  reason  em  betiding  is  a  third  method  of  extreme  impor- 
tance fo  r  diagnostic  purposes.  It  is  employed  more  than  any  of 
the  others  because  with  a  little  care  it  eond^ines  the  advantages  of  the 
other  methods,  and  has  special  advantages  of  its  own,  particularly  the 
ease  with  which  serial  sections  can  be  }irepanuL^ 

For  the  microscopic  examination  of  gynecological  specimens, 
particularly  for  diagnostic  purposes,  embedding  in  celloidin  is 
the  best  method*^The  celloidin  is  dissolved  in  ether,  and  solutions 
of  varying  strength  art*  prepared  CM  hick  celloidin'* — **thin 
celloidin").-  The  longer  the  preparation  can  be  soaked  in 
the  celloidin  the  b<:4ter  will  l^e  the  sections*  The  material  to  be  studied, 
the  sixe  and  preliminary  preparation  of  which  have  been  discussed,  is 
first  completely  dehydrated  in  absolute  alcohol;  it  is  then  placed  in  a 
mixture  of  ether  and  alcohol  {or  from  one  to  two  to  twenty-four  hours, 
depending  on  the  si^e  of  the  pieces;  then  in  thin  celloi<lin  solution,  which 
is  gradually  replaced  with  stronger  j^olutions.  The  i  m  b i  b i  t i  o  n 
should  be  as  nearly  uniform  as  possible, — from  two  to  four  to 
twenty-four  hours,  depending  on  the  aize  of  the  pieces,  may  suffice* ^~ 
The  piect*s  are  then  '*cast'*;  that  is,  they  are  placed  in  a  smalU  round 
glass  vcsvSel  or  adjustable  metal  receptacles*  which  can  be  adapted  to 
the  size  of  the  objeet,  or  into  little  boxes  or  baskets  made  of   paper. 
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— The  pieces  are  then  so  placed  that  the  sections  will  be 
made  in  the  desired  plane. — The  celloidin  cast  is  now  placed 
under  a  glass  bell-jar  until  it  has  evaporated  to  a  soft  elastic  con- 
sistency; the  masses  of  celloidin,  with  or  without  the  containing 
vessel,  are  then  placed  in  66  per  cent,  alcohol,  in  which  the  celloidin 
around  and  in  the  pieces  of  tissue  becomes  fully  hardened. — These 
hardened  masses  are  glued  to  blocks  of  wood  with  celloidin,  after 
dipping  the  blocks  for  a  few  moments  in  ether  and  alcohol,  or  alcohol 
alone,  to  make  the  celloidin  adhere.  The  blocks  may  be  of  earthen-ware 
instead  of  wood.  Pieces  of  cork  were  formerly  employed,  but  have 
been  discarded  because  they  exude  substances  which  interfere  with 
the  tingibility  of  the  embedded  masses. — 

This  ends  the  process  of  embedding,  and  the  pieces  remain 
in  66-per-cent.  alcohol,  either  whole  or  in  sections,  and  may  be  exam- 
ined under  the  microscope  at  once,  or  kept  for  later  study. — The  sections 
should  be  made  with  a  microtome,  although  they  can  be  made  by  hand. 
— The  sections  are  removed  from  the  microtome  with  a  brush  or  the 
tip  of  the  finger,  and  placed  in  water;  they  are  then  stained,  washed, 
dried  as  well  as  possible  with  filter  paper,  and  placed  in  96-per-cent.  or 
in  absolute  alcohol,  in  order  to  remove  the  last  remains  of  water  from 
the  preparation;  but  the  sections  must  be  removed  from  the  alcohol 
as  soon  as  the  celloidin  begins  to  soften  and  dissolve.  They  are  then 
placed  in  carbol-xylol,  laid  on  the  slide,  the  carbol-xylol  removed, 
and  the  preparation  mounted  in  Canada  balsam.  The  sections  must 
be  transparent.  If  they  contain  whitish  spots  that  do  not  clear  up, 
it  is  a  sign  that  dehydration  has  not  been  complete,  and  the  procedure 
must  be  repeated. 

The  only  other  embedding  material  besides  celloidin  that  deserves 
mention  is  paraffin.  Embedding  in  albumin  or  in  a  mixture  of 
gum  arable  and  glycerin,  while  it  has  its  advantages,  may  be  passed  over. 

Embedding    in    paraffin    is  suitable  for  small,  soft  piedes  of 

tissue.     The  pieces  to  be  embedded  require  the  preliminary  treatment 

with  alcohol  as  when  celloidin  is  used.     After  dehydration  in  alcohol 

the  tissue  is  placed  in  xylol,  and  paraffin  gradually  added 

Paraffin  Method.  .,  ^       ,  ,..,..,         -r       xi  •  xi 

until  a  saturated  solution  is  obtained.  In  this  way  the 
tissue  becomes  thoroughly  saturated  with  xylol,  xylol-parafiin. — The 
xylol  is  gradually  evaporated  in  a  thermostat  by  raising  the  tempera- 
ture to  50°  C. ;  and  finally  the  tissue  to  be  examined  is  embedded  in 
the  congealing  paraffin  by  cautious  but  rapid  cooling. — The  tissue  is 
then  trimmed  up,  glued  to  the  block  of  wood  (cork  or  metal  base) 
with  paraffin,  and  cut  with  a  paraffin-microtome,  which  is  placed 
vertically  to  the  object,  in  contradistinction  to  the  position  of  the 
knife  in  cutting  celloidin  preparations,  when  the  edge  of  the   knife  is 


METHODS  OF  EXAMINATION 


drawn  lengthwise  ovit  thr  cut  surface,  keeping  the  edge  of  the  blade 
in  contaet  with  the  tissue  as  long  as  possible,— The  spctions  are  readily 
floateil  out  in  water  and  placed  on  the  slide*  which  is  first  painted 
with  albumin -glycerin,  so  that  the  flections  will  adhere.  The  section 
is  then  dried  in  the  thermostat  by  raising  the  temperature  to  37^  C, 
covertHl  with  xylol,  and  mounted  in  Canada  balsam.— As  a  rule  the 
sectioui^  are  previously  stained  in  tolo  (staining  of  the  entire  piece); 
if  not,  they  are  now  placed  in  watrr^  then  in  the  stain  and,  after 
washing,  in  alcohol,  xylol,  and  Canada  balsam*  With  a  suitably 
prepared  right*aiigled  block,  tissue  embedded  in  paraffin  can  readily 
be  cut  in  serial  sections.  The  sections,  w^hich  form  a  continuous 
'*  ribbon,"  arc  placed  in  water  and  then  on  the  slide,  and  numbered 
before  they  are  mounted. — 

Sections  prepared  for  microscopic  examination  arc  stained  so 
as  to  differentiate  the  details  of  the  histologic  structure*  The  meth- 
odg  of  staining  recent  material  have  been  discussed.  For 
hardened  or  embedded  sections  there  are  various  stains  and  SfAifliugof 

a  variety  of  methods  and  coiidjinations  (double  staining)*  t)ie  smuohs* 
Not  only  the  nuclei,  but  the  protoplasm  of  the  elements  as  welly  and 
the  outlines  of  the  cells  should  be  stained  mth  the  greatest  possible 
uniformity  and  expedition,— The  simplest  method^  and  one  wluch  in 
moHt  cases  is  perfectly  satisfactory,  consists  in  staining  the  sectiona 
with  alum-carmine,  as  there  is  no  danger  of  over-staining»  When 
eelloidin  sections  are  left  in  the  stain  too  long,  the  cclloidin  ofttm  becomes 
colonxl  and  confuses  the  microscopic  picture.  In  many  cases  a  few 
minutes  suffice  for  this  purpose*  After  the  excess  has  been  washed  off, 
the  section  is  placed  in  alcohol  for  the  purpose  of  <h4iydration  and,  before 
the  celloidin  has  begun  to  dissolve,  in  alcohol  and  xylol-carbol  It  is  then 
placed  on  the  slide,  the  xylol-carbol  re  moved  >  and  the  section  mounted 
in  Canada  balsam* — A  still  more  complete  differentiation  is  obtained  by 
means  of  haemalaun,  but  the  section  must  not  be  allowed  to  remain 
more  than  a  short  lime,  often  only  from  one-half  to  one  and  a  half 
minutes,  in  the  fluid.  Hiemalaun  will  stain  necrotic  tissue  that  is  not 
affected  by  alum-carmine, — The  hacmatoxylin  method  is  also  to 
be  recommended.  Counter-staining  (double  staining)  is  effected  by 
means  of  eosin,  picric  acid  or  van  Gieson*8  fluid.  The 
sections  are  placed  a  few  minutes  (from  eight  to  ten  or  twelve)  in  the 
hjT'matoxylin  solution,  then  in  an  acid  solution  fcontaining  hydrochloric 
acid)  from  one  to  two  or  three  minutes  for  the  purpose  of  differentiating, 
washed  in  w*ater,  dehydrated  in  absolute  alcohol  for  from  one-halF 
to  twci  minutes,  cleared  in  carbol-xylol  and  mounted  in  Canada  balsam. 
— For  the  purpose  nf  counter-staining  (double  staining),  the  sections  after 
passing  through  hacmatoxylin  arc  placed  in  an  alcoholic  solu- 
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tion  of  eosin  from  one  to  two  minutes,  and  then  thoroughly  dehy- 
drated in  alcohol,  which  to  be  sure  removes  part  of  the  eosin. — In  van 
Gieson's  method  the  sections  are  somewhat  over-stained  with 
haematoxylin  and  then  placed  for  from  three  to  five  minutes  in  a  solu- 
tion of  picric  acid  and  acid  fuchsin,  quickly  washed  in  water  (one- 
half  minute),  dehydrated  in  alcohol,  cleared  in  xylol,  and  mounted  in 
Canada  balsam — the  muscle  fibres  are  stained  yellow,  the  connective 
tissue  red. — 

There  are  quite  a  number  of  other  excellent  methods,  and  each 
of  them  undoubtedly  has  its  special  value  for  one  who  is 
familiar  with  the  particular  method:  lithion-carmine, 
borax-carmine  for  soft  embryonal  tissue.  Excellent  pictures  can  be 
obtained  by  treating  the  sections  with  liquor  ferri  sulphatis  oxidati  (one 
part  to  two  of  distilled  water),  either  by  itself  or  with  a  counter-stain; 
the  sections  are  first  soaked  in  distilled  water  and  placed  from  two  to 
twenty-four  hours  in  the  above  solution;  then  for  from  one  to  twenty- 
four  hours  in  yellow  hematoxylin  (the  latter  must  be  dissolved  in 
absolute  alcohol  and  then  mixed  with  distilled  water)  until  the  solu- 
tion has  approximately  the  same  color  as  the  caustic  staining  solution; 
later  this  solution  turns  dark,  almost  black,  which  however  does  not 
interfere  with  its  usefulness.  When  the  sections  are  first  taken  from  the 
solution  they  are  almost  black  and  are  placed  in  hydrochloric  acid 
solution  (10  :  100)  or  in  glacial  acetic  acid  (30  :  100)  (slow  method) 
for  the  purpose  of  differentiation,  until  the  color  'becomes  sufficiently 
brown;  they  are  then  rinsed  in  distilled  water  and  immersed  for  some 
time  in  running  water  until  the  color  is  a  beautiful,  intense  blue 
(Benda's  method). 

A  very  beautiful  method,  which  is  quite  as  good  as  the  somewhat 
complicated  one  of  Benda  and  requires  less  time,  is  that  of  Weigert. 
The  following  solutions  are  employed:  (a)  One  gram  of  haematoxylin 
in  100  c.c.  of  96-per-cent.  alcohol;  (b)  4  c.c.  of  sesquichlorid  of  iron 
solution,  1  c.c.  of  official  hydrochloric  acid,  and  95  c.c.  of  water.  The 
solutions  a  and  b  are  freshly  mixed  in  equal  parts  each  time;  the 
black  mixture  which  results  is  ready  for  use  in  a  few  minutes. — The 
sections  are  then  rinsed  in  water  and  briefly  immersed  in  a  mixture  of 
saturated  solution  of  picric  acid,  100  parts  (at  room  temperature), 
and  one-per-cent.  watery  solution  of  acid  fuchsin,  10  parts,  hastily 
rinsed  in  water,  dehydrated  in  96-per-cent.  alcohol,  cleared  in  carbol- 
xylol,  and  mounted  in  Canada  balsam. 

The  following  points  are  of  importance  in  preparing  sections  for  micro- 
scopic examination:  (1)  The  plane  of  section.  Since  changes 
in  the  mucous  membrane  are  most  frequently  the  object  of 
gynecologic   diagnosis,  whether  the  tissue  to  be  examined  is  obtained 
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by  curettage  or  by  excision,  the  planr  of  section  should  be  as  nearly 
as  possible  perpendicular  to  the  Burface  of  the  mueous  menibrane, 
in  order  to  obtain  sections  of  the  deeper  portions  of  the  tissue.  If 
the  recent  scrapings  are  treated  with  alcohol  as  described 
above,  the  material  again  examined,  and  the  pieces  of  tissue 
Equitably  placed  in  eelloidin,  the  plane  of  section  can  be 
perfectly  eont  rolled.  Although  the  scrapings  often  contain  such  an  abun- 
dance of  particles  which,  when  embedded  in  ioio^  present  longitudinal, 
a8  well  as  transverse  and  oblique  sections  even  without  preliminary 
select  ion  J  nevertheless  the  certainty  with  which  the  plane  of  section  can 
he  influenced  by  selecting  the  pieces  bc^forehantl  is  worth  the  trouble, 
which  is  not  very  great* ^ When  a  piece  has  been  obtained  from  the 
centre  of  a  tumor,  the  plane  of  section  should,  if  possible,  be  made 
double,  i.Cp,  in  two  planes  superimposed  vertically  one  above  the  other; 
quite  often  the  double  direction  is  unnecessary,  however,  as  the 
picture  obtainetl  with  the  first  may  give  all  the  necessary  infor- 
mation. (2)  The  thickness  of  the  sections  must  be  uniform.  This 
drmands  goo*l  embedding  and  a  sharp  knife,  (3)  The  sections  must 
lie  in  the  same  plane  and  not  wavy.  The  use  of  an  Tiiicknwwaf 
excessive  amount  of  Canada  balsam  in  mounting  is  to  be  tb*  sectiotin, 
avoided.  Later  a  small  weight  (piece  of  lead)  may  be  laid  on  the 
cover-glass  to  assist  in  spreading  the  preparation  out  uniformly.  (4) 
The  staining  must  be  properly  carried  out  (see  above).  (5)  The 
j*ections  selected  for  diagnostic  purposes  must  be  neither  too  thin  nor 
too  thick-  For  a  general  stud}"  with  low  magnification 
seotiom  from  15  to  20  /i  an*  sufficient,  and  for  finer  study, 
from  10  to  \'y  /I.  Some  specimens  must  be  cut  thin,  while  for  others 
thicker  suctions  are  e([ually  satisfactory*  In  the  casi-  of  villi,  decidual 
tissue  and  sarcoma  thin  sections  are  to  Ix*  preferr(*d;  simple  hyper- 
plastic changes  of  the  enflometrium  can  be  studied  better  when  the 
sections  are  somewhat  thick.  —  i%}  The  sections  shouhl  be  placed  on 
the  slide  in  such  a  way  that  the  surface  of  thr  mucous  membrane* 
is  [mrallel  to  one  Hide  of  the  slide;  in  the  ease  of  inflammatory  changes 
in  which,  for  example,  the  glands  of  the  uterus  usually 
proliferate  far  beyond  their  normal  limits  in  the  muscle, 
it  is  a  great  con  venience  to  have  w  e  1 1  -  p  I  a  e  e d  microscopic 
preparations, — (7)  A  most  important  step  in  the  examination  consists  in 
eareful  inspection  of  the  sections   with  the  unairled   eve  ^    ,. 

lor  the  purpose  of  orientation.     With  a  very  low  magnin-         Macni^iwc 
cation,  from  two  to  four  diameters,  as  with  an  ordinary 
loupe,  much  of  the  composition  of  the  tissue  and  many  pathologic  altera- 
tions can  be  seen.     Even  with  the  unaided  eye  the  dilateil  uterine  glands 
in   fungous  endometritis  are  rpiitr   visible;    the   cancerous   alveoli   are 
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quite  distinct;  in  stained  preparations  the  edge  of  the  mucous  mem- 
brane stands  out  sharply.  With  a  little  practice  mere  inspection  of  the 
microscopic  preparation  will  enable  one  to  make  a  provisional  diagnosis 
of  abortion  {status  post  abortum).  After  the  section  has  been  studied 
with  a  low  magnification  (1  to  20,  with  a  loupe)  the  sections  are  worked 
up  with  a  higher  magnification — from  50  to  100  times  suffices  to  clear 
up  everything  in  most  cases. — It  is  extremely  important  to  get  a  general 
idea  of  the  preparation  under  low  power  and  to  make  a  provisional 
diagnosis.  Indeed,  in  many  cases  low  magnification  suffices  for  the 
final  diagnosis;  while,  on  the  other  hand,  there  are  changes  which  can 
only  be  positively  diagnosed  with  high  magnification,  such  as  certain 
decidual  changes  and  sarcomatous  degeneration. 

Microscopic  examination  may  be  demanded  for  a  variety  of  reasons. 
It  may  be  desired  to  confirm  the  clinical  diagnosis,  even  if  it  does  not 
seem  to  be  necessary.    Sometimes  a  clinical  diagnosis  which  is  appar- 
ently  positive   has  to   be   revised   after   a  microscopic 

Purposes  of  .  .  i  i 

Microscopic  examination  has  been  made;  for  example,  a  uterine  tumor 
said  to  be  malignant  has  been  recognized  later  as  the  remains 
of  an  abortion  (greatly  altered  placental  polyp).  In  the  second  place, 
it  may  be  required  to  clear  up  doubtful  cases  in  which  no  positive 
clinical  diagnosis  can  be  made.  Contradictory  views  of  individual 
examiners,  as,  for  example,  whether  a  degeneration  of  the  vaginal  portion 
is  malignant  or  not,  are  settled  by  the  microscope  by  examining  an 
excised  portion  or  the  scrapings. — Alterations  which  are  not  recognized 
clinically,  as  to  the  benign  nature  of  which,  for  example,  there  appears 
to  be  no  doubt  whatever,  may  be  positively  demonstrated  to  be 
malignant  by  the  microscope. — Microscopic  examination  is  resorted  to 
E^riy  for  the  purpose  of  recognizing  the  existing  conditions  as 

Diagnosis.  early    as    possible,  in  order  that   treatment,  if  neces- 

sary, may  be  applied  early  and  the  corresponding  prognosis  made. 
The  waiting  policy — ex  juvantibus  ex  nocentibus — has  very  scant 
application  in  gynecology. — 

There  are  numerous  sources  of  error  to  be  guarded  against 
in  microscopic  examination.  In  the  first  place,  the  material  supplied 
for  examination  may  be  unsuitable  or  insufficient  in  quantity.  In  a 
Sources  suspicious  casc  of  malignant  degeneration  of  the  uterus  the 

of  Error.  focus  may  bc  quite  small,  or  situated  in  the  angle  of  the 

tube  so  as  to  escape  the  curette,  and  in  such  a  case  the  diagnosis  based 
on  the  scrapings  may  be  erroneously  favorable,  and  the  apparently 
exact  microscopic  proof  of  benign  alterations  may  prove  fatal  to  the 
patient.     Although  in  cases  of  this  kind  the  material  supplied  to  the 
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pathologist,  and  not  a  faulty  examination,  h  responsible  for  the  faulty 
diagnosis,  mistakes  may  occasionally  be  due  to  the  fact  that  the  pieces 
examined  are  too  small^  bs  when  a  diagnosis  is  based  on  a  teased 
preparationj  or  on  a  spread  of  the  tissue  juice*  A  sarcoma  cell  is  diffi- 
cult to  distinguish  from  a  decidual  cell,  for  the  latter  must  be  rt^garded 
as  the  physiologic  type  of  the  former*  A  sniall-celled  sarcoma  cannot 
be  distinguished  from  inflammatory  infiltration  if  only  small  portions 
of  the  tumur  are  examined.  The  individual  element  of  a  malignant 
adenoma— the  cylindrical  cell^ — can  hardly  be  distinguished  from  the 
cell  of  a  glandular  endometritis.  Particles  of  stjuamous  epithelium 
simulate  cancer  nests.— While  examination  of  teased  specimens  and  of 
recent  material  should  not  be  neglected,  and  it  is  quite  true  that  it 
may  afford  indications  for  still  further  investigation  or  even  suffice  for 
making  the  diagnosis,  it  is  nevertheless  )) re f e r a b  1  e  in  the  main  to 
depend  for  a  gynecologic  diagnosis  on  regularly  pre- 
pared, embedded  and  sectioned  material.  Even  a  minute 
piece  of  tissue,  barely  as  large  as  a  lentil,  may,  if  properly  worked  up, 
give  positive  information  and  furnish  the  basis  of  a  definite  diagnosis. 
The  most  minute  particles  of  tissue  not  infrequently  suf- 
fice for  the  diagnosis  of  malignant  neoplasms.^^On  the  other 
hand,  even  when  the  tissue  has  been  well  prepared  and  well  embedded, 
anrl  the  staining  properly  carried  out,  the  interpretation  may  be  exceed- 
ingly difficult.  Thus,  the  diagnosis  of  a  specimen  from  hydatid  molet 
when  persistent  hemorrhage  clinically  arouses  a  suspicion  of  malignant 
degeneration  and  the  scrapings  contain  large  syncytial  masses  among 
the  muscular  and  deriilual  elements^  may  present  the  greatest  difficulties, 
—While  occasionally  minute  pieces  suffice  for  a  diagnosis,  in  other 
degenerations  the  diagnosis  may  be  difficult  even  when  large  portions 
are  examined.— It  is  very  difficult  to  determine  whether  abundant, 
so-called  ** syncytial  migratory  cells''  are  benign  or  malignant*  — 
Another  source  of  error  arises  from  deceptive  appearances  in  the  prep- 
arations themselves,  which  will  escape  all  but  the  practised  eye, — Hori- 
zontal and  longitudinal  sections  of  glands  and  of  the  fundi  of  glands 
are  apt  to  simulate  multiple  layers;    changes  consisting  in  p«c«i>tive 

conversion   into   epithelial    tissue    (epiderniidaHzation)   are  t^eiufw. 

apt  to  simulate  beginning  carcinoma,  particularly  when  the  Hue  of 
section  is  not  vertical;  changes  in  and  arounil  polyiu  may  look  like 
malignant  degeneration;  and  the  glands  of  pregnancy  are  apt  to  suggest 
the  diagnosis  of  glandular  carcinoma,^ 

Aside  from  these  sources  of  error,  wliich  can  be  avoided  by  care  and 
practice,  or  by  examining  the  specimen  from  a  secofid  curettage  or 
excision,  there  may  Ix*  occasionally  certain  other  insurmountable 
difficulties,  as,  for  example,  in  the  befcinning  of  a  malignant  degeneration. 
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— The     limitations    of    microscopic    diagnosis    in    this    respect   are 
such    as   to    baffle   even   the    most   practised   observer.     In   a  tuber- 
culous ulcer  it  may  be  impossible  to  demonstrate  either  tubercle  bacilli 
or    eiant-ccUs. — In    spite    of    its    limitations    microscopic 

Limitations  ^  *  ,  . 

of  Microscopic      examination  plays  a  most   important   part   in   gyne- 
lagnosis.  cologic   diaguosis.     It  of  course  presupposes  a  knowl- 

edge   (a)    of   the   normal   structures,  and    (b)    of   pathologic    changes. 
Practice  eliminates  most  sources  of  error  and  reduces  the  limitations  to 
their  minimum.     One  of  the  best  exercises  for  developing  the  observer's 
skill  and  making  him  quick  to  note  sources  of  error  consists 

Prerequisites  .  .  .  , 

of  Microscopic      in  making  drawings  of  microscopic  preparations:    when 
one  attempts  to  reproduce  correctly  on  paper  what  we  have 
seen,  one  is  forced  to  observe  accurately. 

A  not  unimportant  factor  in  the  success  of  microscopic  examina- 
tion is  the  preparation  of  the  material  to  be  examined,  and 
the  way  in  which  the  piece  has  been  removed  or  excised.    The  material 
is  obtained  by  curettage  and  by  excision,  and  the  method 

Treatment  of  .  /.  .    ,    ,  ,  •  t      •        i 

Material  to  of  treating  this  material  has  been  given.  It  is,  however, 
exceedingly  important,  before  cutting  up  a  preparation, 
and  in  fact  before  touching  it,  to  make  a  careful  inspection.  With 
a  little  practice  one  learns  to  pick  out  the  part  best  adapted  for 
microscopic  examination.  But  as  it  is  not  always  possible  to  see 
everything  clearly  and  select  the  desired  portion  of  the  material,  we 
should  make  it  a  rule  not  to  destroy  anything  and  not  to 
frustrate  a  subsequent  examination  by  unskilful  sectioning  and  cutting 
out  of  pieces — a  sure  sign  of  ignorance — as,  for  example,  cutting  out 
unnecessarily  large,  four-cornered  blocks.  In  most  cases  flat  pieces  or 
disks  from  tw^o  to  three  mm.  wide  are  large  enough.  There  is  room  for 
artistic  excellence  even  in  preparing  the  material. 

Cystoscopy. 

Cystoscopy  has  become  an  indispensable  aid  to  gynecologic  exam- 
ination. Diseases  of  the  female  genitalia  and  diseases  of  the  bladder 
are  in  many  respects  very  closely  related.  Some  diseases,  on  the  one 
hand,  develop  simultaneously  in  both  the  reproductive  and  the  uri- 
nary apparatus,  as  gonorrhea,  tuberculosis  and  fistula;  while,  on  the 
other  hand,  diseases  of  the  bladder  are  prone  to  develop  in  the  course  of 
some  gynecologic  affection.  Thus,  a  carcinoma  of  the  uterus  may 
extend  to  the  bladder,  purulent  cystitis  may  result  from  rupture  of 
an  exudate,  a  tumor,  or  a  pyosalpinx.  Functional  disturbances  of  the 
bladder  caused  by  diseases  of  the  genital  organs  are  even  more  frequent 
— ischuria  with  pelvic  tumors,  tenesmus  from  stenosis  of  the  lumen, 
distention  of  the  fundus  of  the  bladder,  myomata  of  the  gravid  uterus. 
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leculatione  of  the  bladder  in  prolapse.  The  spatial  and  functional 
association  of  the  urinary  apparatus  with  the  genital  organs  in  itself 
usually  brings  women  who  are  suffering  from  disease  of  the  tjl adder 
to  the  gyneeologist,  who,  even  if  he  eonfines  his  practice  strictly  to 
gj^neeology,  is  therefore  forced  to  faniiliarize  himself  with  the  diag- 
Dosie  of  vesical  diseases. 

According  to  Knorr,  66^  out  of  3213  patients  who  came  to  Wis  gynet'ologic  dispensary, 
or  2t>.6  pcff  cftiita,  cumplatned  of  vesictd  symptoms.  Of  the^ic,  501)  wtn*  iivUmiiy  »uEenng 
from  djaease  of  the  bladder,  while  lo-i  hud  vesicid  ayijsptoms  due  Ui  aoriie  gyneculog  c  dbease. 

Another  consideration  is  that  important  diagnosttic 
information  bearing  on  diseases  of  a  purely  genital  char* 
acter  may  be  obtained  through  the  bladder,  as,  for 
example,  the  extent  of  a  carcinoma  and  the  signs  of  an 
impending  or.  already   existing    rupture  of  an   exudate. 

In  order  to  solve  the  diagnostic  problems  which 
present  themselves  to  the  physician  by  reason  of  this 
close  relation  between  the  two  systenLs  and  their  special 
diseases,  he  is  obliged  to  resort  to  cystoscopy  in  addition 
to  the  other  methods  of  examination*  No  gynecologist 
\s  completely  equipped  for  the  practice  of  his  specialty 
until  he  has  nmstered  the  cystQSCope,  For  this  reason 
I  deem  it  neceasary  to  describe  in  detail  at  this  point 
the  technique  of  cystoscopy  and  to  discuss  the  indi- 
cations for  its  employment^  reserving  the  pathologic 
results  of  the  examination  for  the  special  portion  of  this 
work.  I  wish  to  emphasize^  however,  that  proficiency 
in  this  method  of  examination  ran  only  be  acquired  in 
special  courses  of  instruetion* 

Nitze's  cystoscope  is  employed.  For  the  female 
bladder  alone  the  modification  of  the  instrument  which 
I  have  devised  will  be  found  of  advantage  (Fig*  25). 
To  correspond  with  the  short  female  urethra  I  had  Nitase's 
cystoscope  reiluced  in  length  to  21  cm*;  the  advantage  is  thai  the 
shorter  instrument  h  less  likely  to  slip  out  of  the  bludiler.  I  also 
flattened  the  angle  of  tlie  tip  whieli  contains  the  lamp, 
»o  as  to  mBke  it  possible  to  obtain  a  better  view  of 
the  fundus  without  having  to  <lepres'3  the  handle  of  the  instrument 
too  much*  As  the  feniale  bladder  is  often  greatly  contracted,  the  move- 
ments of  the  nuile  cystoscope,  which  is  too  sharply  bent  at  the  tip,  are 
restricted.    The  source  of  light  should  Ije  an  accumulator. 

Cystoscopy  may  injure  the  patir*nt  by  eaui^ing  infection  of  the 
blatlder,  hence  the  most  painstaking  asepsis  is  necessary.     The  instru- 
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Asepsis. 


ments  cannot  be  disinfected  by  boiling  because  the  water  would  destroy 
the  lenses.  Superheated  steam  is  also  injurious  if  used  for  any  length 
of  time,  and  this  method  of  sterilization  should  therefore 
be  employed  only  after  the  instrument  has  been  used  for 
examining  infectious  cases,  as,  for  example,  tuberculous  patients,  when 
absolute  disinfection  is  imperative.  For  ordinary  use  a  sufficient  degree 
of  asepsis  can  be  obtained  by  keeping  the  instrument  immersed  in  a 
3-per-cent.  solution  of  carbolic  acid.     If  the  cystoscope  is  used  daily, 

and  several  times  a  day,  it  should  be  kept  con- 
stantly in  tall  glasses  filled  with  a  3-per-cent. 
carbolic  acid  solution  (Fig.  26).  Immediately 
before  the  instrument  is  used,  the  part  which  is 
introduced  into  the  bladder  should  be  once  more 
thoroughly  rubbed  with  the  same  solution.  The 
lenses  resist  continuous  immersion  in  fluid  for  a 
long  time.  Casper  prefers  to  dispense  with  the 
protracted  use  of  disinfectants  because  they  injure 
the  instrument,  and  cleanses  it  merely  by  briskly 
and  thoroughly  rubbing  it  from  time  to  time 
with  cotton  dipped  in  tincture  of  green  soap. 
Stockcl  recommends  that  the  cystoscope  be  kept 
in  an  atmosphere  of  formalin  vapor,  generated  by 
placing  formalin  tablets  in  vessels  devised  by 
Nitze  for  the  reception  of  the  instrument. 

The  introduction  of  germs  from  the  patient's 
mucous  membrane  is  avoided  by  thoroughly 
scrubbing  the  urethral  orifice  with  a  disinfectant. 
The  urethra  itself  does  not  usually  need  to  be 
cleansed.  Gonorrhea  of  the  urethra  is  an  abso- 
lute contraindication  to  cystoscopy.  In  the 
chronic  stage,  when  there  is  but  little  discharge, 
there  is  no  objection  to  this  investigation  provided 
the  patient  has  previously  urinated.  As  in  spite  of  every  precaution  it 
is  not  always  possible  to  prevent  the  entrance  of  micro-organisms,  the 
water  should  be  drawn  off  immediately  after  the  cystoscopic  examin- 
ation has  been  completed,  or  the  bladder  may  be  irrigated  with  a 
3-per-cent.  boric  acid  solution.  The  danger  of  infection  is  increased 
by  mechanical  injury  of  the  vesical  mucous  membrane,  and  by  leaving 
the  instrument  in  the  bladder  too  long.  The  examination  should 
therefore  be  carried  out  cautiously  and  rapidly.  In  the  hands  of  a 
practised  cystoscopist  infection  is  rare. 

In  performing  cystoscopy  the  woman  is  placed  on  the  examining- 
chair  in  such  a  way  that  the  genitalia  are  just  on  a  level  with  the  exam- 


Fio.  26. — Cystoscope  in 
Carbolic  acid  Solution  as 
IT  Should  bk  Kept  When 
IT  IS  IN  Constant  Use. 
(Original.) 
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innr's  eye.  The  yrine  m  then  drawn  off  with  a  catheter  and,  if  it  is 
clearj  the  examination  may  be  made  at  once.  If  it  is  turbid,  the 
bladtier  must  be  irrigated  \nth  a  S-pcr-ceiit.  boric  acid 
solution  until  the  fluid  returns  absolutely  clear*  During  the 
examination  the  bladiler  must  be  filled  with  about  200  grams  (6  ounces) 
of  a  3-per-cent.  boric  acitl  solution*  After  lubricating  the  tip  with 
glycerin,  the  eyjsto!^cope  is  introduced  slowly  into  the  urethra  and  carried 
back  into  the  bladdLr;  the  circuit  is  then  elosed.  By  turning  the  cy*sto- 
scope  the  light  is  thrown  sucee^sively  on  the  fundus,  the  upper  wall, 
and  finally  the  anterior  and  lateral  walls  of  the  bladder.  (Space  forbids 
more  than  a  short  iiescription  of  the  cystoscope  in  this  place,  and  the 
reader  is  referred  for  further  details  to  the  special  text-boolc  by  Nitze 
and  Casper,  and  e.^pecially  to  Stockels  *- Cystoskopie  des  Gynukologcn/') 

Cystoscopy  in  the  female  differs  from  the  same  procedure  in  the 
male  in  certain  very  important  respects,  owing  to  differences  in  the  shape 
of  the  bladder  and  its  relations  with  the  adjoining  genital  organs.  The 
male  bladder  owing  to  Its  spherical  shape  is  very  well  adapted  for  cysto- 
scopy; the  feimile  bladder,  on  the  otlier  hand,  is  flattened  at  the  base, 
particularly  from  before  backward,  while  the  upper  wall  is  superimposed 
on  the  lower  wall  like  a  dish,  so  that  the  two  walls  form  a  fairly  acute 
angle  with  one  another.  If,  in  addition,  the  uterus  lies  on  the  bladder, 
the  fluid  injected  into  the  viscus  usually  settles  in  the  lateral  portions^ 
and  it  requires  gr(^at  distention  to  produce  the  desired  spherical  shape 
and  to  elevate  the  uterus.  The  cystoscope  is  therefore  forced  to  adapt 
itself  to  the  flattened  shape  of  the  bladder,  and  illuminatinii  of  the 
Baeculations  and  pockets  of  the  organ  can  only  be  achieved  by  constantly 
mnving  the  instrument  about.  Under  orelinary  conilitions  the  iliffi- 
cuUies  are  not  excess^ive;  but  they  are  considerably  increased,  and 
often  become  insurmountable,  if  the  blailder  is  dislocated  by  displace- 
ments of  the  uterus,  tumors  of  the  uterus  and  adnexa,  and  particularly 
by  tumors  developing  in  thr  cervix  or  vagina.  The  latter  push  the 
fundus  of  the  bbulder  forwanl  i^u  that,  even  w^hen  the  handle  of  the 
instrument  i&  depressed  as  far  as  it  can  be,  it  is  barely  possible  to  obtain 
a  view  of  the  fundus  and  the  orifices  of  the  ureters.  Dislocation  of  the 
fundus  of  the  bladdt^r  and  of  the  ureteral  openings  is  the  main  difficulty 
experienced  in  performing  cystoscopy  in  the  female. 

An  excellent  auxiliary  method  for  ascertaining  the  secretory  activ- 
ity uf  the  kidneys  and  functional  contlition  and  permeability  of  the 
uretersi  is  found  in  chromo-cystoj^scopy,  as  devised  by  Volcker  and 
Joseph.    The  principle  of  the  method  consists  in  rendering  cimjuwi- 

the  stream  of  urine  visible  by  means  of  indigo-carmine.  cynut^copy. 
An  injection  of  4  c.c.  (1  fluidrachm)  of  a  sterile,  4-per-cent.  solution  of 
indigo*carmine  *m  made  in  the  gluteal  region  about  twenty  minutes 
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before  cystoscopy  is  performed.  The  urine,  which  is  stained  blue,  is 
then  readily  seen  as  it  flows  out  of  the  ureters,  so  that  the  position  of 
the  ureteral  openings  is  easily  found,  the  activity  of  the  ureters  can  be 
determined,  and  closure  of  the  canals,  or  the  presence  of  fistulae  readily 
diagnosed.  Chromo-cystoscopy  is  destined  to  render  catheterization 
of  the  ureters  superfluous  in  many  cases. 

Cystoscopy  will  always  be  a  method  of  examination  fraught  with 
discomfort  to  the  patient  and,  in  spite  of  all  precaution,  with  danger  as 
well.  It  should  therefore  not  be  employed  in  every  case  that  presents 
vesical  symptoms,  but  only  when  they  are  not  sufficiently  explained  by 
simple  methods  of  examination  of  the  urine,  and  cannot  be  ascribed  to 
conditions  found  in  the  genitalia.  Cystoscopy  is  necessary  in  the  fol- 
lowing conditions: 

1.  In  certain  forms  of  catarrh  of  the  bladder:  thus,  in  long-pro- 
tracted and  severe  catarrh;  in  catarrh  associated  with  intense  symptoms, 
when  the  urinary  findings  are  inconsiderable,  in  order  to  determine  the 

character  of  the  process  and  the  degree  of  alteration  in 
the  vesical  wall.     Cystoscopy  is  indispensable  also  when 
there  is  reason  to  suspect,  as  the  primary  cause  of  the  catarrh,  tumors, 
stones,  foreign  bodies,  or  ulcerative  processes.    In  acute  catarrh  cysto- 
scopy should  not  be  employed. 

2.  If  there  is  pyuria,  cystoscopy  is  necessary  in  order  to  decide 
whether  it  comes  only  from  the  bladder  wall  or  from  diverticula, 
perforated  abscesses  or  pyosalpinx;  or  whether  it  is  derived  from  the 
ureters  or  the  kidneys. 

3.  Hematuria,  except  in  cases  of  slight  hemorrhage  with  acute  or 
gonorrheal  cystitis,  always  calls  for  a  cystoscopic  examination,  particu- 
larly if  the  amount  of  blood  is  large,  or  the  hemorrhage  is  protracted, 
or  frequently  repeated.  The  main  point  to  determine  is  whether  the 
blood  comes  from  the  bladder  or  from  the  kidneys.  As  hemorrhage  from 
the  bladder  interferes  very  much  with  cystoscopy,  while  bleeding  from 
the  kidney  demands  an  examination  before  the  hemorrhage  has  ceased, 
the  cystoscope  should  be  introduced  at  once  during  the  continuance  of 
the  hemorrhage  in  order  not  to  waste  time,  and  the  examiner  should 
determine  whether  there  are  changes  in  the  vesical  wall,  or  the  blood 
comes  from  one  of  the  ureters.  If  the  former  is  the  case,  an  accurate 
diagnosis  of  the  changes  present  must  be  postponed  until  the  examina- 
tion has  been  repeated  during  the  interval  between  the  hemorrhages. 

4.  When  the  history  of  the  case,  the  examination  of  the  urine,  and 
the  palpatory  findings  point  to  tumors,  stones,  or  foreign  bodies 
in  the  bladder. 

5.  When  vesical  symptoms  cannot  be  explained  either  by  the 
examination  of  the  urine  or  by  the  conditions  found  in  the  genitalia. 
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G,  For  the  diagnosis  of  certain  changes  in  the  genital  organs 
which  cannot  be  recognized  'by  eombined  examination, —such  as  the 
extent  of  a  carcinoma,  impending  or  existing  perforation  of  exudates, 
pyosalpinx,  dermoid  tumor:^,  extra-uterine  prcgnHncies;  ilisplacernent  due 
t<>  myomata  and  other  tumors;    localization  of  genital  fistuliP. 

7.  For  the  diagnosis  of  diseases,  f  i  s  t  u  I  ae  and  occlu- 
sion    of     the      ur(*ters, 

8,  For  the  diagnosis  of 
functional  disturbances 
and  diseases  of  the 
kidneys* 

Catbeterization  of  the  Ure- 
ters is  a  method  of  cxa mi- 
nation  which  the  gynecologist 
is  also  occasionally  obliged 
Id  perform  if  he  wishes  to 
retain  complete  control  of  his 
specialty  without  any  outside 

o.ti,^i*riMii»ui,     assistance.      The 
oftbcii«t*«.      [j^^i     instrument 

for  the  purpose  is  Casper's 
ureter- cystoHcope  (Fig.  27). 
This  is  a  cystoscope  with  an 
upper,  semicylindrieal  groove, 
which  is  covered  by  the  slid- 
ing semicylinders  that  act 
as  carriers  of  the  ureteral 
catheter.  The  funnel-shaped 
eye-piece  is  cut  out  so  as  to 
permit  the  catheter  to  be  in- 
troduced in  the  proper  direc- 
tion; the  handle,  which  is 
attached  to  the  catheter, 
pushes  it  forward  and  draws  it  back,  thus  giving  the  catheter  the 
necessary  curvature  for  effecting  an  entrance  into  the  ureter.  For 
the  purpose  of  simultaneous  eaiheterization  of  both  ureters  double- 
barreled  metal  tubes  have  been  devised  which  hold  two  catheters  at 
the  same  time*  The  two  principal  features  of  Casper's  ureteral 
cystoscope  are  that  the  curve  of  the  catheter  can  be  regulated  and 
that  the  catheter  canal  can  be  converted  into  a  groove  by  means  of 
a  removable  cover* 

The  ureteral  cystoscope  is  disinfected  in  the  same  way  as  tha 
ordinary  cystoscope.    The  metal  tubes  that  carry  the  catheter  may  be 


Fia*  27*— CabpskV  U»»rf khai,  CYwrtMcnu'ii*  (Newest  ttbr»d«l«> 
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boiled.  The  catheters  themselves  are  completely  wrapped  in  cotton 
and  sterilized  by  an  exposure  of  three-quarters  of  an  hour  to  super- 
heated steam. 

Catheterization  of  the  ureters  is  not  a  difficult  procedure  in  the 
hands  of  a  practised  cystoscopist.  An  absolute  prerequisite,  of  course, 
is  a  clear  view  of  the  ureteral  openings.  If  they  are  hidden 
in  folds  of  the  mucous  membrane,  or  are  unusually  small, 
they  are  difficult  to  find.  In  the  female  catheterization  of 
the  ureters  is  rendered  difficult  and  not  infrequently  impossible  when 
the  fundus  of  the  bladder  is  displaced  greatly  by  the  traction  of  a  dis- 
placed uterus,  or  the  encroachment  of  tumors  of  the  uterus  or  adnexa. 
Sometimes  the  finding  of  the  ureteral  openings  may  be  assisted  by 
grasping  the  anterior  vault  of  the  vagina  with  a  tenaculum  and  drawing 
the  fundus  of  the  bladder  in  various  directions.  The  cystoscope  is 
introduced  into  the  bladder  with  the  catheter  completely  concealed, 
and  the  opening  of  the  ureter  to  be  catheterized  is  found.  By  elevating 
the  funnel  end,  and  at  the  same  time  carrying  it  to  the  opposite  side, 
the  tip  is  brought  as  near  as  possible  to  the  ureteral  opening  and,  as 
soon  as  it  is  directly  opposite,  the  catheter  is  gently  pushed  in.  By 
elevation,  depression,  and  lateral  movements  of  the  handle,  the  tip  of 
the  catheter  is  guided  into  the  ureteral  opening  and,  as  soon  as  this  is 
passed,  the  catheter  is  cautiously  carried  upward  in  the  direction  of 
the  ureter.  If  the  catheter  is  to  be  allowed  to  remain,  the  cover  and 
metal  tube  are  withdrawn,  leaving  it  free,  and  the  cystoscope  is  removed. 
(For  further  details  see  Casper  and  Stockel.) 

Catheterization  of  the  ureters  adds  to  the  ordinary  dangers  of 
cystoscopy  the  special  danger  of  injury  to  the  mucous  membrane  and 
infection  of  the  ureter  or  pelvis  of  the  kidney,  especially  when  the  blad- 
der is  diseased.  Although  traumatism  may  be  avoided  by  care  and 
practice,  and  the  danger  of  infection  minimized  by  the  most  scrupulous 
attention  to  asepsis  and  thorough  disinfection  of  the  diseased  bladder, 
the  use  of  the  catheter  should  nevertheless  be  kept  within  narrow  bounds. 
Since  chromo-cystoscopy  has  still  further  diminished  the  indications 
for  its  employment,  catheterization  of  the  ureters  has  become  practically 
unnecessary  for   purely  gynecologic   purposes.     It   is   only  employed: 

1.  In  order  to  obtain  the  secretion  of  one  kidney, 
n  ica  ions.         ^    ^r^gj^   chromo-cystoscopy  has   failed   to  yield   positive 
information  as  to  the  permeability  and  functional  state  of  the  ureter. 

3.  In  a  few  cases  in  order  to  mark  the  position  of  the  ureter  for 
operations  in  its  immediate  neighborhood  (ordinarily  the  ureter  is 
sufficiently  marked  without  a  catheter). 

[While  the  Nitze  and  Casper  cystoscopes,  as  modified  by  several 
American  gynecologists  and  surgeons,  are  in  popular  vogue  for  vesical 
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camioations  and  catheterization  of  the  uroters  in  this  country,  and  for 
ordinary  examinations  are  very  effective,  nevertheless  every  gynecologist 
shnuld  be  familiar  with  the  Kelly  method  of  cystoscopy.  Although  the 
knee-chest  position  may  be  objectionable  as  well  as  tiresome  to  the 
patient,  and  likewise  may  be  fatiguing  to  the  examiner,  nevertheless  in 
many  instances  this  mnthod  alone  is  advisable  if  the  best  results  are  to 
be  obtained*  For  instance,  the  treatment  of  local  conditiouB,  such  as  a 
tuberculous  ulcer,  etc,  can  only  be  effected  through  the  Kelly  cysloscope. 
The  following  description  of  this  method,  as  conducted  by  Kelly,  baa 
recently  been  ^iven  by  Hunner  in  Kelly  and  Noble*s  '*Gyneeologj'  and 
Alxlominal  Surgery/' 


Fro*  2S.— Till  TrpE  or  Kili^lt  SPKruLrK  how  Moft^r  Ufttu. 


*'Postures  of  Patient.  In  uning 
the  Kelly  cystoseope  the  patient  may 
remain  on  her  back,  but  in  thi>^  vnsv  must 
have  her  hipe  elevated  either  by  the  use 
of  sand-bags  under  Ihe  hips  or  by  the 
use  of  the  Trendelenburg  elevated  pelvic 
position* 

'*  An  easier  position  and  one  in  which 
the   patient    feels   the   least    exposure,   is 
iSinis*,  or  the  semipronCp     These  positions 
have   occasionally   been   used    in    Kelly's 
clinic  since  his  early  work  on  uir  disten- 
tion of  the   bladder,   but   experience  has 
shown  that  the  posture  most  effective  for 
the  operator  and  applicable  in  nearly  all 
ernes  is  the  knee-chest.     The  patient  finds  this  position  awkward  at  first, 
but  witli  H  little  exjterienee  the  posture  is  easily  taken  and  maintained. 
It  is  pHibable  that  most  failures  in  cystomjopic  work  by  u^e  of  the 
knfH*-ehest  mothnd  are  due  to  the  negk*ct  of  a  few  important  anil  essential 
rules,    Tlic  principle  of  this  method  is  to  obtain  as  great  evisceration  of 
the  pelvis  as  j possible.     There  should,  therefore »  be  no  band  or  binder 
of  any  sort  constricting  the  upper  abdomen.    The  patient  should  be  in 
the  knee-chest,  not  tlie  knee-elbow  position.     The  knt^es  sbnnld  be  slightly 
anterior  to  a  vertical  line  let  fall  from  the  hip-joint.    The  trunk  muscles 
must  be  relaxed^  giving  the  back  a  downward,  rather  than  upward  bow. 
*' After  incorrect  po*jtnre  of  the  patient,  perhaps  the  most  fertile 
^urce  of  embarrassment  in  this  work  is  tlie  failure  to  dilate  either  the 
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rectum  or  the  vagina  with  air  before  dilatation  of  the  bladder.  If  the 
bladder  is  first  dilated,  its  distention  takes  place  in  the  direction  of  least 
resistance,  which  is  towards  the  potentially  empty  pelvis,  or,  in  other 
words,  toward  the  base  of  the  bladder.  This  carries  the  vesicovaginal 
septum  upward,  and  with  it  the  ureteral  orifices  are  carried  beyond  the 
range  of  easy  vision.  On  the  other  hand  if  the  rectum  or  vagina,  or 
both,  arc  first  allowed  to  fill  with  air,  the  vesicovaginal  septum  is  ballooned 
ventrally,  thus  carrying  the  ureteral  orifices  downward.  Now  if  the 
speculum  is  introduced  in  the  bladder  and  this  viscus  is  allowed  to  fill 
with  air,  the  vesicovaginal  septum  is  carried  upward  to  a  considerable 
degree,  but  usually  it  does  not  rise  above  a  plane  which  is  parallel  with 

the  plane  of  the  table;  in 
other  words,  the  ureteral 
orifices  are  usually  found 
on  a  level  with,  or  even 
below  the  speculum  when 
this  is  held  in  a  horizontal 
position. 

"If  the  above  simple 
but  essential  rules  are  ob- 
served, cystoscopy  with 
the  use  of  air  distention  of 
the  bladder  will  be  found 
to  be  a  very  easy 
method.  There  are  minor 
points  of  technique  which 
one  learns  by  experience, 
and  a  few  of  them  may 
be  mentioned  here. 
''It  is  not  fair  to  the  patient  to  keep  her  in  position  while  one  is 
taking  his  first  lessons  in  the  use  of  the  head-mirror.  The  cystoscopist 
should  become  thoroughly  familiar  with  the  necessary  instruments  and 
the  reflected  light  by  working  with  an  empty  pasteboard  box  or  other 
hollow  structure  before  even  attempting  to  examine  a  patient. 

''Technique  of  Cystoscopy. — Having  made  the  general  phys- 
ical examination  and  taken  a  culture  from  the  urine,  how  shall  we  examine 
the  new  patient  with  the  cystoscope?  With  a  pipet  cocain,  in  5-  or 
10-per-cent.  solution,  is  introduced  in  the  urethra  and  the  patient  is 
changed  to  the  knee-chest  position.  By  the  time  this  position  is  taken 
the  cocain  has  deadened  the  more  acute  sensibiUty  of  the  urethra,  and 
its  external  orifice  can  be  stretched  to  the  required  size  by  means  of 
the  graduated  cone  dilator  (Fig.  29).  Occasionally  the  external 
urethral  orifice  is  found  to  be  1  cm.  in  diameter,  but  it  generally  takes 


Fio.  29. — Dilating  the  External  Urethral  Orifice  with 
the  Graduated  Cone  Dilator. 
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it  a  rule  to  avoid  hurting  the  patient  at  the  first  examination.  It  is  better 
to  be  satisfied  with  only  partial  examination  for  the  first,  and  even  for 
the  second  and  third  visit,  provided  the  patient's  confidence  is  gained. 

"It  seems  scarcely  necessary  to  give  directions  for  the  insertion  of 
the  speculum.  But  the  operator  must  bear  in  mind  the  anatomy  of 
the  urethra  and  follow  its  natural  curves.  The  speculum  is  pointed 
slightly  upward  until  it  engages  the  external  urethra,  when  its  handle 
is  elevated  so  as  to  direct  the  barrel  downward  over  the  symphysis 
pubis.  On  withdrawal  of  the  obdurator  the  inrush  of  air  into  the 
bladder  balloons  the  vesicovaginal  wall  upward,  and  if  the  handle 
of  the  speculum  is  dropped,  its  weight  will  bring  the  barrel  of  the 
speculum  against  the  base  of  the  bladder,  and  the  speculum  is  found  to 
take  a  position  about  horizontal. 

"The  usual  routine  of  the  examination  is,  first,  to  sweep  the  speculum 
about  the  entire  bladder,  noting  any  mucous  membrane  changes;  second, 
to  examine  the  vertex  carefully  for  the  presence  of  stone  or  other  foreign 
body;  third,  to  examine  the  area  immediately  back  of  the  symphysis, 
using  the  fingers  of  one  hand  when  necessary  to  push  up  the  abdominal 
wall  in  the  suprapubic  region;  fourth,  to  carefully  examine  the  trigonum 
and  the  regions  of  the  ureteral  orifices.  If  a  trigonitis  or  ulceration  of 
the  trigonum  be  suspected,  it  is  best  to  examine  this  region  first,  before 
it  has  been  disturbed  by  manipulations  of  the  speculum.  If  the  symp- 
toms point  to  a  urethritis,  a  small  speculum  should  first  be  used  and  the 
urethra  examined  at  once  before  it  becomes  hyperemic  from  massage  by 
the  speculum. 

"After  one  is  familar  with  cystoscopy,  the  ureteral  orifices  can  usually 
be  located  at  once  without  following  a  definite  rule;  but  for  the  beginner 
the  directions  laid  down  by  Kelly  should  always  be  followed.  After 
finishing  the  general  examination  of  the  bladder  the  speculum  is  with- 
drawn until  the  mucous  membrane  of  the  internal  urethral  orifice  begins 
to  close  about  the  inner  end  of  the  speculum.  The  handle  is  then  tilted 
upward  and  the  speculum  is  pushed  in  toward  the  center  of  the  bladder 
for  a  distance  of  about  three  centimeters.  The  handle  is  then  depressed 
in  order  to  bring  the  inner  end  of  the  speculum  to  a  plane  with  the  base 
of  the  bladder,  and  under  guidance  of  vision  the  speculum  is  swept  to 
the  side  until  the  ureteral  orifice  is  located.  This  is  usually  in  the  arc 
of  an  angle  of  between  15  and  30  degrees  from  the  mid-line.  The  left 
ureteral  orifice  should  be  sought  first,  for  in  the  majority  of  cases  it  is 
more  easily  found,  owing  to  the  depression  of  the  left  vesicovaginal  wall 
by  the  weight  of  the  uterus  and  the  cervix.  For  the  same  reason  the 
left  orifice  is  slightly  nearer  the  internal* urethral  orifice  than  the  right. 
The  air-pressure  carries  the  right  orifice  farther  up  toward  the  sacrum 
and  flattens  the  mons  ureteris  of  this  side- 
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"When  searching  for  the  ureteral  orifices  the  mo^t  helpEul  land- 
mark Is  the  inti»r ureteric  ridge.  If,  after  following  the  above  directions, 
the  ureteral  orifice  is  not  found,  one  should  not  proceetl  in  a  hap-hazard 
manner  to  s^earch  for  it,  but  should  first  orient  him.selt  with  reference  to 
known  landmarks,  such  as  the  internal  urethral  orifice  and  interureteric 
ridge.  If  the  inner  end  of  the  speculuni  b  found  to  be  resting  on  the 
ridge,  the  probabilities  are  that  the  speculum  has  been  pushed  in  the 
bladder  to  the  proper  distance,  and  that  the  ureteral  orifice  will  be  fouml 
cither  laterally  or  median  ward  from  the  area  first  inspected.  If  the 
interureteric  ridge  m  seen  to  lie  at  some  distance  beyond  the  end  of  the 
speculum,  we  know  that  the  speculum  has  not  been  pushed  far  enough 
from  the  internal  urethral  orifice;  whereas,  if  the  ridge  is  nowhere  in 
the  field  of  vision,  it  is  because  the  speculum  has  been  pushed  in  too  far, 
The  experienced  cystoscopist  grasps  these  clues  and  readily  corrects 
his  first  location;  but  for  the  beginner  it  is  often  a  saving  of  time  to 
withdraw  the  speculum  to  the  internal  urethral  orifice  and  to  again 
follow  the  prescribed  routine." 

Hunner  calls  attention  to  a  second  ridge  in  the  bladder,  which 
has  not  been  mentioned  by  cystoscopistSj  and  which  may  readily  confuse 
the  beginner.  He  calls  thi*^  the  vesico-uterinc  fold,  Vks  it  corresponds  to 
the  vesico-utcrinc  sulcus  outf^ide  of  the  bladder.  It  is  a  transverse  ridge 
or  fold  of  the  bladiler  mucosa,  situated  about  3  cm,  Imck  and  running 
parallel  with  the  interureteric  ridge*  It  is  most  marked  in  women 
who  have  borne  children,  anil  in  .^onie  very  relaxed  cases  there  are  one 
or  two  small  aeerssory  ritlgcs  running  parallel  with  the  main  vesico- 
uterine fold.  Frequently  one  is  led  to  the  exact  location  of  the  ureter 
by  seeing  a  spurt  of  urine  even  though  the  speculum  may  be  at  some 
distance  from  the  orifice. 

"The  ureter  generally  enters  the  bladder  on  a  papilla-like  elevation 
of  the  mucosa^  the  so-called  **mons  ureteris,"  This,  as  already 
stated,  is  often  more  prominent  on  the  left  than  on  the  right,  and  it  is 
generally  most  developed  in  women  who  have  borne  children.  In 
nullipara?  the  mons  is  frequently  absent,  and  instead  of  an  elevation  of 
the  Miueosa  there  may  bt?  a  saucer-like  depression.  When  the  ureter  is 
shortened  frum  any  cause,  especially  in  the  inflammatory  thickening 
of  tulM'reuhisis,  the  orifice  may  Ix'  retracted.  At  times  one  finds  a  vessel 
circumt^cribing  the*  ureteral  orifice,  or  one  or  more  vessels  may  radiate 
from   the  orifice   not   unlike  the  retinal  vessels  about    the  optic  disc, 

"Should  the  base  of  the  blaildcr  be  the  seal  of  inflammatory  changed 
the  ureteral  orifice  may  Ix^  iliffieuit  to  locate  because  of  alteration  in 
both  the  immediate  antl  distant  landmarks.  One  is  sometimes 
compelled  to  hunt  for  the  orifice  with  the  ureteral  searcher.  The 
inflammatory  swelling  may  interfere  with  the  jet-Uke  action  of  the  urine; 
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but  with  a  little  patient  watching  one  can  generally  catch  the  light- 
reflection  as  the  urine  spreads  over  the  mucosa,  and  in  this  manner  the 
orifice  may  be  located  without  the  use  of  the  searcher.  To  collect  urine 
from  a  kidney  when  for  any  reason  it  is  undesirable  to  catheterize  the 
ureter,  we  make  use  of  the  cystoscope  with  oblique  distal  end,  such  as 
originally  shaped  by  Griinfeld.  This  can  be  held  to  cover  the  ureteral 
orifice  more  easily  than  the  cystoscope  with  the  ordinary  square  end." 

Catheterization  of  the  ureter  is  a  simple  matter  after  its 
orifice  is  located,  and  special  rules  are  not  necessary.  If  the  hands  are 
surgically  clean,  the  renal  catheter  may  be  grasped  at  any  portion;  but 
if  the  hands  are  septic,  the  catheter  must  be  grasped  near  its  outer  end 
at  a  point  that  is  not  to  reach  as  far  as  the  urethra  with  the  catheter  at 
full  insertion.  The  renal  end  may  be  guided  into  the  speculum  by  an 
assistant  who  handles  it  with  sterile  forceps.  An  assistant  is  not  abso- 
lutely necessary,  for  the  stilet  stiffens  the  catheter  sufficiently  to  enable 
the  operator  to  handle  it  from  the  distal  end. 

If  one  wishes  to  grasp  the  catheter  near  the  speculum  and  still  be 
certain  of  a  good  technique,  a  rubber  glove  for  the  thumb  and  first  two 
fingers  is  easily  slipped  on,  and  by  keeping  this  already  sterilized,  pow- 
dered, and  wrapped  in  a  sterile  towel,  the  operator  can  first  locate  the 
ureteral  orifice,  and  then  have  the  assistant  draw  the  glove  over  his 
catheter  hand,  either  right  or  left.  It  is  well  always  to  wear  the  head 
mirror  over  the  eye  opposite  the  hand  used  in  catheterizing,  to  avoid 
touching  the  mirror  with  the  catheter  as  it  is  pushed  past  the  operator's 
head. — Editor.] 

Bacteriolos^ic  Diagnosis. 

The  purpose  for  which  bacteriology  is  employed  in  gynecologic 
diagnosis  is  to  demonstrate  certain  specific  micro-organisms  in  the 
tissues  or  in  the  secretions  of  the  diseased  organs.  The  bacteriologic 
examination  is  usually  made  with  a  microscope,  cultures  being  resorted 
to  only  in  exceptional  cases. 

Bacteriological  methods  of  examination  are  employed  under  the 
following  conditions: 

1.  For  the  Diagnosis  of  Gonorrhea.  The  gonococcus  is 
found  in  the  secretions  of  the  diseased  mucous  membrane  and  also 
penetrates  its  substance.  In  practice  demonstration  of  the  micro- 
organisms in  the  secretions  by  means  of  characteristic 
staining  methods  is  sufficient;  demonstration  of  gonococci 
in  the  tissue  is  much  less  certain  and,  owing  to  the  great  danger  of 
infection  of  the  wound  left  by  the  excision,  it  is  not  to  be  recom- 
mended. A  minute  quantity  of  the  secretion  of  the  diseased  membrane 
is  obtained  with  the  platinum  loop  and  thinly  spread  on  a  cover- 
glass  by  drawing  another  cover-glass  over  it.    The  cover-slips  are  allowed 
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to  dry  in  the  air  and  passed  three  times  through  tht^  flame.  The  smear 
is  stained  with  a  watery  i?olution  of  methylene  blue,  allowed  to  dry,  and 
examined  under  the  oil  immersion  lens,  IE  many  other  bacteria  are 
presentj  the  Gram  method  of  staining  should  lie  employed  in  order  to 
differentiate  the  gonoeocei.  This  consists  in  placing  the  cover-slips 
in  a  solution  of  aniliii  water  and  gontian  violet  for  half  an  hour,  rinsing 
and  staining  for  from  three  to  five  minutes  in  dilute  Lugol  solution 
(1 :  150),  again  rinsing  in  water,  and  placing  the  smears  in  alssolute  alcohol 
until  they  are  completely  decolorissed.  The  gonoeoeei  arc  now  com- 
pletely decolorized  and  may  be  counter-stained  with  Bismarck  brown, 
so  that  they  form  a  distinct  contrast  to  the  other  organisms,  which  are 
stained  a  dark  violet. 

Gonococci  are  diplococci  which  by  division  assume  the  shaj>e  of 
biscuits   (rolls)   or  coflFcc   beans;    by  further  division  groups  of  from 
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twenty  to  thirty  double  individuals  are  formed.  The  cocci  are  found  in 
the  leukocytes,  on  squamous  epithelial  cells,  or  rarely  free  in  the  secre- 
tion *(Fig<  31).  The  diagnosis  is  based  on  finding  the  gonococci  within 
the  cells  and  on  the  positive  Gram.  Diplococci  lying  outside  of  the  cells 
are  more  difficult  to  identify,  and  still  more  so  are  the  involution  forms- 
Secretions  which  contain  but  few  other  bacteria,  or  none  at  all, 
an*  best  adapted  for  the  demonstration  of  gonococci.  They  are  the 
peeretion  of  the  urethra  and  of  the  uterus,  especially  wh(*n  the  external 
OS  is  contracted.  Gonneocci  are  most  easily  found  in  the  vulvo- 
vaginitis of  children  before  any  treatment  has  been  given.  The  vaginal 
^crction  of  adult  women  is  useless  for  the  purpose  of  demonstrating 
gonoeoeei.     Cidtures  are  not  employed  for  the  diagnosis  of  gonorrhea. 

2-  For    the     Diagnosis     of     Tuberculosis:  —  A 
bacieriologic    diagnos^is    of    tuberculosis    can    be    made   I»y 
demonstrating    the    tubc>rcle    bacilli,    by    making    cultures,    and    by 
positive   inoculation   expcriments. 

5 


TubvrctiUiffjii. 


66  GYNECOLOGICAL   DL\GNOSIS 

The  tubercle  bacillus  dwells  chiefly  in  the  diseased  tissues,  while 
it  appears  to.  be  destroyed  in  a  short  time  by  the  secretions  of  the  genital 
organs.  Occasionally  it  can  be  demonstrated  with  the  microscope  in 
the  discharge  from  suspicious  looking  ulcers,  in  the  secretion  of  the  dis- 
eased uterus,  and  in  the  urine  in  tuberculosis  of  the  bladder  and  kidneys. 

The  tubercle  bacillus  is  identified  by  its  characteristic  shape  and 
specific  staining  properties.  The  secretion  to  be  examined  is  thinly 
spread  on  a  cover-slip  with  the  platinum  loop,  dried  in  the  air,  and 
fixed  by  passing  it  three  times  through  the  flame.  The  preparation  is 
then  covered  with  an  excess  of  concentrated  ZiehPs  solution  (1  gram  of 
fuchsin  in  10  grams  of  absolute  alcohol  and  100  grams  of  5-per-cent. 
watery  solution  of  carbolic  acid)  and  slowly  allowed  to  dry  over  the 
flame.  The  stain  is  then  washed  off"  with  water,  the  smear  decolorized 
in  a  2. 5-per-cent.  nitric  acid  solution  and,  after  thoroughly  shaking  in 
60-per-cent.  alcohol  and  again  rinsing  in  water,  counter-stained  for  one 
minute  with  a  dilute  watery  solution  of.  methylene  blue.  With  an 
oil  immersion  lens  the  characteristic  shape  and  intense  red  color  of 
the  tubercle  bacilli,  in  contrast  to  the  blue  surroundings,  are  readily 
recognized  (Fig.  32). 

As  tubercle  bacilli  very  often  do  not  remain  long  in  the  secretion^ 
or  are  destroyed  by  the  rapid  growth  of  other  bacteria,  their  absence 
is  never  to  be  taken  as  a  proof  of  the  absence  of 
tuberculosis. 

More  positive  information  is  afforded  by  examination  of  the 
tissue,  because  along  with  the  bacillus  itself  the  specific  tissue  reaction 
may  be  demonstrated.  The  following  method  of  staining  the  sections, 
recommended  by  Cornet,  is  the  most  satisfactory.  The  sections  are 
placed  in  a  small  dish  containing  ZiehFs  solution  and  exposed  for  from 
on^  to  twelve  hours  in  a  thermostat  at  a  temperature  of  37°  C.  They 
are  then  transferred  to  water,  placed  for  an  instant  in  2.5-per-«ent. 
nitric  acid  solution,  and  then  in  60-per-cent.  alcohol,  which  is  repeatedly 
renewed.  After  thoroughly  rinsing  the  sections  in  water,  they  are 
counter-stained  with  a  watery  solution  of  methylene  blue  and  examined 
under  the  oil  immersion  lens.  Even  if  the  bacilli  are  present  in  such 
small  numbers  that  they  are  not  found,  the  characteristic  tissue  reaction 
may  be  recognized  with  this  method  of  staining.  The  necessary  tissue 
for  the  examination  is  obtained  from  the  uterine  cavity  by  an  exploratory 
curettage  or  by  excising  suspicious  looking  ulcers  of  the  vagina,  the 
vaginal  portion  and  vulva. 

Making  cultures  is  a  difficult  and  time-consuming  procedure, 
and  is  hardly  applicable  in  ordinary  practice;  the  same  is  true  of 
inoculation,  and  these  methods  are  practically  employed  only  in  very 
important  cases  which  cannot  be  cleared  up  by  simpler  methods. 
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3,  For  the  Demonstration  of  Pyngtnie  Mirroorgan- 
iemsi*  Examination  for  pyogenic  mieroorgani^iii^,  streptococci  and 
staphylococei^  is  uf  importance  in  the  iliffen^ntial  diagnosis  from  gonorrhea 
and    tufjorculosis  as  causes  of   suppuration,  and    for  the  pyoae^ic 

prognosis,  in  order  to  determine  the  virulence  of  the  process,  Mioro4rffam^mr», 
The  pus  which  is  to  be  examined  for  these  microorganisms  is  almost 
without  exception  (UTived  from  the  adnexa,  and  is  obtained  by  means 
of  an  exploratory  puncture  of  absces!!!es,  of  pyoi^alpinx  through  the 
vagina,  or  by  opening  them  in  the  course  of  operation.  The  object  of 
the  examination  is  to  establish  the  prognosis  of  an  operation  in  time, 
or  to  enable  the  operator  to  adapt  his  procedures  to  the  kind  of  mien>- 
organism  found.  Free  suppuration  from  the  uterus,  or  a  perforated 
abscess  or  pyosalpinx,  interferes  with  the  finding  of  the  speeifie  pyogenic 
microorganism    because   of  the  large  numbers  of  saprophytes  present, 
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For  a  m  i  e  r o s c  o  pi  c  examination  a  droplet  of  pus  is  obtained 
with  the  platinum  loop  at  the  time  the  abscess  is  opened,  spread  between 
two  cover-slips,  dried  in  the  air,  and  stained  with  methylene  blue. 
Streptococci  (Fig,  33)  appear  in  the  pus  usually  as  short  chains  of  two 
to  three  individuals.  Staphylococci  are  congregated  in  small  groups 
of  from  three  to  ten  (Fig.  34),  The  microscopic  examination,  however, 
frequently  proves  negative  because  the  specific  organisms  are  not 
sufficiently  numerous  to  be  demonstrable,  or  cannot  ljc»  positively  differ- 
entiated from  other  germs  because  they  possess  oo  specific  tinctorial 
properties. 

The  more  reliable  method  of  identification  is  by  means  of  e  ul  t  u  res , 
which  should  always  be  employetl  if  the  diagnosis  can  wait  a  day  or 
two.  The  simplest  procedure  consists  in  makjTig  a  streak  culture  of 
pUK  on  a  slanting  agar  tube  under  aseptic  precautions.  After  twenty- 
four  to  thirty-six  hnnrfi'  exposure  in  a  thermostat  a  positive  tliagnosis 
can  be  made*     If  there  is  rea^son  to  believe  that  the  organisms  are  few 
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in  number,  a  prelimirrary  culture  should  be  made  in  sterile  bouillon. 
After  the  medium  has  become  distinctly  turbid,  a  second  examination 
IB  made  with  the  microscope  and  with  an  agar  tube,  and  a  diagnosis  is 
arrived  at  without  difficulty. 

The  virulence  of  a  suppurative  process  is  best  determined  by 
intraperitoneal  inoculation  of  white  mice. 

Bacterium  coli,  Pneumococcus,  and  Actinomyces  rarely 
need  to  be  demonstrated  for  a  gynecologic  diagnosis. 

Radiography* 

Examination  by  means  of  the  Rontgen  rays,  which  is  employed  as 
a  supplementary  diagnostic  method  in  almost  every  branch  of  clinical 
medicine  and  has  produced  some  radical  changes  in  these  methods,  has  j 
added  very  little  to  gynecologic  diagnosis.  Our  methods  of  investi- 
gation, especially  combined  palpation,  are  so  complete  that  we  rarely 
have  occasion  to  clear  up  a  doubtful  condition  by  means  of  the  Rontgen 
rays;  and,  on  the  other  hand,  the  genitalia  are  so  hidden  in  the  pelvis, 
and  the  differences  in  the  resistance  which  they  offer  to  the  passage  of 
the  rays  are  so  slight,  that  we  can  rarely  hope  to  obtain  a  satisfactory 
X-ray  picture.  It  is  only  when  the  tissues  to  be  investigated  offer  great 
resistance  to  the  passage  of  the  rays  that  a  fairly  distinct  picture  can 
be  obtained;  as,  for  example,  in  the  case  of  the  bones  of  an  almost 
mature  fetus;  bones,  teeth  and  calcareous  plates  in  dermoid  tumors 
and  teratomata;  the  presence  of  calcification  in  fibromata  and  extra* 
uterine  pregnancies;  stones  in  the  bladder,  ureter  and  uterus;  metal 
foreign  bodies  in  the  bladder  and  uterus.  The  technical  difficulties  are 
so  great,  however,  that  a  diagnosis  is  possible  only  in  exceptional  and 
very  suitable  cases.  The  most  promising  field  of  radiography  is  the 
detection  of  foreign  bodies  (especially  hair-pins)  and  vesical  calculi, 
in  which  some  noteworthy  results  have  already  been  recorded. 

[X*ray  laboratories,  in  which  physicians  can  take  advantage  of  the 
use  of  radiography,  are  to  be  found  in  almost  all  large  cities, — Editor,] 

The  MakinfT  of  a  Gynecologic  Diae^nosis. 

There  are  two  methods  of  making  a  diagnosis:  the  objective  exam- 
ination of  the  patient  and  the  history.  The  latter  is  the  older  method 
and  was  formerly  the  only  one  at  the  physician's  disposal.  At  the 
present  time  it  Btill  plays  an  important  part  among  the  older  physicians,  j 
and  in  the  hands  of  attentive  observers  and  experienced  practitioners 
gives  very  good  results.  During  the  past  decades  this  method  of  diag- 
nosis has  been  crowxled  into  the  background  by  direct  examination  of 
the  diseased  organs.  Our  methods  of  examination  are  in  constant' 
process  of  development,  and  in  certain  branches  have  reached  such  a 
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degree  of  delicacy  that  a  positive  diagnos^is  can  be  made  without  any 
interrogation  of  the  patient  whatever*  The  comparative  importance 
of  the  two  diagnostic  methotls  varies  in  the  different  specialties  and 
depends  in  general  on  the  perfection  of  physical  methods  of  examination. 
Ophthalmology,  laryngology,  and  certain  branches  of  internal  medicine 
have  the  most  accurate  methods  of  examination;  while  other  branches, 
such  m  psychiatry,  are  almost  entirely  dependent  on  the  anamnesis. 

Gynecology  i^  one  of  the  specialties  which  enjoys  tlie  advantage 
of  very  delicate  methods  of  examination,  and  it  owes  the  prominent 
position  which  it  occiiiiies  at  the  [iresent  day  mofc^t  of  all  to  the  develop- 
ment of  the  combined  examination.  In  the  majority  of  cases  a 
positive  diagno*^ii^  can  be  made  by  combined  examination 
without  any  aid  from  the  history,  a'nd  it  should  there- 
fore occupy  the  first  place  in  thi*  construction  of  the  diag- 
nojiis.  Gynecologic  diagnosis  practieally  means  the  recognition  of 
a  disease  of  the  genital  organs  from  the  results  of  combined  examina- 
tion. The  physician's  duty  in  double;  to  fed  the  changes  and  to  interpret 
Iht  m  correctly.  The  tirst  i^?  a  matter  of  practice,  which  can  only  be 
acquired  in  j^pecial  touch-courses  and  retained  in  one's  sul>setiuent 
practice.  Without  this  constant  suteequent  practice  the  gynecologist 
will  soon  find  that  he  lia^  lost  his  touch,  and  with  it  the  foundation  of 
gynecologic  diagnosis.  The  interijretation  of  the  findings,  on  the  other 
hand,  is  a  matter  of  experience,  and  can  be  acquired  only  by  constant 
opportunities  to  verify  one*s  diagnoses.  It  is  only  since  inspection  of 
the  fliseased  organs  in  the  living  subject  at  laparotomies  ha,*?  made  this 
possible  tliat  gynecologic  diagnosis  began  to  make  rapid  strides;  and 
it  is  now^  gaining  in  accuracy  every  year*  Every  gynecologist  repeats 
in  his  own  work  the  process  of  evolution  of  the  signs  of  gynecology  in 
general:  for  the  more  he  operates,  the  greater  will  be  his  diagnostic 
skllL  This  avenue  is  closed  to  the  general  practitioner,  and  without  the 
a^istance  of  his  teachers'  experience  he  would  never  achieve  the  ability 
to  make  a  positive  diagnosis-  This  experience  gives  him  the  correct 
interpretation  of  his  findings,  and  with  it  aH  a  foundation  he  is  enabled 
to  develop  himself  in  bis  daily  practice*  For  this  reason  thorough 
instruction  in  gynecologic  diagnosis  by  special  touch-courses  is  absohitf*ly 
necessary;  bul  it  must  be  accompanied  and  later  supplemented  in  dally 
practice  by  the  written  page,  and  this  is  the  real  justifica- 
tion  of  this   text-book   of   mine* 

The  interpretation  of  the  findings  shouhl  be  as  precise  as  possible^ 
and  should  reiuescnt  a  clearly  circumscribed  pathologic 
concept  ion*  The  physician  must  recognize  a  well  characterised  disease, 
and  not  rest  content  merely  with  determining  the  conditions  present^ 
or  with  a  general  confused  mental  picture  of  mere  symptoms.    Too  often 
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the  physician  is  satisfied  if  he  feels  a  tumor,  and  makes  no  attempt, 
by  more  careful  examination,  to  determine  the  nature  of  the  tumor; 
or  he  dismisses  his  patient  with  a  diagnosis  of  flooding,  dysmenorrhea, 
monorrhagia  and  the  like.  These  are  mere  symptoms  and  in  no  sense 
diseases,  and  such  a  diagnosis  can  only  be  followed  by  symptomatic 
treatment.  In  my  teaching  I  hav(^  always  endeavored  to  train  my 
students  in  such  a  way  as  to  make  them  diagnosticate  a  clearly  defined 
pathologic  condition,  and  I  shall  follow  the  same  method  in  the  section 
on  special  diagnosis. 

It  appears  then  that  gynecologic  diagnosis  demands  first 
of  all  a  local  examination.  The  physician  must  never  allow  per- 
sonal considerations  to  interfere  with  such  an  examination,  nor  permit 
himself  to  be  deterred  by  the  patient,  who  will  often  try  in  every  possible 
way  to  escape  the  much  dreaded  ordeal.  A  delayed  examination 
in  the  case  of  uterine  cancer,  for  example,  may,  by  postponing  the 
diagnosis,  sacrifice  the  patient^s  life.  There  are  few  cases  in  gynecology 
in  which  the  objective  examination  cannot  be  made  the  basis  of  the  diag- 
nosis; they  are  chiefly  in  young  and  unmarried  women,  and  those  who 
are  excessively  nervous  and  irritable.  In  such  cases  internal  examina- 
tion should  if  possible  be  dispensed  with,  because  the  psychic,  nervous, 
and  occasionally  moral  injury  is  greater  than  the  advantage  gained  by 
a  strictly  objective  diagnosis.  Examination  in  such  cases  must  be 
replaced  by  the  anamnesis;  if  this  gives  no  result,  or  the  patient's  state- 
ments point  to  a  severe  or  a  local  trouble,  demanding  local  treatment, 
an  examination  becomes  imperative  and  should  then  be  performed  under 
anesthesia,  which  removes  the  above  mentioned  disadvantages  of  the 
examination  and  makes  it  much  less  difficult. 

Anamnesis.  Next  to  the  objective  examination,  the  interrogation 
of  the  patient  for  the  purpose  of  ascertaining  the  symptoms  has  a 
certain  importance  for  the  diagnosis;  but  the  symptoms  should  be 
utilized  for  making  the  diagnosis  only  when  the  objective 
examination  fails  to  yield  the  desired  result.  For  this 
reason  the  physician  who  is  not  perfectly  sure  of  his  ability  to  make 
an  examination  is  constantly  tempted  to  resort  to  the  auxiliary 
method,  and  occasionally  constructs  from  the  symptoms  a  diagnosis 
which  has  no  objective  background  whatever;  whereas  the  practised 
diagnostician  relies  less  on  the  symptoms  the  more  confidence  he 
feels  in  his  examination.  Nevertheless  the  symptoms  cannot  be 
dispensed  with  altogether  in  making  the  diagnosis,  particularly  in  the 
recognition  of  those  diseases  in  which  the  palpatory  findings  are 
uncertain  or  absent,  such,  for  example,  as  endometritis;  or  when  the 
objective  findings  are  not  sufficiently  clear,  as  in  extra-uterine  pregnancy; 
or  when  the  conditions  found  in  different  diseases  are  apt  to  be  very 
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similar.  The  vahu*  of  tin*  iiirormation  drrived  from  the  symptoms, 
however,  i^  never  vt^ry  great,  because  ^yneeologie  .symptoms  are  all 
very  murh  alike.  SeiLsatiorii^  complaiiieil  of  by  the  ]>atient  iiractically 
always  follow  the  ^ame  direction:  they  eomplaiti  of  pain,  hemorrhage^ 
discharge,  and  a  few  other  les^  important  symptom?i:  hence  it  m  not 
eai^y  for  the  general  practitioner  to  consitruct  a  picture  of  ihe  disease 
from  llie  symptoms.  Not  so,  linwever,  witli  I  lie  experiem-eil  gynecologist* 
He  soon  learns  to  distinguish  between  the  sacral  pain  comi>lained  of 
in  retroflexion  uf  the  uterus  or  posterior  parametritis.  He  very  soon 
learns,  too,  the  diagnostic  significance  of  the  character  of  the  different 
kinds  of  dysmenorrhea ;  not  infrecpiently  the  character  of  the  hemor- 
rhages enables  him  to  recognize  the  disease,  so  that,  conversely,  the  cases 
are  by  no  means  rare  in  which  he  is  able  to  make  a  diagnosis  from  the 
woman's  statementir^  without  extunining  her.  The  general  practitioner 
can  hardly  hope  to  attain  such  a  degree  of  proficiency,  antl  he  is  there- 
fore earnestly  warnetl  not  to  attempt  such  methods,  as  they  frequently 
lead  to  a  mistaken  diagnosis. 

On  the  other  hand,  the  symptoms  complained  of  by  the  patient 
unquestionably  assume  much  greater  importance  when  it  becomes 
necessary  to  bring  t h e m  in  a c c o r tl  w i t h  the  genital  disease 
w*hieh  has  been  di  agnostic  ate  tl  by  means  of  an  objective 
examination.  A  diagnosis  cannot  be  called  exhaustive  or  complete 
miless  all  the  symptoms  complaincil  of  can  be  readily  explained  by  the 
local  disease:  if  they  are  not  fully  explained,  it  must  be  assumed  that 
the  affection  which  has  been  demonstrated  is  not  the  only  disease 
present,  or  that  it  represents  merely  a  comparatively  indifferent  second* 
ary  condition.  This  may  be  explaine<l  by  an  illust ration:  Suppose 
the  physician  has  demonstrated  by  means  of  a  combined  examination 
enlargement  of  the  uterus  to  the  size  of  a  fist  from  the  presence  of 
interstitial  myoma,  and  the  patient  complains  only  of  profuse  menstrua- 
tion coming  on  aliead  of  time,  with  intense  dysmenorrhea  before  and 
during  the  bleeiling;  the  symptoms  can  be  referred  to  the  myoma  and 
the  case  is  clear-  But  suppose  the  woman  complains  in  addition  of 
constant  dragging  and  tmrning  [uiin  in  the  lt*ft  side  of  the  abdomen, 
especially  while  walking,  during  [>hysical  labor,  or  sexual  intercourse. 
In  such  a  case  there  is  a  strong  probability  that  there  are,  in  adilition, 
inflammatory  foci  in  the  left  parametrium  or  in  the  adnexa,  and  the 
presence  of  such  foci  must  therefore  be  determined  by  an  examination. 
It  hapifcns  quite  frequently  that  symptoms  referable  to  disease  of  the 
liver,  stomach  or  kidney  are  commingleii  with  the  symptoms  of 
disease  of  the  lower  abdomen  and  complicate  the  clinical  [ucture. 
For  this  purpose  an  objective  examination  to  explain  the  symptoms 
eaanot  be  too  minute. 
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Finally,  an  accnratr*  knowlr(%e  of  the  symptoms  may  be  necessary 
in  many  cases  in  order  to  form  a  basis  for  the  treatment,  particu- 
larly when  the  symptoms  cannot  be  removed  by  radical  treatment  of 
the  disease. 

In  addition  to  the  symptoms  the  etiology  of  the  disease  and 
its  previous  course  must  receive  attention  in  taking  the  history. 
The  general  practitioner  is  usually  not  inclined  to  attach  much 
weight  to  this  portion  of  the  anamnesis;  he  contents  himself  with  the 
diagnosi.s  and  treats  the  patient  acconlingly.  While  it  is  true  that  it 
chiefly  affects  the  seientifie  aspect  of  the  case,  nevertheless  valuable 
information  for  the  prognosis  and  treatment  of  the  case  is  quite  often 
gained  by  careful  attention  to  these  points.  For  example,  it  is  not 
immaterial  whether  in  the  course  of  a  tubal  tumor  there  have  been 
several  attacks  of  peritonitis,  whether  a  parametritic  exudate  is  puer- 
peral or  due  to  gonorrhea —and  these  facts  can  be  determined  only  by  the 
anamnesis.  An  attetnjjt  shouUl  be  made  in  taking  the  history  to  tleter- 
mine  the  time  when  the  symptoms  began  and  to  find  an  intelligible 
cause*  The  causes  of  gynecologic  affections  are  fouml  i>rinci pally  in 
con  fine  mr^nts,  the  puerperium,  Injuries  sustained  during  menstruation, 
sexual  infection,  and  wcasionally  in  the  mode  of  Hfe^  occupation,  and 
donu*stic  surroundings*  Sometimes,  depending  on  the  special  character 
of  the  disease,  the  physician  may  be  called  upon  to  invade  quite  different 
fields  in  his  investigations.  Questions  in  regard  to  the  family  history 
are  practically  never  necessary,  anrl  the  history  during  uhildliood  is  very 
rarely  required.  It  is  also  usually  superfluous  to  ascertain  in  every  ease 
the  character  of  the  menstruation,  the  liistories  of  previous  confin<*ments 
or  even  of  some  internal  disease  which  the  patient  may  have  had  in  earlier 
iife,  unless  the  gynecologic  disease  has  its  origin  in  such  a  condition,  in 
which  case  the  connection  must  be  established  as  clearly  as  possible- 
It  follows  from  what  has  been  said  that  interrogation  of  the  patient, 
while  it  has  but  limited  importance  in  making  the  diagnosis,  never- 
theless plays  a  very  important  part  in  enabling  the  physician  to  form 
Techninuf* 'if  ^  gcucral  idea  of  the  character  of  the  disease.  For  this 
Hiittory-tiikitiK.  pj^^j^on  it  docs  uot  sccm  to  mc  superfluous  to  touch  upon 
certain  points  which  may  materially  change  the  value  of  the  data 
obtained  from  the  history.  To  begin  with,  it  is  almost  needless  to  say  that 
we  are  obliged  to  touch  upon  a  number  of  points  of  a  very  delicate  nature. 
The  woman's  native  modesty  will  in  most  cases  keep  her  from  volun- 
teering information  on  matters  whicli  belong  to  married  life  and  sexual 
intercourse;  but  the  physician  cannot  always  avoid  mentioning  such 
points,  and  in  doing  so,  he  should  therefore  spare  the  woman's  feelings 
as  much  as  possible.  We  must  constantly  bear  in  mind  the  possible 
effect  of  our  questions  if  we  wish  to  avoid  arousing  the  woman's  sus- 
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pieion  and  producing  a  cniidition  of  psychic  unrest.  It  is  incredible 
what  a  variety  of  meanings  an  anxious  patient  may  discover  in  the 
simplest  que.stion  put  by  the  physician,  Wc  must  also  be  constantly 
on  the  lookout  for  deception  ou  tlie  pnrt  of  the  patient,  intentional  or 
unintentional,  in  order  to  avoid  being  letl  astray.  As  we  are  obliged  in 
our  specialty  to  uncover  both  marital  and  non-marital  sins,  we  do  not 
often  obtain  truthful  infornmtion  on  these  points.  It  nuLst  also  be 
reniembereil  that  a  careless  word  on  the  part  of  the  physician  in  regard 
to  infection  rnay  undermine  the  happiness  of  a  household.  The  rock 
on  which  the  anamnesis  is  most  fretiuently  WTecked  is  the  character 
of  the  woman  herself.  Woman  is  such  a  vacillating  creature,  influ- 
enced by  all  kind^  of  external  impressionB,  so  much  dependent  on  feel- 
ing and  caprice,  that  she  is  frequently  unable  to  give  a  clear  account 
of  anything.  In  many  women  the  physician  s  questions  produce  such 
a  degree  of  excitement  that  they  are  hardly  able  to  speak,  let  alone 
give  correct  answers.  Women  as  a  rule  are  not  much  given  to  precise 
utterance  and  stilt  less  to  accurate  self-observation.  On  the  other 
hand,  many  women  are  endowed  with  such  an  excess  of  feeling  that  we 
must  be  on  our  guard  not  to  mistake  their  sensations  for  symptoms. 
The  physician  must  make  due  allowance  for  tht^se  feminine  character- 
ii^ticg.  Fortunately  it  is  possible  to  influence  them  in  a  very  marked 
ilegree.  A  short,  brisk  manner  intimidates  the  jmtient  and  excites  her; 
restle^tsness  and  nervouKuess  on  the  part  of  the  physician  arc  at  once 
communicated  to  Ih*^  patient;  while,  on  the  other  hand,  an  equabh^ 
and  amiable  manner  teiuls  to  quiet  her  agitation.  By  persistent  interro- 
gation one  can  always  succeed  in  getting  the  woman  to  answer  in  the 
manner  desired.  Taking  everything  into  consideration,  it  is  therefore 
no  easy  matter  to  obtain  a  satisfactory  history.  I  have  always  found 
it  better  not  to  ask  too  many  questions,  because  a  woman  is  always 
tempted  to  give  the  answers  that  the  doctor  appears  to  expect.  It  is 
better  to  let  her  tell  her  own  story.  An  experienced  practitioner  can 
glean  what  he  needs  from  the  patient's  statements;  if  she  digresses 
she  mu£?t  be  brought  back  to  the  point.  While  listening  to  her  story 
one  has  an  opportunity  to  form  an  idea  of  the  patient's  character  and 
of  the  |»sychic  and  nervous  condition. — Finallvt  the  question  when 
the  history  should  be  taken  remains  to  be  con^tidered.  In  general  it 
should  precede  the  examination  as  in  other  departments  of  medicine, 
and  for  the  general  practitioner  this  method  is  necessary,  if  only  to 
enable  him  to  recognize  the  case  as  a  gynecologic  one.  But  even  the 
specialii^t  wilJ  find  it  better  to  begin  by  taking  the  history,  so  as  to  quiet 
the  patient  by  conversation  and  learn  what  direction  his  examination 
should  take;  otherwise  he  may  be  obliged,  much  to  his  disconditure, 
to  begin  aU  over  again.    As  female  patients  often  have  the  unpleasant 
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habit  of  forgetting  or  concealing  the  most  important  points,  the  phy- 
sician should  first  direct  his  questions  to  the  function  of  the  chief  organs. 
During  the  examination  the  findings  will  suggest  other  questions  and, 
after  the  examination  has  been  completed,  the  case  can  be  cleared 
up  in  every  direction  by  completing  the  history. 

Observation  of  the  Patient.  Not  infrequently  the  practitioner  will 
be  unable,  in  spite  of  all  diagnostic  methods  and  of  a  carefully  taken 
history,  to  arrive  at  a  definite  diagnosis.  Unless  he  prefers  to  seek  the 
obser\'ation  of  assistancc  of  a  more  experienced  adviser  at  once,  this 
the  Patient.  ^^,jj}  (qycq  him  to  kccp  the  patient  under  further  observa- 
tion, and  to  content  himself  for  the  time  being  with  expectant  treatment. 
Subsequent  observation  brings  with  it  repeated  examinations  and  thus 
the  case  is  frequently  cleared  up.  A  more  important  point,  however, 
is  that  changes  sometimes  develop  in  the  disease  in  the  course  of  time 
which  help  to  explain  findings  that  were  previously  doubtful.  For 
example,  it  is  often  very  difficult  to  make  a  dififcrential  diagnosis  between 
a  myoma  and  an  intra-ligamentary  exudate.  Keeping  the  patient  under 
observation  for  a  few  weeks  will  suffice  to  bring  out  changes  in  the 
consistency  and  shape  of  the  tumor  due  to  absorption,  and  the  diagnosis 
of  an  exudate  is  no  longer  doubtful.  An  important  point  to  bear  in 
mind  in  keeping  the  patient  under  observation  is  that  she  shall  not 
suffer  any  inj  ury  through  postponing  the  diagnosis.  Observation,  for 
diagnostic  purposes,  of  cases  that  suggest  malignancy, 
whether  at  the  cervix  or  in  the  abdomen,  is  not  permis- 
sible. Formerly  it  was  a  well  recognized  practice  to  keep  a  suspicious 
ulcer  in  the  vaginal  portion,  for  example,  under  observation.  The  obser- 
vation was  continued  until  malignant  degeneration  was  definitely  deter- 
mined. Nowadays  this  is  a  technical  error,  because  the  delay  renders 
the  carcinoma  inoperable.  If  there  is  the  slightest  suspicion  of  malig- 
nancy, other  means  must  be  employed  to  arrive  at  an  immediate  diag- 
nosis. With  the  exception  of  these  cases,  very  good  diagnostic  results 
are  often  obtained  by  keeping  the  patient  under  observation.  In  inflam- 
matory diseases  absorption  brings  about  characteristic  changes  in  the 
shape  and  consistency  of  the  mass;  in  the  case  of  doubtful  tumors 
of  the  adnexa  observation  in  time  demonstrates  that  the  tube  forms  the 
nucleus  of  the  tumor.  In  small  ovarian  tumors  the  subsequent  growth 
frequently  decides  between  retention-cyst  and  neoplasm;  in  extra- 
uterine pregnancy  weeks  are  often  required  to  clear  up  the  question 
whether  the  gestation-sac  is  still  growing  or  the '  ovum  has  already 
perished;  in  doubtful  cases  of  intra-uterine  pregnancy  the  diagnosis  is 
often  confirmed  only  by  continued  observation;  and,  finally,  in  preg- 
nancy with  a  dead  fetus,  subsequent  observation  of  the  uterus  is  the 
only  means  of  arriving  at  an  absolutely  definite  diagnosis.     Observa- 
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tioi)  of  the  patient  if?  occaj^ionally  combined  with  certain  methods  of 
treatment  whieh  lead  to  a  diagnosis  ex  juvantibus,  sueh  as  absorb- 
ent treatment  of  inflanimationi^  antl  antLsyphilitic  treatment  in  cases  of 
doubtful  |)rocesses  on  the  vulva* 

The  Oeneral  Condition.  Gynecologic  diseases  are  in  the  main 
local  in  ehanicter  and  repret^ent  local  reaction?^  to  irritants  which  affect 
the  genitalia  thiririg  parturition  or  during  menstruation  as  a  result  of 
infection,    etc,      Tlie    diagnosis    accordingly    is    in  G<?n*mi 

most  cases  confined   to  local  changes.     Not  infre-  ooacituyn. 

qiiently,  however,  gynecologic  symptoms  develo|>  in  the  course  of 
general  iliseases  and  owe  their  existenct^  to  the  gcniTal  disease  and  not 
to  a  local  affection;  as,  for  exainple,  pruritus  in  diabetes;  menorrhagia 
in  diseases  of  the  heart,  kidneys,  and  blood;  flooding  in  ehlorosiB; 
amenorrhea  in  tuberculosis.  In  such  cases  the  [diysician  is  consulted 
on  account  of  the  gynecologic  trouble,  and  this  leads  him  to  discover 
the  general  disease*  If  no  other  local  cause  can  be  found  for  a  gyne- 
cologic  symptom,  a  general  ilis(*ase  must  lye  looked  for. 

The  patient *s  general  condition,  however,  is  of  even  greater  impor- 
tance  for  determining  the  effects  of  the  local  abdominal  disease  on  remote 
organs  and  on  the  entire  organism.  Such  setjuehe  are  so  frequent  in 
womeni  and  often  so  severe  that  the  physician  is  bound  not 
to  neglect  them.  Examples  are  the  general  anemia  which  occurt^  in 
endometritis,  uterine  cancer  with  hemorrhages,  and  in  severe  catarrh; 
chronic  toxic  states,  manifesting  themselves  as  general  weakness  and 
loss  of  nutrition,  which  follow  diseases  that  lead  to  the  formation  of 
toxins,  such  as  carcinoma,  pyosalpinx,  purulent  exudates,  infectious 
purulent  catarrh,  and  the  like.  Whenever  the  case  at  the  first  glance 
does  not  declare  itself  tm  a  purely  local  process,  the  patient  must  l>e 
interrogated  concerning  the  functions  of  the  vital  organs — heart,  stom- 
aeh,  intestines — and  if  any  symptoms  referable  to  thi^se  organs  are 
eomplairu^d  of,  the}'  must  be  subjected  to  a  thorough  examination.  In 
most  cases  when  distant  organs  and  the  general  conilition  are  affected, 
it  is  due  to  nervous  influences;  and  it  is  not  always  easy  to  discover  in 
these  cases  the  connection  with  the  local  abilominal  ilisease.  Still  less 
clear  is  the  connection  with  gynecologic  diseases  in  the  case  of  general 
nervous  conditions  such  as  nourasthenia,  hysteria,  and  [jsyclioses*  In 
any  case  the  greatest  conservatism  in  this  respect  is  to  be  recommended, 
beH*ause  the  treatnieut  of  a  gynecologic  affection,  under  the  false  im|>res- 
sion  that  it  is  associated  with  a  neurosis,  may  do  a  great  deal  of  harm. 
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The    Normal    Findings. 

Beforb:  beginning  the  special  diagnosis  of  gynecologic  diseases, 
the  normal  findings  will  be  described  because  they  must  form  the  founda- 
tion for  the  interpretation  of  pathologic  conditions  in  the  female  genital 
organs — the  topographic  anatomy  for  tlie  palpatory  diagnosis,  and 
the  histology  for  the  microscopic  diagnosis. 

Topographic   Anatomy   of   the   Female   Genital   Organs.     Normal 

Palpatory  Findings. 

The  external  genitalia  (vulva)  consist  of  the  labia  majora  and 
minora,  the  clitoris  and  vestibule,  and  are  separated  from  the  vagina 
by  the  hymen* 

The  labia  majora  (labia  pudenda  majora)  are  two  thick  folds 
of  skin,  smooth  on  their  internal  surface  and  covered  on  the  outer  with 
epidermis;  they  unite  in  front  by  the  anterior  commissure  and  merge 
with  the  skin  of  the  mons  Veneris,  which  contains  a  thick 
pa<l  of  fat.  Posteriorly  the  frenulum,  a  thin  fold  of  skin,  is 
stretched  between  the  two  labia,  and  behind  the  frenulum  is  the  begin- 
ning of  the  perineum,  which  extentls  to  the  anus;  while  beyond  it  is  the 
posterior  perineum  (Hinterdamm),  reaching  as  far  as  the  sacrum.  In 
nulUparous  women  the  labia  majora  approach  each  other  so  closely 
as  to  expose  otily  the  anterior  margins  of  the  labia  minora;  wliile  in 
multiparie,  owing  to  the  lacerations  of  the  posterior  commissure  and 
relaxation  of  the  vaginal  walls,  the  greater  labia  are  mdely  separated; 
leaving  the  entrance  to  the  vagina  freely  exposed.  The  mons  Veneris, 
the  outer  surfaces  of  the  labia  majora,  and  the  perineum  as  far  as  the 
anus  and  beyond,  are  covered  with  pubic  hair  in  persons  who  have 
attained  their  sexual  maturity.  The  uiqier  boundary  of  the  pubic  hair 
represents  a  sharply  defined  horizontal  line;  while  posteriorly  it  is 
gradually  lost  in  the  folds  of  the  anus  (crena  ani)* 

The  labia  minora  are  two  thin  folds  of  mucous  membrane  of 
varying  length;  in  some  cases  only  the  anterior  margin,  in  others  a 
large  portion  of  the  structures  projects  between  the  greater  labia.  The 
labia  minora  merge  with  the  inner  surfaces  of  the  labia  majora  at  about 
their  middle.  Drawing  the  labia  majora  apart  brings  into  view  the 
clitoris,  almost  completely  covered  by  the  prepuce,  a  flaccid,  movable 
fold  of  skin  covering  all  but  the  tip  of  the  clitoris.  The  frenulum  takes 
7fi 
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its  origin  at  the  lower  surface  of  the  clitoris  and  divides  into  two  portions^ 
which  diverge  in  a  downward  direction  and  merge  with  the  labia  minora. 
Alxive,  the  prepuce  comers  in  relation  with  the  labium  minus  on  each  sidci 
so  that  the  upper  extremity  of  the  latter  on  each  .^ide  arit^et?  from  one- 
half  of  the  frenulum  and  prepuce,  which  emtjraee  the  clitoris  between  them. 
By  separating  the  labia  minora  the  vest  i  bule  (ve^tibulum  vagina?) 
is  brought  into  view.  This  is  formed  by  the  inner  wall  of  the  lesi^er, 
and  adjoining  portion  of  the  greater  labia,  and  in  front  by  the  clitoris 
and  the  divided  frenulum.  Posteriorly  the  vestibule  is  sharply  divided 
from  the  perineum  by  the  transverse  frenulum.    That  part  of  the  vesti- 
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bule  which  forms  a  depression  behind  the  frenulum  is  known  as  the 
fossa  navicularis.  The  vestibule  in  front  contains  the  opening  of 
the  urethra  J  immediately  in  front  of  the  entrance  to  the  vagina;  on 
each  side  of  the  urethral  orifice  are  two  small,  shallow  depressions,  and 
below  the  external  orifice  of  the  urethra  a  few  small,  barely  visible  ducts 
in  the  mucous  membrane*,  wluch  are  occasiiHially  pt*rmeable  for  a  short 
distance  to  a  thin  sound  (Skene's  ducts).  On  the  lateral  waU  of  the 
vestibule,  about  1  to  L5  cm,  in  front  of  the  posterior  median  line,  out- 
ward alongside  the  hymen  on  each  side,  is  fouml  a  very  small  opening, 
the  duct  of  Bartholin's  gland,  wliieh  sometimes  ad m its  a  very 
small  sound. 

The  vestibule  is  separated  from  the  vagina  by  the  hymen,  an 
almost  circular  fold  of  mucous  membrane,  which  be*:ins  at  the  external 
orifice  of  tile  urethra  as  a  narrow  ridge  and  gradually  liecomes  higher 
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m  it  passes  bark  ward.     The  hymeneal  opening  in  a  virgin  is  thus  situ- 
ated eccentrically  in  front,  and  its  size  depenils  on  the  height  (width) 
of  the  hymen.    At  the  first  coitus  the  hymen  is  ruptured  (sometimes  the_ 
membrane   is  only  stretched),   usually   bilaterally  down   to   the   basej 
forming  three  flaps  or  folds,  a  larger  median,  and  two  smaller  lateral' 
segments  (Fig.  35).     In  multiparte  the  remains  of  these  segments  are^ 
geen  in  the  form  of  a  few  papillary  elevations  (carunculae  myrti- 
formes)  (Fig.  36).     If  the  hymen  is  intact,  the  interior  of  the  vagins 
cannot  be  seen;   but  when  the  hymen  is  ruptured,  the  lower  segment  of^ 
tlie  anterior  vaginal  wall,  and  rarely  the  posterior.,  is  exposed;    in  a 
multipara  the  vaginal  mucous  membrane  at  the  introitus  is  arranged 
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in  small  folds.  As  the  result  of  old  perineal  lacerations  the  introitua 
becomes  still  more  enlarged.  The  lacerations  destroy  the  anterioi 
portion  of  the  perineum  and  the  frenulum,  obliterating  the  fossa  navic- 
ular is,  and  extend  to  the  left  or  right  from  the  median  line  into  the 
posterior  vaginal  wall,  so  that  the  colunina  riigarum  posterior  ia 
drawn  over  to  the  other  side  by  its  ow^n  elasticity*  If  the  lacerations 
involve  l>oth  sides  of  the  vagina,  the  posterior  wall  (coltimna  nigarui 
posterior)   is  prolapsed   and   hangs   down   like   a   tasseL 

This  completes  the  inspection.  The  examination  of  the  vagina 
requires  the  introduction  of  the  finger,  while  the  vaginal  wall  is  studied 
with  a  speculum. 

The  vagina,  when  the  bladder  and  rectum  are  empty,  runs  from  be  for 
backward,  approximately  parallel  with   and  slightly  below  the  anterc 
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posterior  dianicter  of  the  iMlvic  outlet ;  it  forms  a  muscular  tubo  alKHit 
8  cm.  in  k*ngth  ami  h  excecdiugly  variablp  in  whlth.  Tli'j  anterior  wall 
IB  ill  contact  with  the  posterior,  while  the  lateral  walls^ 
forui  short  coniiectionti  lietween  the  two,  so  that  the 
cross-eeetion  is  represented  by  the  following  figure  ^^.  In  the 
h>wer  half  of  the  anterior  wall,  imniediately  below  the  symjihyi^is,  is 
se<»n  the  prominence  formed  by  the  urinary  iiieatus;  about  the  middle 
of  the  a^nterior  wall  the  prominence  dimini^^hess  and  gradually  disajiin  ar^ 
al togethei"  ( e  o  1  u  m  n  a  r  u  g  a  r  u  m  anterior),  The  posterior  wall  also 
contains  in  its  lower  half  a  somew^hat  smaller  median  prominence 
(columna  rug  a  rum  posterior) »  From  these  two  promitieneoH 
transverse  fokls  and  wrinkles  are  given  off  on  eaeh  side;  these  are  most 
distinet  in  a  nullipara,  but  rarely  absent  altogether  even  in  w^omen  who 
have  borne  children,  while  the  upper  half  of  the  wall  is  smooth.  Alx)ve, 
the  vagina  is  closed  by  the  dome-shaped  vaginal  vault.  The  anterior 
wall  Ls  in  intimate  relation  bt*low  with  the  urethra  and  above  with  the 
bladder.  The  posterior  wall  is  firmly  attached  below  to  the  perineal 
tissue,  while  the  median  third  is  loos(4y  connected  with  the  rectum, 
and  the  upper  third  also  loosely  conjoined  with  the  peritoneum  of 
Douglas'  space.  The  lateral  walls  of  the  vagina  are  surrounded  by  the 
pehie  connective  tissue.  The  vaginal  walls,  when  moderately  firnij 
are  quite  tense  and  firmly  attached  to  the  subjacent  tissue.  The  state 
of  the  adjoining  organs,  whether  full  or  empty,  greatly  influences  the 
position  of  the  vagina;  when  the  bladder  is  full,  the  anterior  vaginal 
wall,  and  wlien  the  rectum  is  distentled,  the  posterior  w^all.  protrudes 
into  the  lumen  of  the  vagina.  Above,  in  the  vaginal  vault,  lies  the 
vaginal  portion  of  the  cervix. 

The  superficial  layer  of  the  squamous  epithelium  which  covers 
the  vaginal  wall  is  in  a  nmre  or  less  constant  state  of  desquamation,  so 
that  the  walls  of  the  vagina  are  constantly  covered  with  whitish  masses 
of  epithelium.  The  color  of  the  mucous  membrane  varies  with  the 
degrep  of  vascularity*  Under  ordinary  circumstances  the  color  is  pale 
red.  and  the  mendjrane  glistens- 

The  partio  vaginalis  is  that  portion  of  the  cervix  which  projects 
into  the  vagina;  it  is  situated  behind  the  pelvic  axis*;  about  IJ  to 
2  finger-breadths  in  front  of  the  tip  of  the  sacrum,  at  the  level  of  a 

line  lx*tween  the  two  spines  of  the  ischium;  as  a  rule  it  occupies  the 
median   line,  but  lateral  ilcviations   not    infrequenlly  occur   when  the 

♦The  peMr  axis  (etirve  oJ  Cjinisj  \3  a  Ime  ninnlng  ihrough  the  middle  of  tlje  jjclvi*? 
caiid  iiaimitel  with  i\w  unterior  Rurfttce  of  the  !*iM'njm  (Fig.  2i7), — 1he  wordu  *'rigKt*'  and 
'Mefl "  alwtO'K  rvter  in  the  nght  ^n*i  left  side  of  fJte  pivrienr.  The  tcniit*  **in  frt»Jit  **  mid 
**behind**  rrfer  ti>  u  f  sitieni  m  llie  8Uitii]ir*n  [nif*iriiiii;  htnce  the  aiit**rior  snrinjm  m  th«J  erect 
lit  lull  eom*spfmd4  to  the  tipper  r  stirfiiee  m  the  reeunibctit  position. 
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body  of  the  uterus  lies  obliquely  in  the  pelvis.  At  the  apex  of  the 
vaginal  portion  ih;  the  e  x  t  e  r  ii  a  1  ob,  which  in  a  nuUiparoiis  woman  forms 
a  narrow  transverse  eleft  in  the  anteroi)osterior  direction 
tFi^.  38).  After  the  first  delivery  slight  lacerations  remain, 
which  increase  the  width  of  the  external  os  (Fig.  39),  t^onietime?;  so 
mueh  so  that  the  tip  of  the  finger  can  be  inserted  into  the  lower  portion 
of  the  cervical  canal;  thu&  the  vaginal  portion  is  divided  into  two  lips. 
The  cervix  is  surrounded  by  the  vaginal  vault  in  such  a  manner  that  the 
posterior  lip  is  about  twice  as  long  as  the  anterior,  and  the  supravaginal 
portion  of  the  cervix  is  accordingly  longer  in  front  than  behind.  This 
makes  the  anterior  vault  appear  flattened ,  while  the  posterior  seems 

higher  and  more  dome-like.     The  mucous 

r""^^  \     \ ^  membrane  of  the  vaginal  portion   has  a 

u^^^^.^  ^^  purplish-red  color  and  is  tightly  stretched 

^        ^    \  V  t  Qy^j,  ^j^g  cervical  tissue  without  forming 

wrinkles.      The  mucous  membrane,  which 

is   exposed  w^hen   the  external  os   gapes, 

has  an  intensely  red  color  and   exhibits 

the  oblique  folds  of   the   so-called   arbor 

vitie.     The  bountlary  between  the  mucous 

membrane  of  the  vaginal  portion  and  the 

cervix  in  a  nuUi parous  woman  is  exactly 

at   the    external    Of^;    in    multipane    this 

(7"\  boundary  is  displaced  in  every  direction^ 

\0>  ^0    that   the    mucous    membrane   of    the 

vaginal  portion  sometimes  extends  into 
the  lower  portion  of  the  cervical  canal, 
while,  on  the  other  hand,  the  red  cervical 
mucous  membrane  may  appear  on  the  outer  surface  of  the  vaginal 
portion.  These  i^light  deviations  from  the  normal  are  not  to  be 
Tegarded  as  pathologic. 

The  healthy  eiTvical  mucous  membrane  constantly  secretes  a 
small  quantity  of  glairy  nmcus,  which  becomes  intimately  mixed  with 
the  squamous  epithelium  desquamated  in  the  vagina  and  forms  the 
normal  secretion  of  the  genital  apparatus. 


Fig,  37.— Saqittal  StfttoK  THBotTcm 

TMK   PELVtB  WITH    PELVlC    Ajtifi  U'UrVe  «f 

Cknu).    Vi,    (OrigiJuiL) 


The  uterus  is  approximately  pear-shaped  and  slightly  flattened 
from  before  backward.  Below  the  middle  of  the  organ^  in  the  region 
of  the  internal  os,  there  is  a  slight  constriction,  and  from  that  point 
down  to  the  cervix  the  circumference  of  the  uterus  dimin- 
ishes. The  part  above  the  constriction  is  the  body  of  the 
uterus  (corpus  uteri);  the  |)ortion  of  the  Ijody  >?ituated  between  the 
openings  of  the  Fallopian  tubes  is  known  as  the  fundus  uteri.    The  size 
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of  the  uterus  varies  considerably  \^Tthiii  normal  limits.  It  is  greatest 
in  multiparous  women  during  sexual  matmity;  ronsideiably  smaller 
in  all  dimensions  in  nulliparous  women;  and  still  smaller  in  old  women. 
The  measurements  in  a  sexually  mature  woman  are:  distance  between 
the  two  tubes  about  5  cm.;  thickness  of  the  body  about  3  cm.;  distance 
from  the  funiLlus  to  the  external  os  about  9  cm.  The  length  of  the  cavity 
in  a  sexually  mature  uterus  is  7  em.;  iu  nulliparu.%  often  somewhat  less" 
in  old  women,  5  cm.  The  normal  uterus  is  hard  and  unyielding  and 
cannot  be  indented  with  the  finger;  in  the  region  of  the  internal  ob, 
however,  it  has  a  certain  softness  and  flexibility.  When  the  bladder  is 
empty,  the  body  of  the  uterus  lies  on  the  upper  wall  of  the  blad<hT, 
while  the  funtlus  reaches  almost  to  the  posterior  wall  of  the  symphysis, 
the  highest  point  of  the  body  Ixung  below  the  plane  of  the  pelvic  inlet 
(Fig.  40).  The  body  is  usually  situ- 
ated  exactly   in    the    middle  line, 
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although  tflight  deviations  to  one  side  or  the  other  are  quite  common. 
In  such  a  case  the  corpus  is  displaced  to  one  side  and  the  vaginal 
portion  to  the  other*  The  body  forms  with  the  cervix  an  obtuse 
angle,  which  in  usually  about  lliff,  but  is  subject  to  individual  varia- 
tions whicli  have  no  sigiiifieance.  The  normal  uterus  is  movable 
within  wide  limits*  When  the  bladder  is  full,  the  body  is  first  elevated 
and  then  the  entire  uterus  is  forced  against  the  posterior  pelvic  wall, 
and  at  the  same  time  a  little  to  one  side  and  upward.  When  the  rectum 
U  full,  the  cervix  is  displaced  downward  and  to  the  other  side,  i.e., 
usually  to  the  right*  When  the  ampulla  of  the  rectum  is  greatly  dis- 
tended with  fecal  matter,  the  entire  uterus  is  displaced  upward  and  to 
the  other  side.  These  abnormal  positions  disa|)|>ear  and  are  replaced 
by  the  above  described  normal  conditions  when  the  bladder  and  rectum 
are  evacuated- 

The  body  of  the  uterus  is  covered  with  peritoneum  except  along 
the  lateral  aspects.  In  front,  at  the  level  of  the  internal  os.  the  peri- 
toneum passes  from  the  upper  wall  of  the  bladder  to  the  uterus,  forming 


]«bii]m  niaj:iu  pudirndiim 
Cofi™*  ut<?ri  (faciei  i'esipalU!>  ' 
labium  minus  pucliftHlum 

Orifif-lurf)  tireMinr  cxtemmn 


Orificium  urpthnr  inle muin  '      / 


^^        tJitc^tinurn  re^Hiim 
V  LiLbiuni  post  en  us 

Drificium  externum  uttrri 
Labium  ftiiterius 


AOUB 


E?tcavatir»  vdfitPQUtffriiia 


Oriririytii  vu^inn* 

Hymen  ffeniininw^]  / 

FiJfin  ntiviculari^  £v(wiihu11  va^iikffi^ 

Flu.  40*— Mkiiiav  SKfTios  OK  THK  FrMALK  Pj:LVir  OHOjiN-8.     tFram  i5pBlt4:liolj*»  AlLll.«^  p.  iiOlJ 

dt*prp*ss(.'(l  more  than  in  front,  covctk  the  upper  third  of  the  posterior 
wall  of  the  vagina,  and  forms  the  posterior  reflection  or  fold,  passing  to 
the  posterior  pelvic  wall  of  the  rectum  and  merging  with  the  peritoneum 
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of  the  jjostonor  abdominal  walL     In  this  way  there  is  formed  in  front, 

bi*tween  the  bladrler  and  uterus,  the  vesi e o- u teri n e   pouch;  behind, 

between  the  uterus  and  the  pof^terior  pelvic  wall  or  rectum, 

i.s   the    recto-uterine    pouch   or    Douglas's   space, 

the    ioivest    point   of    which    ii5    t^situated    about    at    the    junction    uf 


PKrJtMtt«ym, 


Vjkw.  iFruni  ii  prvfunitiuti  m  ttir  BtTUttt^r  KeL  Ctuv«rpiiHi4^Pmu^Hkliiuk*>  iOrigiiui.Kj'  Ttte  dutietl  li&« 
liMliTWtfw  Uir  boutM|»rv  bvtwccn  tUr  linn  mn\  UMy>tf  uttachiupm^  of  Ihp  peril rmeiim.      ^, 

the  middh*  and  upper  thirds^  of  tiie  vagina.  The  ve*iico*uterine  exca* 
vation  represtmts  a  mere  rleft  when  the  uterus?  lies  on  the  bladder* 
The  hiwes^t  portion  of  Dmiglas's  npace  is  also  cleft-shaped:  while 
above,  the  ?^pace  is   mostly  filled   with    coils   of   intestine-     The    peri- 


.<■ 


toneum  is  inseparably  united  to  the  fundus  and  adjoining  portions 
of  the  bo(ly,  while  it.s  connt^etion  with  the  lower  portion  of  the  body  is 
«piite  loose,  owing  to  the  connective  tis.sue  intervening  Ix^tween  it  ant! 
th**  uterus*  In  front  the  boundary  between  the  closely  adherent  and 
lijosely  attached  pt^ritoncum  forniB  a  Hattcnetl  curve  with  tlu^  convexity 
directed  downward;  posteriorly  it  forms  a  spur  which  extends  down  to 
the  posterior  eurfaee  of  the  cervix  (Figs.  41,  42),     It  follows  from  this 
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relation  of  the  peritoucum  to  the  uterus  that  extraperitoneal  neoplasms, 
exudates,  or  hematomata  may  separate  the  peritoneum  from  the  utr rus 
and  form  extensive  adhesions  with  the  uterine  walL 

The  lateral  ai^pecti^  of  the  uteru.s  are  not  covered  with  peritoneum. 
Ht're  the  two  layers  which  cover  the  anterior  and  postterior  w^alls  of  the 
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organ  leave  the  uterus  and 
form  the  broad  1  i  g  a  - 
mentj  which  accordingly 
represents  a  reflection  of 
the  peritoneum.  The  two 
layers  of  tht?  broad  liga- 
ment are  unequal  in  length, 
corresponding  to  the  two 
reflections  of  the  perito- 
neum ^  which  are  separated 
at  the  different  levels*  Tlie 
anterior  layer  extends  only 
to  about  the  level  of  the 
internal  OS ;  from  that  point 
it  is  reflected  forward, 
passes  to  the  anterior  pelvic 
wall^  and  merges  with  thi*  peritoneum  of  the  anterior  abdominal  wall. 
The  posterior  layer  descends  much  more  deeply  into  the  pelvis,  joins  the 
lateral  lining  of  the  recto-uterine  excavation,  and  as  sucdi  descends  to 
the  apex  of  Douglas's  space.  The  upper  portion  of  the  broatl  ligament 
terminates  laterally  in  a  free  border,  w^hich  extends  from  the  infundib- 
ulum  tnbir,  passing  by  the  ovary,  to  the  pelvic  wall,  and  merges  with 
the  parietal  layer  of  the  peritoneum  on  the  ileo-psoas  muscle;    this  is 


A 


^Portki  va^nalb 


^ciiutituf 


Tunica  muiscularift 


led  or 


(From  SpaUebtjIi's  Attas,  p.  59M*f 
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known  as  the  i  n  f  u  n  d  i  b  ii  1  o  -pelvic  \ig  a  in  v  n  t  (FigB.  4 1  -42) .  In  the 
erect  pogture  the  median  portion  of  the  broad  ligament  corresponds  to 
the  aiiteverted  po.sition  of  the  uterui?  and  occupies  tlie  horizontal  plane. 
In  the  lateral  portion  of  the  broad  ligament,  between  the  abdominal 
extremity  of  the  tube  antl  the  ovary,  is  the  epooplioron,  a  collection 
of  small  eanaliculi  the  longest  of  which  is  usually  convex,  with  the  con- 
vexity jires^enting  uiiwanls  ami  running  from  the  infumUbulo-pelvic 
ligament  to  the  ovary;  while  the  remaining  canalieuli,  about  8  to  10 
in  number,  pass  from  the  inner  surface  of  the  ligament  parallel  to  the 
nutermoBt  portion  of  the  ovary  (Fig-  43).  The  canalieuli  are  the  remains 
of  the  WoUfian  duct  and  the  tubules  of  the  primitive  kidney.  To  the  me- 
dian siiie  is  the  small  paroophoron,  a  small  aggregation  of  eana- 
liculi also  derived  from  these  embryonal  structures. 

The  round  ligments  are  two  muscular  eordn  about  the  thick- 
ness of  a  pencil,  which  arise  from  each  side  of  the  funduid  immediately 
in  front  of  the  tube,  pass  in  a  curved  line  between  the  two  layers  of 
the    broad    ligament,  and  extend   first  to  the  lateral  and  Kound 

then  to  the  anterior  abdominal  wall  (Fig.  41).     From  this  iM^--"i«- 

IHiiiit  they  jmss  downward  and  enter  the  internal  ring  and,  traversing 
the  inguinal  canal,  emerge  from  the  external  ring  and  are  lost  in  the 
subcutaneous  cellular  tissue  of  the  lalMa  majora* 

The  saero-uterine  (recto-uterine)  ligaments,  or  fotils  of 
Douglas,  are  two  flat  peritoneal  folds  which  separate  from  the  pos- 
terior layer  of  the  broad  ligament  at  the  point  where  it  merges  with  the 
lateral    wall   of   Douglas's   s|>aee.     They  extt^inl    from   the  vauunt 

region  of  tlie  internal  os  to  the  anterior  sacral  wall,  where  i>*^udiw. 

they  are  Imi  at  the  level  of  the  second  or  third  sacral  vertebra.  Behind 
the  cervix  tliey  frequently  unite  to  form  a  loop  (Fig*  40)*  The  foUls 
of  Douglas  contain  tirm  connective  tissue  and  smooHi  nmsele  fibres 
(M*  retractor  uteri,  Luschka), 

Pa  1  p a  t  i  o  n  of  the  Uterus?.  After  the  finger  has  been  introduced 
into  the  vagina  it  is  rotated  so  that  the  volar  surface  is  din^tinl  upward 
and  passed  into  the  anterior  vaginal  vault,  or — a  still  better  procedure 
for  fixing  an   easily   movable  uterus— the  index    finger  is  p»!p»tMm 

introdueed  into  the  anterior  vaginal  vault  antl  the  middle  «'**>«  v»6pub, 
finger  phieed  against  the  vaginal  portion  of  the  cervix  or  into  the  pos- 
terior vaginal  vault*  The  external  hand,  witli  the  fingi^rs  slightly  flexed, 
is  placed  on  the  abdomen,  about  three  fingc*r-breadths  above  the 
symphysis,  with  the  finger  tips  tlirected  toward  the  umbilicus*  This 
brings  the  uterus  between  the  internal  and  tlie  external  hand  (Fig,  'A). 
Without  moving  the  internal  fingers  the  abdominal  wall  is  slowly  de- 
presseil  with  the  external  hand,  and  if  the  uterus  is  in  its  normal  j^osition 
it  will  then  be  felt  between  the  fingers;    if  not,  the  fingers  of  the  two 
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remgnko  the  cjigan  by  its  shape  ami  its  conm*rtion  with  the  vagirifil 
poHinh  of  ttir  rervix.  Tho  shajie,  the  ^turfaec,  anil  the  mzv  of  thi*  uttrui^ 
should  be*  notinl;  alf^o  the  eonHLHtoncy,  whiuh  h  to  hv  regarded  an  noriiial 
if  tlie  uterus  is  so  hard  and  uiiresiBting  that  it  cannot  be  iiident(*d  with 
the  finger;  next,  the  position  of  the  uterus  is  tleterinined,  and  finally 
its  mobility*  The  uterus,  whieh  h  i^urrounded  by  normal  eonneetive 
tiasue  and  peritoneum^  h  movabh*  in  ail  directions,  i.e.,  it  can  be 
drawn  towards  the  symphyBiis,  jjushed  into  the  hollow  of  the  Bacrum, 
diBpIaeed  towards  the  lateral  \nA\\v  wall,  elt^vated  along  with  the 
funduii*  to  a  point  about  half  way  between  the  umhilien^s  and  the 
symphysis,  and  displaced  so  far  downward  that  the  vaginal  portion  of 
the  cervix  almost  reaches  the  introitus.  These  movements,  which 
can  be  prrforrni»d  witliotit  causing  any  marked  pain,  incidentally 
serve  to  test  the  elasticity  of  the  ligaments.  The  two  broad  ligaTuents 
by  moans  of  their  elasticity  maintain  the  uterus  in 
the  mcilian  line;  the  round  ligaments  keep  the  fun- 
dus forward:  and  the  function  of  the  saero-utfTine 
IigHMH*nts  is  to  prevent  thc^  cervix  from  ilrojiping 
forward    and    ilownward. 

Palpation  of  the  L i g a  m e n  t  s .  Only  tlie 
round  Hgaincnts  and  the  sacro-uterinc  ligaments, 
which  are  reinforced  with  muscular  tissue,  are  acces- 
sible to  palpation.  The  l>road  ligaments,  unless 
they  are  thickened  from  pathologic  deposits,  cannot 
be  frit.  As  a  rule,  however,  the  ruunti  ligaments 
an*  not  felt  because  they  arc^  not  sufficiently  streteh(*d  ami  bt*cau.se  the 
intermediate  segment  is  comidetely  embedded  in  the  broad  ligament. 
On  the  other  hand,  if  the  uterus  is  enlarged  (myoma)  and  ckvated 
above  tlu'  pelvic  inlet,  the  round  ligaments  can  be  palpated  |.^j  rni„«f 
at  th*'  [>oint  where  they  are  inserted  into  the  uterus  Ity  'i>*  <  *t?ftm«^»i*» 
passing  the  external  hand  along  tlie  lat(Tal  asjieet  of  the  uterus  in  a 
ilirection  perptnnlicular  to  tlie  c<»urse  of  the  ligaments,  In  I  he  same 
manner  the  part  situated  near  the  horizontal  ramus  of  the  pubis  can  be 
felt  by  making  firm  pressure  mth  the  external  haml  and  passing  it 
up  and  down  in  a  direction  perpendicular  to  its  course.  The  recto- 
uterine ligaments  can  only  be  palpated  with  any  degree  of  cer- 
tainty through  the  rectum.  One  finger  is  introduced  through  the  fold 
of  Ktihlrausch  ami.  by  lateral  and  anterior  movcnientSt  the  ligament, 
which  is  usually  curved,  can  readily  be  felt,  esju'cially  if  it  is  placed  on 
the  f!tretch  by  forcing  the  uterus  forward.  If  the  ligaments  cannot  ]w 
reached  with  one  finger,  the  uterus  is  brought  nearer  by  drawing  the 
eervix  down  with  a  double  tenaculum:  or  two  fingers  are  introduced 
into  the  rectum  under  anesthesia. 


(Orijciii&l,) 
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Ovarieis, 


The  ovaries  are  almond-shaped  organt^  about  4  fin.  long^,  2  to 
2-5  cm.  broad,  and  1  to  1.5  cm,  thick.  Their  size  Is  .subject  to  certain 
variations,  due  to  maturation  of  the  folUcleB  and  the  formation  of 
corpora  lutea.  The  ovaries  are  situated  near  the  lateral 
wall  of  the  true  pelvisj  immediately  beneath  the  linea 
areuata.  The  upper  pole  does  not  reatdi  (luite  to  the  iliac  vef^seis,  while 
the  lower  just  fails  to  touch  the  floor  of  the  pelvis.  They  are  freely 
suspended  in  such  a  way  that  the  largest  diameter  is  parallel  to  the  long 
axis  of  the  body;  the  hilus  i^  directed  forward^  the  free  convex  bonier 
backward,  and  the  lateral  surface  almost  eotnes  in  contact  with  the 
pelvic  walL  The  ovary  is  attached  in  two  directions:  the  inferior, 
uterine  pole  gives  off  a  firm,  round  fibrous  band,  the  ovarian  liga- 
ment; which  is  from  2  to  3  cm.  in  length,  situated  between  the  two 
layers  of  the  broad  ligament,  and  inserted  in  the  lateral  aspect  of  the 
utenas  immediately  below  the  tube  (Fig,  42),  Above,  the  infundibulo- 
pelvic  ligament  passes  over  the  upper  pole  to  the  pelvic  wall;  the  lateral 
portion  of  the  infujuHbulo-pelvie  ligament,  which  suspends  the  ovary 
to  the  pelvic  wall,  is  abo  called  the  suspensory  ligament  of  the 
ovary  (Figs.  44  and  4(i),  The  ovary  is  not  covered  with  |>eritoneuni, 
being  attached  to  the  posterior  layer  of  the  broad  ligament  by  a  refiee- 
tion  of  the  peritoneum,  about  3  to  5  mm,  wide,  known  as  the  mes* 
ovarium  (Figs.  42  and  45),  so  that  only  the  portions  of  the  ovary 
immediately  a(Jjactmt  to  the  hilus  are  covered  with  peritoneum.  If 
the  uterus  is  placed  very  obliquely,  the  ovary  is  found  on  the  side  toward 
which  it  is  tlisplaced,  a  little  farther  back;  while  the  other  ovar}-^  is 
drawn  more  toward  the  michlle  of  the  pi*lvis. 

The  ovaries  may  l>e  most  easily  palpated  tlirough  the  vagina. 
In  order  to  find  the  left  ovary,  the  left  vaginal  vault  is  forced  toward 
the  linea  arcuata  with  the  internal  fingers,  whicii  are  bent  outward  and 
Palpation  of  upward,  and  the  external  hand — ^with  slightly  flexed  fingers 
tiieOvwiij*.  __j^  place<i  on  the  abdomen  a  little  to  the  inner  side  of  the 
internal  hand;  both  hands  are  then  brought  together.  In  this  way  the 
ovary  is  usually  found  at  the  first  attempt.  It  is  recognized  as  an  oval 
body  of  the  bizq  mentioned,  and  of  firm,  but  not  hanl  eonsistency. 
The  ovary  is  very  movable  and  easily  slips  from  between  the  fingers — 
a  point  of  great  importance  in  diagnosis.  As  a  rule,  the  ovary  is  very 
sensitive  to  moderate  pressure. 

If  the  ovary  is  not  found  at  the  place  indicateil,  the  correspond- 
ing liaif  of  the  pelvis  must  be  carefully  searched  by  passing  the  fingers 
in  close  contact,  as  described,  up  and  tlown  from  behind  forward. 
The  fingei^  must  be  kept  constantly  in  contact,  otherwise  thc^  ovary 
will  slip  through  without  being  noticed.  It  is  not  difficult  for  a  i»rac- 
tised   examiner   to    find    the   ovary   by  starting  at   the   eornu   of   the 
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uterus  and  following  the  tube  or  ovarian  ligament,  as  either  of  these 
muBt  t*ventually  guiilc  him  to  the  ovary.  The  right  ovary  is  also  pal- 
patetJ  with  the  left  hancL  The  wrist  is  strongly  depressed,  the  finger 
tips  of  the  internal  han<l  are  rai^^ed,  and  the  hand  at  the  j^ame  thm*  18 
slightly  rotated  outwani;  the  search  in  mailc  chiefly  with  tlie  finger 
tips*    Although  the  position  of  the  hand  is  somewhat  more  inconvenient 
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than  in  iial|>ating  the  left  ovary»  it  ran  nevertheless  be  found  without 
any  iliffieulty,  e,si>eeially  if  the  examiner  sits  or  stantls  on  the  left  side 
of  the  patient.  The  other  hand  need  be  employed  only  if  it  is  found 
impossible  to  make  an  examination  of  th(^  ri^ht  adnexa  in  this  way. 
In  t'xaniining  tlie  ovaries  the  points  to  be  noted  are:  the  size,  shape, 
surface,  degree  of  sensitiveness,  and  mobility.  The  chief  sources  of 
error  are  seyhala,  or,  on  the  left  side,  the  empty  sigmoid  flexure,  which 
KVK^  frt^uently  mistaken  for  the  ovaries. 


90 


GYNECOLOGICAL   DIAGNOSIS 


^^ 


The  Fallopian  tubes  are  small  hollow  itmscular  conli^  rrotn  10  to  12 

cm.  ill  length.  They  are  situated  id  the  upper  free  margin  of  the  broad 
ligament  ami  are  therefore  covered  witli  peritoiunun,  so  that  only  a 
FaUopma  Small  portlon  of  their  lower  periphery  is  directed  toward 

Tubci!.  ^j^^-.    (>ontiectiv^e    tissue   of   the    broad    ligament    (Fig,    48), 

From  the  open,  fimbriated  extremity  the  fimbria  ovarica  passes 
along  the  infundibulo-pelvic  ligament  to  the  ovary.  The  Fallopian 
tube  begins  at  theeornu  of  the  uterus,  runs  at  first  horizontally  immedi- 
ately behind  the  anterior  pelvic  wall,  takes  an  upward  direction  ju?;t 
before  reaching  the  ovary,  pasf^ing  over  that  structure,  and  dips  down 
with  its  abdominal  extremity  into  the  lateral  portion  of  Douglas's  space, 

where  the  inf  undibulum  occu- 
pies a  position  near  the  sacro- 
iliac articulation.  The  tube  is 
accompanied  by  the  adjoining 
portion  of  the  broad  ligament » the 
:^o-called  mesosalpinx,  whieh 
al^o  passes  over  the  ovary  and 
eovei-s  the  hilus  almost  completely 
tFig.  4G). 

The  tubes  can  be  palpated 
only  when  the  abdominal  walls 
are  unusually  yielding.  The  uter- 
ine extremity  is  a  little  thirker 
and  is  more  readily  palpated  tlian 
the  abdominal  end,  which  is  too 
soft  to  be  felt.  The  tube^^  are 
found  by  holding  the  fingers  close 
together  and  passing  them  to  and 
fro  in  a  direction  perpendicular  to  the  line  of  the  tubes,  when  they 
may  be  felt  m  soft  eon  is  about  the  thickness  of  a  knitting-needle, 
riiipatioii  of  I'l^t^'  chief  source  of  error  is  the  ovarian  ligament  which, 
tUoTub«H.  however,   is   shorter   and   firmer   in  consistency.     Normal 

tubes  are  not  painfuh 

The  parametrium,  or  pelvic  connective  tissue,  is  part  of  the  con- 
nective tissue  that  is  found  all  through  the  body,  with  which  it  is 
continuous*  The  main  stem  of  the  connective  tissue  forms  a  horizontal 
layer,  whieh  is  bounded  below  by  the  levator  ani»  and 
covered  above  with  peritoneum  (Fig.  49).  As  the  latter 
dips  down  it  forms  a  number  of  pockets  of  va^>^ng  depth.  The  upper 
boundary  of  the  pelvic  peritoneum  is  very  irregular,  and  its  thickness 
varies  greatly  in  different  places.  The  parametrium  is  best  developed 
between  the  cervix  and  the  pelvic  wall,  where  it  is  known  as  the  basis 
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of  thr  lu'Mail  liganuMit  or  ciirdiiuil  I  iga  uifiit .  It  f^upports 
most  of  thp  V(*s8('ls  and  the  ureter.  This  main  portion  of  \\\\:  pclvit*  ronnt^e- 
tivi*  ti^suf  Is  ]K*rfirrHt(Hl  in  front  hy  th<*  liladiirr  antt  niTtlira,  in  tlu*  niiddlc 
by  thr  genital  canal,  and  postt^riorly  by  tho  rectum,  so  that  the^^e  struc- 
tures are  enveh^ped  in  connective  tij^i^ue  ([laracy^stiuin,  paracolpiuni, 
paraproctium).  Owing  to  this  arrangement,  the  eonneetivc  ti^^ue  i.s  least 
ahuoilant  in  thf*  median  line,  while  in  the  interval  lietween  tlie  lateral 
fiurface  of  the  organs  antl  the  pelvic  wall  are  foniid  tht^  two  chief  nuiwses 
of  connective  tissue,  which  are  connected  in  tht*  mitldle,  particularly 
in  front  of  and  behind  th(^  cervix,  by  Imnds  snrronnfling  the  latter 
(Figs.  47  and  49).  This  main  central  portion  of  the  parametrium  jst^itls 
out  processes^  in  various  directions. 
Above  it  gives  ri.sc  to  the  connec- 
tive tissne  of  the  broatl  liga* 
ment,  which  gradually  l>ecomes 
narrow^er  and  extemb  to  the  tul>e 
(Fig*  48):  in  front  it  comes  in 
direct  relation  with  the  cavum 
praeperitoneale  Retzii,  sur* 
rounds  the  lateral  wall  of  the 
bladder,  and  passes  uijward  to 
the  abdominal  wall  as;  the  retro- 
peritoneal  tissue.  The  retro-cer- 
vical connective  tissue  gives  off 
a  branch   known   as  the    reeto-  i,     .^    „  , 

pm.  4S,— SaCSITTAL  feECnOW   THWOUOIl  THt  FELVtH 

vaginal    se t* t  ii  m  »    wiiich    tlips     ^"  "^h*^  i-*^"*  <>^  "^""^  UTiiftun,  siu^wtMi  thk  hkoau 

LirjAlTKWT   HiMNG    oi/T   or   Till.    HflMIEOSmiL     Lwi.w 

dow^n   between  the  jiDstenor  wall     «r  e*jsxix-rtvF  Tihh^k  rm(«iifiwJ  aft*T  Ffsumri,    in 

f        %  .  I      Ai_  A  fforH,  tlip  hliuidrr;  behind  \%,  tl*e  iirpter;    lic^lnnit  ili4ir, 

of  the  vagina  aiid  the  rectum  rb**  vwEmai  p*»rtk.n  wit  inn  th«*  vnuit  of  tii*  vnicinn. 
and,  wcomiikg  gradually  thuuuT, 

extemls  to  a  j>nint  half  way  up  the  po,^terior  vaginal  wall.  The  large 
masj^es  of  connective  tissue  along  the  pelvic  wall  arc  in  direct  comnui- 
nication  with  the  conn4*ctiv(*  tissue  lying  on  the  iliac  bone:  postt^riorly 
the  peritoneum  merges  with  tin-  retroperitont^al  connective  tit^sue  and, 
through  the  sciatic  notch,  with  the  connective  tiasue  underneath  the 
glut<^al  mui^cles.  In  front  it  escajjes  from  the  pelvis  underneath  Ponpart's 
ligament  and  i>asses  to  the  connective  tissue  of  the  thigh. 

The  connective  tissui*  is  everywhere  so  soft  that  it  offers  no 
resistance  to  palpation.  Wherever  there  is  normal  connective  tissue 
the  palpating  fingiTs  come  together  without  feeling  anything. 

The  urinary  bladder  is  interpolated  Ix^tween  tlie  vagina  and 
uterus  (Figs.  40  and  44).  The  lower  wall  of  the  bladder  \^  intimately 
connected  with  the  anterior  wall  of  the  vagina  and  adjoining  para- 
meirium.     Tlie   posterior  wall   of   tlie  vagina   is   connected    with    the 
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antcTior  wall  of  the  cervix  from  the  internal  os  downward  to  the 
insertion  of  the  vaginal  vault;  when  the  bladder  is  distended  with 
Uniwiry  uHnt",  the  loosely  adherent  peritoneum  is  separated  from  the 

Biaddtr.  anterior  wall  of  the  uterus,  and  larger  portions  of  bladder  and 

uterine  wall  are  in  contact.  Laterally  from  the  cervix  the  bladder  is  also 
connected  with  the  parametrium.  The  upper  wall  is  covered  with  peri- 
toneum and  the  anterior  is  attached  by  means  of  loose  connective  tissue 
to  the  posterior  wall  of  the  symphysis  and  the  horiasontal  ramus  of  the 
pubes.  When  the  bladder  is  empt}",  the  upper  wall  is  liollowed  out  like 
a  saucer  ami  in  contact  with  tlie  lower  walL    As  the  organ  fills,  the  urine 
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Fio.  49,^rilONf  AL  .SfsntOT*  Tnnor/aH  titk  Fkmale  Pf;lvi«.  (Mmiifif*d  nfrrr  WnUipyer.)  Tlie  vnginii 
\m«  bwcn  opened,  t^hywing  tlie  viMj:iiLa.L  |ioniim  tjf  I  be  rervi\;  above,  I  lie  aiitvili^?iCnl  uterus  with  Itjs  peri- 
luiiemL  n]V4;rin(fM;  on  each  lide,  the  ba^m  *if  tin*  Unnul  liiiia^nietit  tfiiveriwi  Ij.v  Ui**  unfter;  the  v*!j»^1s  are  dh^diqnl 
out  cm  tke  left  aidftj  white  on  tlie  right  tlit*y  ivre  stiJI  cm-eri^ij  with  (jerituhvum. 


collects  first  in  the  lateral  portions  of  the*  bhulder,  then  the  upper  wall 
separates  from  the  lower,  until  finally,  if  the  distention  continues,  the 
shape  of  the  bladder  beeomef^  approximately  spherical. 

When  empty  the  bladder  is  felt  to  be  soft  and  flabby;  even  when  it 
contains  a  moderate  quantity  of  urine  it  is  still  so  flabby  that  it  cannot 
be  palpated.  There  must  be  from  300  to  400  c*c,  in  the  organ  before 
Pajpsisonof  it  has  the  res^istance  of  a  moderately  cystic  tumor,  which 
Bi^itier.  j^  often  situated  a  little  to  one  side  of  the  median  line.     A 

greatly  distended  bladtler  may  simulate  a  cystic  tumor,  and  when  it 
is  filled  to  bursting  it  may  even  give  the  impression  of  a  solid  tumor. 

The  c  y  s  t  o  s  c  o  p  i  c  findings  in  the  normal  bladder  are  as 
follows    (Fig-  50): 
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As  the  eystoscope  is  iiitroducod  into  tht*  bladder,  the  internal 
orifice  of  tlic  urethrap  which  forms  th(*  boundary  between  the  two 
struct uresH,  is  distinctly  seen.  At  the  anterior  boundary,  where  the 
transition  takers  phiee  at  a  sharp  angle,  the  orifiee  appears?  sharply  out- 
lined as  a  bright  (transhieent)  ridge  of  mucous  membrane;  behind, 
where  the  transition  is  gratlual,  the  intensely  red,  velvety  urethral 
mueou8  niembranr  gradually  mt^^grs  into  the  mucous  membrane  of 
the  bladder;  depending  on  the  pasition  of  tin*  eyi!!tosfieo|>e,  tlie  transi- 
tion at  this  point  may  also  be  more  or  k'ss  abrupt.  After  the  prism  of 
the  cystoseo|>e  has  entered  the  liladder,  the  wall  of  the  viscus  comes 
into  view.  The  mucous  membrane  is  vi^Uovvish-whitc,  often  intensely 
white  in  color,  and  the  entire  periphery  of  the  bladder,  as  far  as  the  pos- 
terior wall,  is  almost  devoid  of  vessels;  only  occasionally  a  slender  vt^in 
or  artery  appearing  here  and  there.  In 
the  trigonum  the  injection  is  more  abun- 
dant, and  vessels  are  seen  extending  in 
fan*like  formation  from  the  urethral  orifiee 
toward  the  o[>enings  of  llie  ureters  and 
sometimes  surrouinling  them;  the  entire 
mucous  meml>rane,  owing  to  the  greater 
vascularity,  shows  a  difTuse  IJush. 

The  most  important  part  of  the  picture 
is  the  trigonum*  which  is  bounded  by 
the  two  ureteral  orifices  and  the  inter- 
ureteric  ligament  connecting  them.  De- 
pending on  th(^  distance  Ijelween  the 
ureteral  openings  and  their  distance  from  the  urethral  orificesp  the 
angle  of  the  trigonum  is  found  to  be  either  an  acute  or  obtuse  angle. 

The  ureteral  orifiee  is  distinctly  seen  as  a  small  o|>ening,  shaped 
like  a  cleft  or  occasionally  round,  and  lying  near  the  median  line  on  a 
slight  oval  prominence,  which  gradually  merges  on  each  side  witli  the 
wall  of  the  bladder.  The  intc^^un^teric  ligann^nt  which  connects  the 
two  eminences  is  often  merely  indicati^d  anil  somi.*time.'s  cannf*t  be  seen 
at  all.  By  close  observation  the  urine  may  be  seen  spurting  out  of 
the  ureteral  orifice  and  setting  up  a  vortical  movement  in  the  injected 
fluid;  the  frefpiency  of  the  phenomenon  will  depenil  on  the  secretory 
activity  of  tlie  kiilneys*  The  two  uretc^rs  usually  work  synchronously; 
as  the  urine  is  extrudeil,  the  contraction  of  the  ureter  not  infrequently 
can  be*  i^i*vn,  particularly  if  the  eminence  surrounding  the  orifice  is  well 
marked. 

Aside  from  the  trigonum^  the  normal  bladder-wall  presents  a 
uniform  picture,  except  above^  at  the  vertex,  where  one  or  two  points 
of  interest  may  be  noted.    At  the  highest  point  of  the  vei-tex  is  a  small 
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air-bubble,  formed  by  the  air  which  enters  with  the  cystoscope;  it 
varies  in  size  and  is  in  close  contact  with  the  upper  wall  of  the  bladder. 
This  air-bubble  is  most  useful  for  purposes  of  orientation.  Occasionally 
one  may  see  slight  protrusions  of  the  vesical  wall,  corresponding  to 
neighboring  organs  in  close  contact  with  the  viscus;  as,  for  example, 
in  front,  the  swelling  of  the  symphysis,  and  above,  the  ''shadow  of  the 
uterus''  (Stockel).  Occasionally  the  peristaltic  movements  of  the 
coils  of  intestine  can  be  distinctly  seen  through  the  upper  wall  of  the 
bladder,  as  well  as  a  displacement  of  the  organ  synchronous  w^ith  the 
respiratory    movements. 

The  ureter  passes  immediately  behind  the  insertion  of  the  infun- 
dibulo-pelvic  ligament,  over  the  ilio-psoas  muscle,  and  enters  the 
true  pelvis,  where  it  runs  behind  and  below  the  ovary  and  enters  the 
broad  ligament  (Figs.  44,  46,  49);  traverses  the  connective 
tissue,  and  approaches  the  cervix  from  above  to  within 
about  1  cm.  at  the  level  of  the  internal  os  (Fig.  47);  from  that  point 
it  passes  in  a  direction  from  above,  behind  and  outside — downward, 
inward  and  forward  to  the  anterior  vaginal  vault,  with  which  it  remains 
in  close  contact  for  a  distance  of  1  to  L5  cm.,  and  enters  the  posterior 
wall  of  the  bladder  from  behind  and  above  (Fig.  44). 

Only  that  short  portion  of  the  ureters  which  is  in  contact  with  the 
anterior  vaginal  vault  is  accessible  to  palpation.  They  may  be  felt 
for  a  distance  of  1.5  to  2  cm.  from  about  the  point  where  the  urethra 
Palpation  of  ^l^P^"^  down  to  enter  the  bladder,  in  the  lateral  portion  of 
the  Ureters.  ^j^^,  antcrior  Vaginal  vault,  toward  the  base  of  the  broad 
ligament,  and  give  the  impression  of  smooth,  easily  movable  cords 
which  are  lost  as  they  pass  upward.  They  form  a  triangle  open  posteri- 
orly. Under  normal  conditions  palpation  of  the  ureters  is  very  uncer- 
tain; when  the  tissues  are  thickened,  the  ureters  can  be  felt  somewhat 
more  easily  and  over  a  considerable  extent.  Palpation  can  be  rendered 
much  easier  by  introducing  an  ureteral  catheter. 

The  rectum  enters  the  left  side  of  the  true  pelvis  in  front  of  the 
sacro-iliac  articulation  and,  approaching  the  median  line,  courses  down- 
ward along  the  anterior  excavation  of  the  sacrum.  At  about  the  level 
of  the  linea  arcuata  the  rectum  loses  its  mesentery,  and 
"™'  from    that    point,    covered    with    parietal    peritoneum,    is 

extra-peritoneal  down  to  the  floor  of  Douglas'  space;  from  this  point 
down  to  the  anus  it  is  completely  enveloped  in  pelvic  connective  tissue 
(Figs.  40,  44  and  40). 

The  rectum  is  situated  approximately  in  the  median  line  in  front 
of  the  sacrum,  and,  when  it  :s  empty,  can  be  felt  as  a  movable  band 
about  as  wide  as  a  man's  finger;  when  it  contains  feces,  soft  doughy 
masses  may  be   felt   in   the   lower   portion   of  the   canal.     When  the 


SPECIAL   DIAGNOSIS 


na 


fingiT  is  introducpd  into  tht*  iTctuiii,  it  first  vnivYR  the  ampulla; 
when  thr  gut  ii^  empty,  the  walls  are  in  close  eoutaet,  and  farther 
up  are  oftrn  difficult  to  separate*     About  G  oul  nljove  the  i»«ipflumi 

anus  a  creseeiitie  fold  of  niueouH  mendjrane  is  felt,  ehiefly  "f  iJ**  R^*?i"m- 
in  the  anterior  and  right  wall  of  the  rectum  and  encroaching  on  the 
lumen  (fold  of  Kohlrausch)   (Fig,  40). 

On  the  left  side,  at  the  level  of  the  pelvic  inlet  and  a  little  above 
it,  is  felt  the  sigmoid  flexure,  which  projects  more  or  less  into  the 
ptdvis,  depending  on  the  length  of  its  mesentery,  ami  occasionally  may 
occupy  the  median  line  in  front  of  the  uterus.  When  empty  it  forms 
a  rililxju-like,  very  movable  band;  when  it  is  full,  soft  inasse.^  of  fences 
or  hard  scybala  are  sometimes  felt  and  may  simulate  the  ovary  or 
tumors  of  the  adnexa  (Fig.  51)* 


FfO,  SK^SictttOin  Fi*i?3Ettt«*t  Filleu  with  Fttrtm,     P,'F.  i  palpatory  findini^),    H.    (Ori^n*!.) 

For  purposes  of  orientation  it  is  important  to  be  familiar  with  the 
bony  parts  af  the  pelvis  that  can  l)c  palpated  through  the  vagina. 
We  can  feel  the  posterior  wall  of  the  symphysis  and  the  horizontal  and 
discending  ramus  of  the  pubes.  Only  the  upper  portions  ^^^y  p^^* 
of  the  ascending  ranms  of  the  ischium  are  accessible  to  "f  f^r^  Peivi*. 
palpation,  while  the  tuberosity  of  the  ischium  and  ascending  portions 
can  rarely  be  felt  through  the  su|>erim]>osed  soft  parts.  With  regarit 
to  the  descending  ramus  of  the  ischium,  the  spine  is  readily  felt  and  is 
un  important  landmark  by  which  we  iletermine  the  level  of  the  vaginal 
portion  of  the  cervix.  The  linea  arcuata  can  be  readily  palpated  if 
the  vaginal  walls  are  not  too  resistant,  particularly  under  anesthesia; 
also  the  upper  borch  r  of  the  sciatic  notch.  The  j>romontory  and  the 
upper  segnients  gf  the  sacrum  can  be  reached  if  the  pelvis  is  not  too 
[Wide;  while  the  posterior,  widely  arching  portions  of  the  sacrum  can 
ely  be  felt  from  in  front* 
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Oecasionally  an  indiviiUml   muscle  can  be  felt   in  the  tree  pelvis* 

particularly  if  it  ^  in  (/ontraction.  The  pyriformis  forms  a  slight 
pronajienco  on  the  atiterior  wall  of  the  upper  half  of  the  gaerum.  Along 
Mmiciftfl  In  the  thc  aiiterior  pelvic  wall  on  the  obturator  foramen  the  flat- 
TriiePeivi*.  tcHed  obturatoT  intern  us  can  oeeasionally  be  felt^  and 
at  the  level  of  the  pelvic  inlet  one  feels  the  belly  of  the  iliopsoas 
muscle,  exten<iing  from  within  and  above — downward  and  outward. 
Lymphatics  and  Lymph-Glands,  The  lymphatics  of  the  entire  vulva 
and  lower  third  of  the  vagina  empty  into  the  inguinal  glands* 
The  latter  also  receive  a  lymphatic  vessel  which  originates  at  the  cornu 
Lympbsiie^  »nij  of  the  uterus  and  passes  through  the  inguinal  canal  in 
Lymph^iaud^.  compauy  with  the  round  ligament.  The  lymphatics  of 
the  middle  thin!  of  the  vagina  traverse  the  pelvis  singly;  those  of  the 
upper  third,  in  company  with  the  lympliaties  from  the  vaginal  portion 
of  the  cervix,  unite  to  form  large  masses  whicli  pass  through  the  base 
of  the  broad  ligament  (Fig.  52)  to  the  hypogastric  glands  situated 
near  the  point  where  the  uterine  artery  is  given  off,  and  to  the  two  or 
three  iliac  glands  which  are  found  at  the  point  where  the  hypogastric 
and  iliac  arteries  separate.  These  iliac  glands  also  receive  a  few  large 
trunks  from  the  lower  jiortion  of  the  body  of  the  uterus.  The  lymphat- 
ics of  the  upper  jiortion  of  the  body  ami  those  of  the  fundus  collect  at 
the  lateral  border  of  the  uterus  to  form  larger  trunks,  anastomose  with 
the  lym|>hatics  of  the  cervix,  and  pass  along  the  upper  border  of  the 
broad  ligHment  in  eoniirany  with  the  lymphatics  of  the  tube  and  ovaries 
to  the  infundibulo-pelvic  ligament,  in  which  they  pass  upward  and 
then  dip  down  on  the  anterior  i^urfaee  of  the  vertebral  column  to  enter 
the  lumbar  glands,  which  surround  the  aorta  at  the  level  of  the 
lower  border  nf  the  kidney,  A  few  smaller  lyn)phatics  from  the  upper 
part  of  the  vagina  and  cervix  enter  the  sacral  glands  which  are 
situated  in  front  of  the  sacral  foramen,  A  few  smaller  lymidi-glands 
are  lodged  in  the  tissue  of  the  parametrium. 

The  pelvic  glands  can  r  a  r ely  be  palpated  unless  they  are 
enlarged,  when  they  can  be  demonstrated  umler  profound  anesthesia 
Fnipriiinijnfnip  bv  luscrting  two  fingers  into  the  rectum  toward  tlie  linea 
p*.ivie  ubudi*.  arcuata  and  making  pressure  with  the  external  hand  at 
the  corresponding  point.  The  lumbar  glands  can  be  palpated  only 
when  they  are  very  much  enlarged. 

Finally  J  it  is  necessary  for  a  complete  gynecologic  diagnosis 
for  the  examiner  to  be  familiar  with  the  blocwl- vessels 
which  supply  the  internal  female  sexual  organs.  They  receive  their 
blood  from  two  directions: 

The  internal  spermatic  or  ovarian  artery,  w^hich  is  given 
off  directly  from  the  abdominal  aorta,  crosses  the  iliac  vessels  near, 


Bbod-vej<i»eb. 


m 


(;nm  (  ni.(M.ii   .1    :• 


|»;i.  ("H'll;»:i  \  "l!  • 
|»r«'|pili.-li'  .■...■ 
M..- 

;it    •.!..-    '. 

ol"  1  111-  ii"vi\.   iin^i    1*     Si;  ■■■ 
(»t"  tile  lir«';j:!  li'.'-.r!}!^':'      *  '.■.  ^ 

ihriM'    il  ill  r     i;l;i  !i,|<     \>  !j,  !i  . 

aiKi  iliac  .•n'Trri(<  >^'|i:n. 
trunks  iV.(^2lJb(DJb3v 
ii's  (»f  tl)f  iippcr  poll  iiii, 
the  lateral  !••)!•.!■■)   of  \  h- 
ilic  ly!ii|»li;j!i(-  tit'  \  ',► 


!92ii^n^i^ 


SPECIAI.   DIAGNOSIS 

and  in  front  of  the  ureter,  enters  the  infuiidibulo-pelvio  ligament 
opposite  the  pelvic  inlet,  follows  the  upper  bonliT  of  the  ovary,  which  it 
i?up plies  along  with  the  tube^  and  anastomoses  with  the  corresponding 
terminal  branch  of  the  uterine  artery. 

The  uterine  artery,  a  branch  of  the  hypogastric,  is  at  first 
subperitoneal  and  follows  the  inner  wall  of  the  pelvis  for  a  certain 
distance;  it  then  leavers  the  pel  vie  wall  and  turnt^  toward  the  median 
line,  traversing  the  parametrium  to  reach  the  cervix^  after  giving  off 
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near  the  vagina!  vaidt  the  vaginal  artery,  which  descendB  along  the 
lateral  wall  of  the  vagina.  The  main  branch  of  the  uterine  artery  turns 
on  itgtelf  at  the  cervix  and  folJows  a  very  tortuous  course  upward  be- 
tween the  two  layers  of  the  broad  ligament  along  the  lateral  margin  of 
the  body  of  the  uterus,  supplying  to  both  walls  of  the  uterus  branches 
which  surround  the  lx>dy  and  anastomose  with  the  arteries  of  the  op- 
posite fiide.  At  the  cornu  it  gives  off  one  branch  to  the  tube,  another 
to  the  rounil  ligament,  and  with  its  terminal  branch  supplies  the  ovary, 
running  between  ttie  two  layers  of  the  broad  ligament  to  meet  the  termi- 
nal branch  of  the  spermatic  artery.  (Fig,  53.) 
7 
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In  a  similar  manner  the  veins  carry  oflf  the  blood  of  the  internal 
genitalia  in  two  directions.  The  veins  of  the  ovary  and  of  the  lateral 
portion  of  the  tube  unite  with  broad  anastomosing  branches  from  the 
uterine  vein,  to  form  the  spermatic  vein,  with  the  production  of  a 
dense  plexus,  the  pampiniform  plexus,  which  surrounds  the  sper- 
matic artery  and  dips  down  into  the  vena  cava.  The  veins  of  the  upper 
portion  of  the  vagina  and  uterus  join  together  at  the  lateral  aspects  of 
the  organ  to  form  the  dense  utero-vaginal  plexus,  and  also  unite 
to  form  the  uterine  veins,  which  traverse  the  parametrium,  and 
empty  into  the  hypogastric  vein;  the  two  plexuses  anastomose 
freely  with  one  another  (Fig.  54). 

Pal   tion  ^^^    arteries    can    be    palpated    when    the   vaginal 

the  Blood-  branches  are  dilated  and  pulsate  distinctly.     In  the  same 

way  the  pulsation  of  the  large  trunks  along  the  pelvic  wall 
can  be  felt  through  the  rectum.  The  veins  in  the  pelvic  wall  are 
perceptible  to  the   sense   of  touch   only  when  they  are  thrombosed. 

Histology. 

In  the  discussion  of  the  normal  histologic  composition  of 
the  tissues  we  shall  include  only  those  parts  of  the  sexual  organs  which 
are  important  from  the  standpoint  of  microscopic  diagnosis. 
These  are  the  vulva,  urethra,  vagina,  vaginal  portion^ 
cervix,  uterus  and  its  mucous  membranes,  and  Fallo- 
pian   tubes. 

The  vulva  (labium  majus,  minus,  clitoris,  mons  Veneris),  like 
the  skin  of  the  female  body,  is  everywhere  covered  with  stratified 
squamous  epithelium.  Cylindrical  in  the  deepest  layers,  the  epithelium 
„.    ,   .  gradually   becomes   more   cuboidal,   while   nearer  the  sur- 

Hiatologic  ?  ,  ,  .,,,..,, 

Composition  of  facc  the  elements  are  more  circular  and  distinctly  dentate 
(prickle  cells) ;  the  superficial  layer  contains  flat,  horny  cells. 
— The  nuclei  of  the  epithelial  cells  take  the  stain  readily ;  they  are  often 
absent  entirely  in  the  horny  layers.  The  stratified  squamous  epithelium 
everywhere  contains  papillae  with  blood- vessels  and  nerves. — The  ''exter- 
nal surface''  of  the  labium  majus  is  covered  with  well  developed 
Labium  hfl'ir  and  sebaceous  glands;    the  ducts  of  the  latter  open 

Majus.  around  the  hair  follicles,  three  or  four  being  grouped  around 

each  hair.  The  orifice  of  the  duct  is  situated  somewhat  underneath  the 
epidermal  layer.  The  sebaceous  glands  are  of  the  acinous  variety; 
they  are  lined  with  cuboidal  and  cylindrical  ei)itheliuin,  which  is  ar- 
ranged in  several  layers  at  the  opening  of  the  duct.  The  individual 
elements,  which  are  forced  upward  and  cast  off  by  the  growth  of  younger 
cells  underneath,  become  enlarged  and  swollen  by  taking  up  fat  drop- 
lets and  gradually  break  down.     In  the  duct  the  cuboidal  and  cylindri- 
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epitheliom  of  the  acini  is  replaced  by  the  stratified  epithelium  of 
the  epidcrnus. — The  sweat  glands^  which  must  be  mentioned  in 
addition  to  the  sebaceous  glands,  are  isolated  and  traverse  the  epidermal 
layer  in  corkscrew  Eashionp  At  their  entrance  into  the  subcutaneous 
connective  tissue  they  are  slightly  dilated  in  the  shape  of  a  funnel  and, 
after  pursuing  a  straight  or  slightly  spiral  course  through  the  sub- 
cutaneous tissue,  they  become  convoluted  in  the  deeper  layers,  at 
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the  level  of  the  hair  papillae,  or  sometimes  immediately  underneath  the 
subcutaneous  fatty  tissue.  The  lining  of  the  convoluted  extremity  of 
the  canaliculi  consists  of  cylindrical  epithelium,  while  the  shaft  is  lined 
with  several  layers  (from  two  to  three)  of  epithelial  cells. — ^The  loose 
connective  tissue  undrrneaih  the  epidermis,  whii-h  accommodates  the 
hair  follicles^  sweat  glanils,  blood  and  lymph  vessels,  and  nerves^  eon- 
tainfi  the  fatty  tissue  arrange  f I  in  lobules  of  varying  size  (Fig.  55). — 
The  same  constituents  are  eon^tantly  found  both  in  childhood  and  in 
maturity.     In  childhood  the  imperfectly  developed  hairs  (lanugo 
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Fig.  55. — Vulva  of  a  New-born  Child.  The  cutis  contains 
pebaceous  glandi*  and  sweat  crlandM.  The  former  are  racemose, 
the  latter  tubular  in  structure:— Lanugo  hair.    (Original.) 


hair)  appear  as  appendages  of  the  relatively  large  sebaceous  glands; 
while  in  sexually  mature  individuals  the  sebaceous  glands  seem  to  rep- 
resent appendages  of  the  hairs  (Fig.  56). — As  the  result  of  severe  dis- 
ease (febrile  conditions) 
marked  changes  in  the 
size  of  the  individual 
parts  may  occur.  —  In 
old  age  a  general  atro- 
phy of  all  the  various 
parts  takes  place,  the 
epidermis  becomes  atten- 
uated, the  papillse  disap- 
pear almost  completely, 
and  the  boundary  line 
between  the  papillse  and 
the  subcutaneous  tissue, 
instead  of  being  as  before 
wavy,  with  a  slight  bulg- 
ing toward  the  deeper  layers,  becomes  smooth  and  even  slightly  convex 
toward  the  surface.  Both  in  the  connective  tissue  and  in  the  deepest 
layers  of  the  epidermis 
pigmentation  is  seen 
in  old  individuals,  while 
it  is  absent  in  the  tissues 
of  children.  The  lowest 
cylindrical  epithelial  cells 
of  the  epidermis  (rete  Mal- 
pighii)  often  appear  brown 
or  blackish  in  the  micro- 
scopic picture  and  exhibit 
granular  pigment. — 

For  purposes  of 
diagnosis  it  is  impor- 
tant to  be  familiar 
with  the  various  pic- 
tures, especially  those 
which  are  oblique  or  hori- 
zontal sections,  as  well  as 
those  produced  by  sections 
through  the  superficial  and  through  the  deep  layers  of  the  skin.  One  who 
has  only  had  the  opportunity  to  familiarize  himself  with  the  appearance 
of  the  epidemiis  in  a  vertical  section  will  find  orientation  difficult  in 
a  Hat  section  and  will  be  in  danger  of  mistaking  sections  of  the  epithelial 


Fig.  56. — Vulva   op   a  Woman.     The  cutis  contains  sebaoecNU 
gland.s,  Mweat  glands  and  hair.      (Original.) 
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ular  dilatations.  The  lining  epithelium  of  the  duet  contains  numerous 
vacuoles; — preparations  from  new-born  children  contain,  in  addition  to 
the  main  duct,  one  or  two  short  accessory  ducts  which  end 
blindly  (Fig.  57). — The  distal  portion  of  the  duct  breaks  up 
into  several  branches,  so  that  Bartholin's  gland  appears  to  be  made 
up  of  several  lobules  and  exhibits  a  racemose  structure. — The  epithelium 
of  the  gland-duct  in  the  region  of  the  gland  itself  is  of  the  high  cylin- 
drical variety,  with  well-staining  nucleus  situated  near  the  base.  In 
the  terminal  branches  the  epithelium  often  is  low.  The  epithelial 
cells  are  more  translucent  and,  like  the  epithelium  of  the  cervix, 
do  not  stain  well  (Fig.  58). — The  clitoris  is  covered  with  stratified 

squamous  epithelium  and  does  not 
contain  any  glandular  structures. 
The  tissue  contains  well-developed 
vessels,  especially  those  of  the  corpora 
cavernosa. — The  inner  aspects  of  the 
labia  majora  are  devoid  of  hair;  here 
we  find  only  sebaceous  and  sweat 
glands,  the  latter  disappearing  at  the 
junction  with  the  labia  minora. — 
The  labia  minora  are  covered 
with  stratified  squamous  epithelium 
and  contain  chiefly  sebaceous  glands 
(epithelial  derivatives)  which  are  flat 
(umbrella  or  fan-shaped),  and  spread 
out  underneath,  and  parallel  with 
the  squamous  epithelium.  In  old 
age  the  glands  undergo  considerable  atrophy.  The  beautiful,  branch- 
ing, racemose  gland  lobules  covered  with  epithelium  are  often  replaced 
by  hollow  epithelial  depressions  which  end  abruptly,  or  may  here  and 
there  be  provided  with  a  knob-like  prominence  at  their  extremities, 
the  remains  of  the  gland-body  (senile  condition). — In  new-born  chil- 
dren, and  in  most  girls  up  to  the  age  of  ten  or  twelve  years,  the  labia 
minora  contain  no  sebaceous  glands.  Occasionally  the  beginning  of 
sebaceous  gland  formation  may  be  recognized  as 
early  as  the  sixth  or  seventh  year;  rarely  at  a  still  earlier 
date.  The  great  paucity  of  sebaceous  glands  before  the  establish- 
ment of  menstruation,  compared  to  their  abundance  later  on  in  the 
sexually  mature  woman,  throws  a  special  light  on  the  development  of 
these  structures. — The  hymen,  like  the  vagina  and  lesser 
labia,  is  covered  with  stratified  squamous  epithelium  which 
on  the  inner  vaginal  as  well  as  the  outer  vulvar  side  is  almost 
of  equal   height;    well   developed   papilla?  can  be  seen  in  the  epithe- 


Fir..  58. — Terminal  Brancitino  op  Bartho- 
lin's Glands.  The  8tratifie<l  cylindrical  epi- 
thelium of  the  excretory  duct,  containing  vacuole.^, 
is  gra<lually  replaced  by  high  cylindrical  epithe- 
lium (57,  6).     (Original.) 
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litim. — The  squamous  epithelium  rests  on  a  thin  groundwork  of  con- 
nective tbsue* — In  very  rare  prtparationa  the  excretory  duct  of 
Gartner's  canal  can  be  demonstrated  on  the  hymen.     (R*  Meyer,) — 

An  accurate  acquaintance  with  the  urethra  is  also  important 
to  the  diagnostician.  Pieces  of  tissue  are  often  excised  from  a  hyper- 
rtrophied  urethra,  for  purposes  of  examination,  and  a  diagnosis  of  malig- 
nancy is  not  infrequently  made  in  such  cases.  In  the  female  urethra 
the  muscular  portion,  which  exhibits  an  inner  longitudinal 
and  outer  circular  layer,  must  be  distinguished  from  the 
mucous  membrane;  the  mucous  membrane  in  the  sexu- 
ally mature  individual  shows  stratified  squamous  epithelium* 
In  the  higher  portions  near  the  bladder  a  single  layer  of  high 
cylindrical  epithelium  is  described,   while  other  authors  speak  of  the 
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epitheUum  in  this  layer  as  transitional  epithelium  or  modified 
stratified  cylindrical  epithelium.  The  mucous  membrane  contains  few 
if  any  glands,  except  at  the  urethral  orifice,  where  a  small  group  of 
glands  is  found. — These  glands  exhibit  stratified  epithchura,  and  on 
the  surface  an  investment  of  cylindrical  epithelium  (stratified  cylindri- 
cal epithelium)  (Fig.  59).  The  epithelial  proliferation  of  the  glands, 
which  often  look  like  crypts,  is  not  infrequently  quite  well  marked. 
Cro.'sa-sections  and  oblique  sections  are  very  apt  to  simulate  solid  car- 
cinoniatou!^  plugs^  but  the  cylindrical  epithelium  at  the  surface  catches 
the  eye  and  is  an  important  factor  in  the  diagnosis.  Special  care  is 
required  in  the  interpretation  of  the  pictures  produced  by  papillary 
proliferation  (caruncle,  condylomatous  excrescences)* — 

Of  the  urethral  glands  situated  in  or  at  the  entrance  of  the  urethra 
Skene*s  glands,  which  are  present  on  each  side,  deserve 
attention.     In  addition  to  the  crypt-hke  depressions  sur- 
rounding the  urethra,  which  are  often  imdtiple  and  may  simulate  gland- 
pts,  Skeuu'B  glands  are  sometimes  unusually  well  developed  in  the 
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lower  third  of  the  entrance  to  the  urethra. — The  urethral  mucous 
membrane  contains  large  vessels,  especially  veins. — The  epithelial 
lining  of  the  urethra  in  children  is  exactly  as 
above  described,  except  that  the  dimensions  are  cor- 
respondingly diminished. — The  bladder  is  covered  with  stratified 
squamous   epithelium  (Fig.  60). 

The  vasrina  presents,  for  microscopic  examination,  chiefly  two 
parts:  the  stratified  squamous  epithelium  with  the  subjacent  connec- 
tive tissue  and  the  deeper  layers  of  muscle. — The  squamous  epithelium 
„.    ,   .  resembles  that  of  the  external  skin  and  of  the  vulva,  except 

Histologic  ,  .  .  7  r- 

Composition  of     that  it  docs  not  contain  hair,  sweat  glands  or  sebaceous 
glands.     The  papillae  of  the  epithelial  layer  are  well  de- 
veloped, and  share  actively  in  the  morbid  process  in  cases  of  inflam- 
matory   disease. — The   superficial 
layers  of  squamous  epithelium  do 
not   contain  horny  elements;    the 


Fio.  60. — a.  Bladder  of  a  Nkw-born  Child  at  thk  Levkl  or  the  Vaginal  Pobtion.    b.  Stratifikd 

SguAMOua  Epithelium.     (OrigiiuU.) 

vagina  is  usually  moist  and  frequently  presents  the  familiar  secretion 
known  as  leucorrhea  (fluor  albus).  The  latter  contains  normally 
Epithelium  nothing  but  squamous  epithelium,  a  few  lymph  cells,  and 
of  the  Vagina,  mucus  corpusclcs.  Occasionally  the  trichomonas  is  present 
as  a  parasite,  as  well  as  a  few  bacteria,  thrush  fungi  (oidium  albicans), 
and  masses  of  other  fungi. — The  superficial  layer  of  epithelium  in  the 
vagina  undergoes  cornification  only  in  cases  of  prolapse.  The  prolapsed 
portion  becomes  dry,  leathery,  scales  off,  and  may,  when  exposed  to 
mechanical  injury  and  as  a  result  of  the  lack  of  cleanliness,  become 
ulcerated.  The  layer  of  squamous  epithelium  invests  the  entire 
vagina  as  far  as  the  external  orifice,  following  the  many  projections  and 
folds  of  the  mucous  membrane. 

The  vagina  occasionally  contains  the  vaginal  glands  which 
have  been  accurately  described  by  v.  Preuschen.  They  are  lined  with 
tall  cylindrical,  or  even  ciliated  epithelium  and  exhibit  the  character 
of   cervical   epithelium   (sec  below). — 
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The  normal  epithnlium  of  the  vagina  is  Eltered  in  hematocolpos : 
instead  of  tht-  robust ,  stratified  squamous  cpit helium  there  is  a  thin 
iayer  of  epithelial  cells  without  the  large  superficial  squamous  Glemt?nt8 
which  are  normally  present;  instead  we  find  only  a  few  coiiditioii in 
rows  of  small  epithelial  cells  with  easily  recognizable  nuclei.  w*rattu»«»iixi«. 
^In  rare  cases  the  vaginal  w^all  appears  pinkish  antl  covered  with  a 
single  layer  of  beautifully  ciliated,  cylindrical  epithelium.  This  layer 
of  epithelium  sends  down  small  ''gland-like"  depressions  into  the  sub- 
}acent  tissue. — In  these  preparations,  d^ive*!  from  the  lowest  portion 
it  the  hematocolpos  which  protrudes  into  the  vulva,  the  epithe- 
lium is  tall,  translucent, 
does  not  stain,  and  the  nu- 
clcus  is  situated  near  the 
base.  It  shows  a  *' cervical 
character."  By  the  subse- 
quent conversion  into  epi- 
dermis (eijidermidalization) 
glandular  portions  may  be 
constricted  off  and  remain 
Lisolated  in  the  depths  of  the 
tissue. — The  vaginal  wall 
occasionally  contain.^  small 
epithelial  (glandular) forma- 
tions, the  remains  of  the 
Wolffian  (Gartner's)  duct. 
These,  like  v.  Preuschen's 
lands,  may  form  the  be- 
ginning of  pathologic  for- 
mations, such  as  cj^sts  and 
benign  or  malignant  adenomata.  In  making  the  diagnosis  the  character 
of  the  epit hell um  must  be  studied.— The  cysts  and  glandular 
structures  of  the  vagina,  which  are  occasionally  covered  with  a 
mngle  layer  of  cylindrical  epithelium,  may  be  explained  by  oprtner**  du«i 
the  fact  that  during  the  earlier  stages  of  development  the  ***  ^^  v«iii». 
entire  genital  tract  (vagina,  cervix,  body  and  tubt^s)  is  covered 
only  with  a  single  layer  of  cylindrical  epithelium. — It  is  probable  that 
thtise  structures  (except  those  which  have  their  origin  in  Gartner's 
I  canal,  antl  which  can  be  recognized  by  their  situation  in  the  anterior 
vail)  belong^  together  with  the  formations  of  so-called  congenital  erosion 
(i*ec  below),  to  the  same  stage  of  development,— 

The  thickness  of  the  epithelial  lining  of  the  vagina  varies  according 
to  age  and  the  indivicluaL  In  the  chihl  and  new-born  infant,  in  com- 
fiarison  with  the  sixe  of  the  parts,  tlie  epithelium  is  very  well  developed 
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and  contains  large  papilla*  fFig.  61,  c).  The  boundary  line  between  the 
rete  Malphighii  and  the  underlying  connective  tissue  is  slightly  wavy, 
the  epithelium  projecting  into  the  connective  tissue  layer;  while  in  old 
age  the  epithelium  becomes  thin  and  smooth  (senile  atrophy),  in  con- 
trast to  the  rougher  surface  with  numerous  projections  seen  in  the 
juvcmile  vagina.  The  epithelial  layer  no  longer  encroaches  on  the  con- 
nective tissue;  on  the  contrary,  the  boundary  line  is  rather  a  little 
concave. — A  transverse  section  through  the  vagina  of  the  child  and 
new-born  infant  is  more  nearly  like  a  square  in  outline,  as  compared 
to  the  cross-section  of  the  sexually  mature  individual,  which  is  more 
oblong  (Fig.  61,  a  and  6). — 

The  second   constituent,  the  muscularis  of  the  vagina,  is 

made   up   of    several    layers 
arranged     without     definite 


.;^^x^|]j.^\j: 


Fio.  02. — a.  VAr.iNAL  Portion  of  a  Virgin.     6.  Vaginal   Portion   op  a  New-born  Child.     (Orisinal.) 


order.  An  outer,  more  longitudinal,  and  an  inner,  circular  layer  are 
distinguish(»(l. — The  bands  of  muscle  consist  of  smooth  muscle  fibres 
MuHcuiariHof  which  intorlaco  closely  with  one  another;  between  the 
tho  voKiim.  muscularis  and  the  epithelial  layer  is  a  thin  layer  of  rather 
d(»nse  connective  tissue,  while  a  looser  connective  tissue  connects  the 
vagina  with  the  surrounding  structures.  The  lower  portion  of  the 
urethra,  however,  is  intimately  attached  to  the  vagina. 

In  the  uterus  three  parts  must  be  sharply  distinguished:  the 
vaginal  portion,  the  cervix,  and  the  body.  Each  segment  is 
sharply  separated  from  the  next.  Once  the  parts  have  become  differ- 
(NmipoMition of  cntiated  in  fetal  life,  the  three  sections  remain  absolutely 
theUteruH.  distinct  during  the  entire  life  of  a  woman,  both 
during  pregnancy  and  inflammatory  and  malignant  altera- 
tions. Each  individual  portion  has  its  own  special  epithelial  covering, 
and  in  part  also  its  own  tissue;  even  the  changes  (especially  the  malig- 
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nant  changes)  which  occur  show,  in  the  main,  a  more  or  less  spccifie 
eharactcr  in  the  indiviflual  spgments. — The  cervical  canal  begins  at  the 
external  os  and  extends  to  the  internal  os;  this  in  turn  forms  the 
beginning  of  the  uterine  eavity  (cavum  corporis  uteri),  wlueh  in  sagittal 
section  has  the  appearance  of  a  canaL — 

The  vaginal  portion  iu  a  sexually  matun*  individual  is  covered 
mith  stratified  squamous  epithelium,  which  is  the  continuation  of  that 
in  the  vagina*  In  the  deepest  layers  the  cells  represent  short  cylinders ^ 
and   near  the  surface  are  converted   into  squamous  ele-  (.^  p^^rtio 

ments. — The  epithelium  contains  numerous  slender  papilla  Vanmiiija, 

which,  a8  the  result  of  abnormally  increased  vascularity  from  irritation 
or  inflammation,  soon  alter  their  shape  and  size, — The  epithelial  cover- 
ing is  intimately  attachetl  to  the  ti?^sues  of  the  vaginal  portion;  there 
IB  no  mucous-membrane  tissue  (subcutaneous  connective  tissue)  be- 
tween the  epithelium  and  the  tissue  of  the  vaginal  portion  (Fig*  G2)» — 
Proliferations  of  the  epithelium  grow  directly  into  the 
tissue* — The  stroma  of  the  vaginal  portion  consists  of  firm 
connective  tissue  made  up  of  robust  fibres;  elastic  fibres  have  also 
been  described. — The  vessels  pass  from  below  in  a  straight  st«,m»of 

course  like  columns  to  the  superficial  layers,  where  they  p^^o  Vaginiiiu, 
break  up  into  branches,  and  return  as  veins. — The  central  portion  of 
the  stroma  contains  a  great  deal  of  muscular  tissue  derived  from  the 
cervix  or  from  the  body,  usually  in  company  with  vessels.    A  few  muscle 

,,buftdles  often  accompany  the  vessels  to  the  cervix* — The  stratified 

"squamous  epitheliutn  in  the  vaginal  portion  in  many  cases  (par- 
ticularly in  \nrgins)  ends  at  the  external  os*  The  whitish,  firm  epi- 
thidium  ceases  abruptly  and  is  replaced  by  the  more  delicate  -EpmmVmmot 
cylindrical  elements.  The  whitish  coloring  of  the  squa-  i*^^***  ^'»«i^»*i«* 
moui*  epithelium  contrasts  with  the  pinkish  color  (immediately  succeed- 
ing) of  the  ccrviciil  mucous  membrane,  which  is  covered  with  cylindrical 
epithelium,      Excpptionally,    under    normal    conditions,    the    stratified 

rgquamous  epithelium  may  extend  a  short  distance  into  the  cervical 
canal;  under  abnormal  conditions,  after  labor  tears,  the  epithelium 
may  undLTgo  a  great  many  changes  (see  under  ectropion,  epidermidali- 
zation)*  —The  vaginal  portion  of  the  new-born  infant  differs  from 
the  somewhat  Hattened,  smooth  vaginal  portion  of  the  sexually  mature 
virgin  by  its  slightly  conical  shape.  The  thickness  of  the  ponio  vuginmrw 
sipiamous  epithelium  varies  in  different  individuals.  The  "^  ^^e  New4»m, 
papilla^  are  well  ileveloped  and  the  vaginal  folds  or  projections 
{vaginal  tjTJe)  can  be  seen  not  infrequently  even  with  the  naked  eye, 
ind  nuite  often  iu  the  microscopic  picture.     Sometimes  the  epithelium 

'^cnvoring  the  vaginal  jjortion  is  exceedingly  thin  antl  made  up  of  only 
a  few  layers;    as  the  external  os  is  approached,  it  becomes  thinner  by 
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"sudden  leaps.''  (Fig.  63,  a.)  From  the  vaginal  wall  downward  toward 
the  portio  vaginalis  the  epithelium  diminishes  in  thickness;  indeed 
cylindrical  epithelium  of  a  slightly  papillary  character  may  even  be 
present  on  the  outer  side  of  the  vaginal  portion  before  the  e^cternal  os 
is  reached  (so-called  congenital  erosion,  see  Fig.  63,  a  and  b). — 
Congenital  Strands  of  this  cylindrical  epithelium  may  extend  into  the 

Erosion.  vaginal  vault. — Even  if  the  stratified  squamous  epithelium 

has  not  yet  reached  the  external  os,  this  makes  no  change  in  the  shape 
of  the  vaginal  portion  as  compared  with  the  cervix  and  its  characteristic 
cervical  character. — The  scjuamous  epithelium  encroaches  on  the  cervical 
canal  much  more  frequently  in  children  than  in  adults. — The  cervical 
canal  in  the  new-born  is  often  so  greatly  dilated  by  mucus  at  the  external 
OS  that  the  tip  of  the  little  finger  can  be  inserted.     New-born  infants 

rarely  exhibit  a  contracted 
external  os,  which  is  not  infre- 
(luently  observed   in  adults.      We 


Fio.  63. — a.  Va«inal  Portion  of  a  Nkw-born  Child  with  Comjknital  Erosion.    6.  Ctlindrical.  Epitrc- 
LiUM  gradually  becoming  eonverteil  into  ntratiHetl  MiuainouM  epithelium.     (Original.) 


cannot  speak  of  a  congenitally  narrowed  external  os. — The 
differences  in  the  epithelium  covering  the  vaginal  portion  of  the  new- 
born infant  are  explained  by  the  development  of  that  structure.  The 
cylindrical  epithelium,  which  originally  covers  the  vagina,  as  it  pro- 
gresses from  the  outside*,  and  the  lumen  of  the  vagina  is  increased, 
becomes  stratified;  while  the  epithelium  at  the  introitus  and  lower 
portion  is  already  quite  robust,  the  upper  portion  of  the  tube  may  con- 
tain only  a  narrow  zone  of  squamous  epithelium;  or  the  epithelium  may 
even  be  of  the  cylindrical  variety  (see  above,  congenital  erosion). 

Th(i  surface  of  the  cervix,  which  begins  at  the  external  os,  is 
covered  with  tall  and  narrow  cylindrical  epithelium — short  along  the 
top  of  the  ridges,  and  taller  at  the  bottom  of  the  depressions. — 
The  epithelial  cells  are  not  sharply  differentiated  from 
one  another. — The  boundary  line  is  delicate  and  finely 
dotted.  The  epithelium  is  often  so  translucent  that  it  is  at  first  over- 
looked l)y  the  inexperienced,  especially  under  a  low  power. — The  cell- 
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body  does  not  stain  at  all  (especially  when  alum-carmine  is  used),  and 
the  outline  of  the  cells  very  faintly-  The  nuclei  alone  stain  intensely 
and  Ui<ually  have  the  shape  of  a  long  oval;  when  the  cells  are  tall, 
they  are  correspondingly  narrow,  ami  spherical  in  the  shorter 
elements;  they  are  finely  granular  and  basally  situated  doge 
to    the    lower    boundary    of   the    cell. 

The  character  of  the  cervical  epithelium  varies  at  different  ages; 
while  in  the  gexually  mature  organ  the  nuclei  are  almost  always 
basally  situated,  in  children  and  in    new-born   infants  they 

re  quite  often  situated  higher  up  in  the  lower  third,  or  in  some  places 
Iven  higlier, — ^Owing  to  the  many  ridge-like  projections  or  folds  (pliciB 
palmata*),  which  in  cross-sections  look  like  papillae^  the  surface  of 
the  cervix  is  unequal,  with  ?ihallow  dei>ressions ;  the  surface  appears  w^avy. 
In  addition  to  these  elevations,  which  simulate  papillae  (cross- 
sections  of  the  ridge-like  or  folddike  processes),  true  papillary  pro- 
liferation also  occurs,  especially  when 
the  tlgeue  is  irritated,  as  in  inflammatory 
proccssefl. — The  epithelial  cells,  which  on 
the  surface  are  crowded   closely  together 

id  are  uniform  in  size,  and  consequently 
ire  often  very  narrow  and  high,  cxhiint 
a  very  graceful  formation  in  the  paptllnry 
projections  (Fig-  C5)-  so-called  palisade 
or  fan-like  formation*  When  the 
projections^  are  close  together,  a  very 
pretty  picture  is  produced  by  these  serried  ranks  of  epithelial  cells, 
which  seem  actually  to  interlace,  and  thus  produce  the  eharacteristic 
palisade,  bundle,  or  fan-like  formation. — During  sexual  maturity 
the  epithelial  cells  are  ciliated,  although  not  so  regularly  as  in  the 
case  of  the  uti*rine  epithelium.  The  ciliated  epithelium  can  be 
ilemonstrated  only  in  fresh  preparations. — The  epithelium  cover- 
ing the  surface  of  the  cervix  follows  the  various  depressions 
of    the    mucous     membrane    (cervical    glands).     The    latter    exhibit 

irinus   forms,  such    as   large    crypts;    glands   suggesting    the    race- 

jose  type,  owing  to  the  various  ridges  and  projections^ 
tran.< verse  or  flat  sections  exhibit  a  peculiar  and  very  grace- 
ful formation  in  the  microscopic  pn^paration  (Fig<  65,  a);  portions  of 
epithelium  apparently  project  into  the  lumen  and  interlace  with  one 
another*  This  arrangement  of  the  epithelium  corre:^ponds  n  i,  k  i 
to  the  fold-like  projections  which  subdivitle  ami  spread  out  c«rFiaU 

in  various  directions. — In  the  second  place,  we  distinguish 
flask-like  depressions,  narrow  at  the  entrance  like  a  flask,  from  which 
tbey   take   their   name,   and    with   a   slight    tlilatation    below.      UndcT 


FJ(3*  04.— a.  El»ITttm<ttf tt  nt  Tilt:  t^Tfilli- 

tNii  Mvcoim  MKUHJLAiirK  wrtii  Ciliatku 
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tBLE  Ntrrt.t£L'N,  6.  EriTMict^icn  Of  nrK 
CKSYtsi  wttti  BwAL  KttruKi.  Tlie  celb 
do  HOC  sl^to,     vUrisiiiaU) 


CerricAl  Cryptdi* 


110 


GYNECOLOGICAL  DIAGNOSIS 


^^S 


normal  conditions  the  epithelium  covering  their  surface  is  smooth  and 
exhibits  no  elevations. — Third,  we  have,  in  addition  to  the  crypts  and 
Tubular  flask-shapcd   depressions,   the  tubular  glands   which   sub- 

Giands  (Antler-    dividc   repcatcdlv,   then    undergo   further   branching,    and 

formation).  .  ,  .    ^  i  .    i       i  ,  ,  . 

thus  produce  a  picture  which  has  been  compared  to  the 
antlers  of  a  stag.  These  tubular,  branching  formations  in  the  normal 
state,  and  sometimes  also  when  hypertrophied,  are  narrow  (Fig.  66); 
the  glandular  elements  are  almost  in  contact  with  those  on  the  opposite 
side,  leaving  only  a  narrow  lumen. — The  first  two  formations  are  found 

more  commonly  in  the  cer- 
vix of  the  infantile  uterus; 
the  third,  in  that  of  the 
sexually  mature  organ. — 
In    the   latter   the  cylin- 
drical epithelium   usually 
begins  abruptly  at  the  ex- 
ternal  OS,  particularly   if 
the  opening  is  nar- 
row.    In   new-born 
infants  a  portion  of 
the  cervix  may  also 
be    covered    with 
stratified  squamous 
epithelium,    as     al- 
ready  mentioned 
above,  and  the  cyl- 
indrical   epithelium 
may   begin  a  little 
higher    up.      The 

Fio.  05.— a.  Cervical  Mucoub  Mkmbrane:  Tubular  and  racemone  bOUUdary  ImC  bc- 
glandfl.  6.  Cervical  Epithelium  with  Babal  Nuclei.  The  cell-bodies  +Tiroon  iVio  +or/%  Itit^^o 
do  not  stain.     (Original.)  l>Veen  inc  l;WO  KinOS 

of  epithelium  can  be 
distinctly  recognized  with  the  unaided  eye  by  the  opaque,  whitish  color  of 
the  stratified  squamous  epithelium,  as  compared  with  the  delicate  pink  of 
the  mucous  membrane  that  is  covered  with  cylindrical  epithelium. — ^In 
adults  the  cervix,  i.e.,  the  part  beyond  the  external  os,  may  be  covered 
with  stratified  squamous  epithelium  in  dilatation  of  the  cervix 
after  parturition,  in  ectropion  of  the  mucous  membrane 
following  pathologic  processes,  and  later  transformation  of  the  cylindrical 
epithelium  into  stratified  squamous  epithelium  (epidermidaliza- 
tion ). — The  stratified  s(iuamous  epithelium  may  cease  abruptly,  and  the 
cylindrical  epithelium  l)egin  without  any  transitional  zone;  indeed  the 
stratified  squamous  epithelium  quite  often  appears  to  be  pushed  under 
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the  cylindrical  epitheliuiTi  so  that  tho  lattt^r  covers  the  former  for  a 
slinrt  distatice* — In  epidrrmlclalization  the  transition  from  cylindrical 
to  sitratified  squamous  epithelium  i;^  often  quite  gradnal;  two  or  three 
or  more  epithelial  elements  gradually  change  their  shape  and  pile  up 
on  one  another. 

The  cervical  mucous  membrane,  particularly  in  the  new- 
born infant,  often  contains  a  profusion  of**  goblet-cells" 
which  are  very  conspicuous  by  their  shape  in  the  micro- 
scopic section  (appearing  like  spherical  gaps  or  vacuoles). 
— These  so-called  goblet-cclls  are  not  intendetl  for  the  production 
of  the  cervical  mucus,  but  rather  owe  their  existence  to  a  degener- 
ation   or    destruction    of    the    luxuriating 

epithelial  cells.     In  some  uteri  the  goblet-  ^  .._^ 

cells  are  almost  entirely  wanting,  while  in 
others  they  are  found  in  large  numbers,™ 

The  uterine  mucous  membrane  (mucosa 
corporis  uteri),  both  macro^copically  and 
microscopically,  in  the  sexually  mature  as 
well  as  in  the  infant,  has  a  smooth  aur- 
f  ace  compared  to  that  of  the  mucous  mem- 
brane of  the  cervix.  In  the  sexually  mature 
%roman  it  is  from  1  to  2  mm*  in  thickness 
and,  niacroscopically  as  well  as  microsco- 
pically, is  sharply  differentiated  from  the 
muscularis.  The  mucous  membrane  is  inti- 
mately connected  to  the  muscle  and  is 
immovable* — Even'  in  the  microscopic  pic- 
ture the  cytogenous  tissue  of  the  uterine 
mucous  membrane,  with  its  glands,  is 
sharply  differentiated  from  the  museularis 

by  a  practically  straight  or  slightly  wavy  boundary  line,  ^ — The 
conditions  are  the  same  in  the  infantile  uterus,  although  they  are 
not  quite  so  conspicuous, ^ — ^Under  morbid  irritation  the  thickness  of 
the  mucoiui  membrane  may  increaisc  tenfold,  and  the  mucous  membrane 
with  its  glands  may  flip  deep  down  into  the  miKSscular  layer  (see  below), — 

The  uterine  mucous  membrane  consists  of  (1)  surface  epi- 
thelium and  epithelial  depressions  (uterine  glands);  and 
(2)  the  stroma,  which  accommodates  both  blood-  and 
lymph- vessels.  The  surface  epithelium  is  cylindrical  EpUheiiufo  ui 
and  both  shorter  and  broader  in  comparison  with  the  tall 
cylindrical  epithelium  of  the  cervix;  it  is  also  somewhat  shorter  at  the 
surface  than  in  the  deeper  portions  of  the  mucous  membrane.  While 
the  cells  are  le*^  t^harply  defined  than  those  of  the  cervical  epithelium. 
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the  outlines  of  the  individual  elements  are  nevertheless  distinctly 
visible. — The  cell-body  is  finely  granular  and  contains  an  approxi- 
mately oval,  granular  nucleus. — The  latter  is  situated  centrally. 
Both    nucleus   and   cell-body  are  readily  stained. — 

The  position  of  the  nucleus  and  the  staining  proper- 
tics  are  characteristic  and  serve  to  distinguish  uter- 
ine   from   cervical   epithelium. — The   cylindrical  epithelium   of 

the   uterine    mu- 
cous membrane  is 
approximately 
oblong,  becoming 
more     cuboidal, 
however,    as    the 
surface    is    ap- 
proached.    In 
transverse  or  flat 
sections  the  cells 
appear    hexagon- 
al, while  in  longi- 
tudinal    sections 
the  cylindrical  or  cuboidal  shape 
is  more  conspicuous.     Flat  sec- 
tions exhibit  beautiful  hexagons 
arranged  in  the  form  of  a  mosaic. 
— Oblique  sections  show  transi- 
tional pictures  between  the  hex- 
agonal   and    cylindrical    forms. 
The  epithelium  is  built  up 
somewhat  like  the  cells  in 
a   beehive.     The  surface  epi- 

Fio.  67. — a,  Cross-hection  Through  THE  Corpus  xu    i«                e    x\^          ±      • 

Uteri  ok  a  New-born  Infant.     Uterine  mucous  mem-  tliellUm     01     the    UtennC    mUCOUS 

brane  with  the  beginning:*  of  uterine  glands.    The  lateral       ,^«,«u«««^    :^     aU^    ^^«...^1K.    

portionsof  the  section  include  the  tube^  ami  the  ovaries.  membrane    m    thC    SCXUaUy    ma- 

6.  Cylindrical,  finely  granular,  deeply  staining  epithelium  4.,,^^  oraan  dlfFors  Rnmowhaf  frnm 

covering  the  surface  of  the  body  of  the  uterus.   (Original.)  ^^'^^  Organ  Qincrs  SOmC  WnaX  irom 

that  of  the  infantile  organ.  In 
the  former  the  cells  are  covered  with  cilia  which,  according  to 
M.  Hofmeier,  have  an  outward  (distal,  peripheral)  movement.  The 
movements  of  the  ciliated  epithelium,  which  may  be 
compared  to  the  waving  of  a  corn-field,  are  extremely 
active  and  can  be  seen  only  in  recent  specimens.  Rarely,  the 
ciliary  capping  may  be  demonstrated  in  hardened  specimens. — ^In 
certain  forms  of  hyperplastic  endometritis  the  ciliated  border  appears 
to  be  more  rol)ust  and  more  resistant  (and  may  be  recognized  in 
alcoholic  preparations). — 
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In  the  climacteric  the  cilia  are  lost,  although  they  often  survive 
the  oessatton  of  menstruation  by  a  considerable  time.  The  ciliary 
movements  in  somo  eases  do  not  cease  until  old  age 
begi  ns  .^ — In  the  cliraactenc,  or  occaeiormlly  sometime  after  omnirw— tbe 
the  cessation  of  the  raen&es,  the  cylindrical  epithelium  of  ciiiii«t«rio. 
the  surface  of  the  uterus  (sometimes  also  that  covering  the  epitheli^ 
depregfiions  in  the  mucous  membrane)  becomes  shorter,  loses  its  tingi- 
bility,  and  is  transformed  into  cuboidal  elements  like  squamous  epithe- 
lium.— The  proliferating  power  of  the  uterine  epithelium  is  sometimes 
incredibly  great,  even  during  the  first  years  after  the  menopause. — A 
sharp  distinction  must  be  made  between  the  climacteric  and  old  age 
in  their  relation  to  the  life-history  of  the  uterine  mucous  membrane, — 
The  eylindrical  epithelium  of  the  uterine  surface  dips  down  into  the 
mucous  membranei  forming  glandular  structures — the  uterine  gl  an  ds  * 
— In  embryonal  life  the 
surface  of  the  uterus  (like  that 
of  the  cervix  and,  in  the  begin- 
ning, also  that  of  the  vagina) 
is  covered  with  a  single  layer 
of  cylindrical  cells.  —  Long 
after  the  vaginal  portion  has 
become  differentiated  from  the 
other  segments,  apparently 
by  a  slight  kinking  of  the 
lumen  and  of  the  covering  of 
cylindrical  epithelium,  and 
long  after  cervical  glands  have 
developed  in  large  numbers,  a  few  shallow,  insignificant  depres 
»ions  appear  in  the  body  of  the  uterus. — The  uterus  of  ttie  n^vi^ 
born  infant  show^s  two  kinds  of  depressions:  First, 
small  tubular  depressions  resembling  small  uterine  glands 
of  the  sexually  mature  individual,  except  that  they  are  shorter  and 
occupy  barely  a  third,  or  rarely  one-half  of  the  mucous  membrane;  and 
second,  short  racemose  invaginations,  with  two  or  even  three  acini 
(lobule*)),  apparently  opening  at  a  single  point  through  a  single 
excretory  iluet.  The  epithelium  covering  the  floor 
of  these  depressions  is  occasionally  character- 
ietic*  While  the  surface  and  upper  portion  of  the  gland- 
ular s^truclure  exhibits  a  typical  uterine  (corporeal)  character,  the 
^epithelium  at  thi*  bottom  of  the  depression's  is  translucent,  does  not 
stain  well,  and  the  nuclei  are  basally  situated,  producing  the  picture 
of  the  cervical  type  I  Fig.  GS). — ^During  pregnancy  the  nteruR  of 
the  sexually  mature  individual  also  occasionally  exhibits  this  peculiar 
a 
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condition  of  the  epithelium — distinctly  corporeal  at  the  surface  and 
cervical   at  the   bottom. — 

As  sexual  maturity  is  reached,  the  picture  of  the  uterine 
mucous  membrane  rapidly  undergoes  a  change.  The  mucous  membrane 
increases  in  thickness;  but  the  principal  change  lies  in  the  appearance 
of  regular,  serried  ranks  of  tubular  glands  (uter- 
ine glands),  which  extend  from  the  surface 
to  the  muscularis.  The  glands  are  usually  parallel 
to  one  another,  whether  their  course  be  straight  or  slightly 
tortuous  (Fig.  69).  Near  the  entrance  they  are  apt  to  be  narrow  so  that 
the  opposed  cells  are  almost  in  contact;  as  they  descend,  the  lumen 
becomes  somewhat  wider  and  the  fundus  of  the  glands  is  slightly  spheri- 
cal, or  sometimes  turned 
on  itself,  running  parallel 
with  the  muscular  layer  for 
a  short  distance,  or  rarely 
dipping  down  slightly  into 
the  interstices  of  the  mus- 
cular tissue.  While  the 
direction  of  the  glands  is  in 
the  main  practically  per- 
pendicular to  the  surface, 
the  arrangement  at  the 
cornua  and  at  the  cervico- 
f  undal  flexure  is  slightly 
radiating,  to  compensate  for 
the  curve  of  the  gland. — In 
addition  to  glands  exhib- 
iting a  straight  or  slightly  tortuous  course,  corresponding  to  lateral 
protrusions  and  indentations,  cork-screw  varieties  (pendulum,  circular^ 
.  and  screw-like  forms)  are  also  observed. — The  glands  usually 

Mucoiw  have  a  solitary  duct,  although  occasionally  some  may  be 

the  Sexually        providcd  with  two;  sometimes  the  duct,  which  is  usually 

Mature  Woman.         .<,  ,  ....  xij.  i_  x.  11 

Single,  undergoes  division  so  that  we  have  two  glanda 
corresponding  to  a  single  excretory  duct. — In  cross-section  (Fig,  70) 
the  uterine  glands  appear  spherical,  oval,  of  uniform  width,  and  sepa- 
rated by  equal  intervals  from  one  another,  the  distance  being  normally 

equal  to  from  2  to  2J  transverse  diameters  of  the  glands. 

In  cross-sections  of  the  glands  the  cells  appear  arranged  in 
circles,  those  at  the  base,  in  accordance  with  the  circular  arrange- 
ment, being  somewhat  broader  than  those  at  the  upper  extremity. 
The  lumen  of  the  gland  is  equal  in  width  to  about  one-half  to  one 
cell-length,  and  of  the  same  height. — Each  gland  has  its  vitelline 


Fio.  09.  —  Normal  Uterink  Mucoxtb  Membrane:  The 
uterine  glands  are  slightly  reflected  at  the  edge  of  the  muMCular 
layer.  The  uterine  glands  alno  undergo  division  or  they  are 
provided  with  branching  ducts.     (Original.) 


Uterine  Glands 
in  Cross-aection, 
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mom  bran  a  propria,  which  is  difficult  to  detijonstrate;  if  the  cell  is 
fiarefully  macerated  in  watery  serum  the  entire  membrane  may  some- 
times be*  brought  out, — The  glands  themselves  arc,  in  addi-  M^vmbmaa 
tion,  surrounded  by 'a  network  of  spindle-shaped  Propn*, 
connective-tissue  elements  with  somewhat  oval  nuclei;  these 
are  in  close  contact  with  the  raembrana  propria,  and  with  the  latter 
form  the  envelope  of  the  glands;  outside  of  this  is  found  the  stroma 
with  its  round  cells. — 

After  the  climaeteri c — at  the  beginning  of  old  age^the  uterine 
mucous  membrane,  owing  to  atrophy  of  all  its  constituents  (epithelium, 
as  well  as  connective  tissue)  undergoes  considerable  changes.  It  be- 
comes much  thinner,  the  boundary  line  between  it  and  the  muscular 
layer  is  more  irregular  and,  instead  of  representing  a  straight  linei 
convex  toward  the  surface  (to- 
w^ard  the  lumen  of  the  uterus). 
— The  surface  epithelium  is 
shorter,  euboidal,  less  easily 
stained,  and  pale  (see  above). 
The  glands  are  few  in  number, 
their  course  is  quite  irregular 
and  parallel  to  the  surface; 
here  and  there  are  seen  small 
gaps  in  the  tissue  contain- 
ing epithelial  cells  in  process 
of  decomposition. — The  glands 
appear    crumpled,    "  atrophic, " 

The  second  constituent 
of  the  uterine  mucous  membranci  next  in  importance  to  the  epitheUum 
(parenchyma)  is  the  stroma,  which  accommodates  the  epithelial  struc- 
tures and  the  Ij^mph-  and  blood-vegsels. — In  the  stroma  we  distinguish 
the  delicate  retiform  framework  (intercellular  substance)  and  the  cellular 
elements  (stroma  cells).  The  retiform  framework  is  not 
always  distinct,  but  under  certain  conditions,  such  as  slight 
edema  of  the  mucous  membrane  or  dysmenorrheic  endome- 
tritis, it  may  be  quite  well  seen. — The  stroma  cells  are  round  and  resemble 
lymph-corpuscles.  I'nder  normal  conditions  the  cell-body  of  these 
round  cells  can  barely  be  seen  or  is  invisible*  The  cell 
is  completely  filled  by  the  round,  welUstaincd  nucleus. 
In  addition  to  the  spherical  stroma  cells  we  find  in  a  normal  mucosa, 
usually  only  in  the  neighborhood  of  vessels  in  the  deeper  layers  of  the 
mticoiis  membrancp  and  surrounding  the  glands,  spindle-shaped  elements 
which  can  often  be  recognized  only  by  their  oval  nuclei.  In  a  slightly 
e«iematous  mucosa  the  delicate  processes  by  which  the  individual  stroma 


Fro.  TO. — rnmrKu  MrcotTfiMmmiANf  Showing  iKe 
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elements  are  connected  may  be  occasionally  seen. — Owing  to  the  similar* 
ity  of  the  stroma  cells  to  the  cells  of  the  lymph-glands,  the  uterine  mucous 
membrane  is  designated  a  lymphoid,  adenoid  or  cytogenous  tissue. — The 
stroma  of  the  infantile  uterine  mucosa  consists  of  small  round  cells, 
as  in  the  period  of  sexual  maturity.  After  the  climacteric,  the  mucous 
membrane  is  converted  into  the  senile  atrophic  endometrium  — 
the  stroma  cells  disappear  in  part,  while  others  are  converted  into 
spindle-shaped  elements  which  arrange  themselves  in  rows  and  produce 
a  fibrous,  cicatricial  appearance.  The  mucous  membrane  presents  the 
appearance  of  chronic  interstitial  change  or  cirrhosis  (sclerosis). — The 
stroma,  parenchyma,  and  epithelial  structures  atrophy. — Often  a  prema- 
ture atrophy  is  observed  (atrophia  senilis  pra?cox,  senescentia  pnecox). 


Fi«.  71. — Utkrine  Mucous  Membrane  purino  Menstruation,  with  Epithelial  IIematomata.    (Oriipiud.) 

t 

With  the  occurrence  of  sexual  maturity  and  pari  passu  with  the 

development  of  the  uterus  and  its  mucous  membrane — not  before, 

and    often  not    until    some  time  afterward  —  the  regularly  recurring 

physiologic  process  of  menstruation  (catamenia)  begins. 

Menstruation.  "  itj_»»ii»  •  % 

— Several  stages  may  be  distmguished  m  menstruation  by 
anatomical  and  microscopic  examination:  First,  there  is  great  con- 
gestion of  the  vessels  and,  with  it,  swelling  of  the  mucous  membrane: 
the  stroma  becomes  saturated  with  serum  and  loosened. — The  second 
stage  is  that  of  hemorrhage  (by  diapedesis  and  rhexis):  the 
blood  is  poured  out  into  the  tissue,  on  the  surface  of  the  uterine  cat^ity 
and  into  the  glands.  Here  and  there  on  the  surface  of  the  epithe- 
lium th(»rc  are  seem  irregular  prominences  of  th(»  epithelium  due  to 
subepithelial  hemorrhage  (the  epithelial  hem  atom  at  a  of  Geb- 
hard,    Fig.  71).     These   hematoniata  may  rupture  and  evacuate  their 
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contents  into  the  uterine  cavity,  and  the  epithelium  may  again  become 
attached  to  the  surface. — The  hemorrhage  into  the  tissue  of  the  mucous 

.membrane    is    pronounced    in    the    upper    portions    near    the    Burface 

'epithelium.  In  microscopic  preparations  the  mucous  membrane  every* 
where  in  the  upper  portion  appears  brownish-red,  in  contrast  to  the 
more  anemicp  deeper  lying  portions,  which  appear  pale, — The  process 
of  diapedesis  and  hemorrhage  is  followed  by  that  of  absorption  of 
tlie  blood  which  has  been  poured  out  into  the  tissue  and  has  not  been 
dis^eharged  outside  of  the  body.  Several  days  after  menstruation 
granuhir^  yeUowish  blood-pigment  is  found;  this  also  disappears,  how- 
ever, in  a  short  time,  and  the  mucous  membrane  returns  to  its  normal 
condition  in  a  few  days.~The  epithelial  cells  which  are  destroyed  or 
separated  by  the  formation  of  hematomata  or  by  the  hemorrhage  itself, 
are  soon  renewed  or  reattach  themselves  to  the  surface* — 

Complete  expulsion  of  the  mucous  membrane  and 
syfitematic  renewal  of  large  masses  of  epithelium  or  con- 
nective tissue  does  not  take  place  during  menstruation, 
as  was  formerly  supposed, — Physiologic  processes  (men- 
struation without  loss  of  substance)  must  be  sharply  iJ^rAtumiH 
distinguished   from    pathologic    processes    (membranous       ^^^i^^^^'^, 

►  endometritis),  in  which  large  portions,  or  even  the  upper 
layer  of  the  entire  uterine  mucosa,  are  expelled,  and  the  evacuated 
membranes  represent  a  complete  **cast''  of  the  uterine  cavity, — It  ia 
not  correct  to  speak  of  gradual  transitions  or  differences;  in  the  case 
of  the  intestine  the  normal  activity,  from  the  etiologic  standpoint 
alone,  must  be  distinguished  from  pathologic  (dysenteric)  processes. — 
The    so-called    menstruation    of    new-born    infants    is    an 

[Interesting  phenomenon;  a  bloody  discharge  lasting  several  daj^s  some- 
times occure. — The  mucous  membrane  (judging  from  the  very  rare 
accidental  findings)  microscopically  presents  a  condition  M«uitrtmtioii  of 
eniirely  analogous  to  that  which  has  been  described  in  ih««*w-bum, 
the  sexually  mature  individuaL  The  diapedesis,  in  one  case  which  has 
been  observed,  appeared  to  be  very  extensive  and  involved  the  entire 
mucouR   membrane,  just  as  is  in  adults. — 

A  second  alteration  of  the  mucous  membrane,  which,  like  men- 
struation, muBt  be  regarded  as  a  physiologic  process  or  con- 
dition—the changes  due  to  pregnancy^ — will  be  discussed  separately 
(see  below). 

*\fter  the  mucous  membrane  of  the  uterine  body,  the 
cervix  and  the  epithelial  covering  of  the  vaginal  portion 
Have  been  studied,  there  remain  the  constituents  of  the  uterine  wall 
m  well  as  of  the  peritoneal  covering,  and  here  also  a  division  into 
body»  cervix,  and  vaginal  portion  is  to  be  made.     The  tissue  of  the 
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uterine  body  is  chiefly  composed  of  muscle.  The  connective  tissue 
framework  is  insignificant  compared  to  the  massive  development 
of  the  muscle  fibres. — Microscopically  the  musculature  consists 
of  smooth  muscle  fibres  which  in  longitudinal  section  represent 
spindle-shaped,  narrow  elements  with  uniform,  rod-shaped  nuclei. 
Musculature  ^^  ^are  cases,  under  very  great  magnification,  a  fine  pat- 
of  ck)rpu8  Uteri.  ^^^^  ^^y  j^^  made  out  in  the  muscle  elements  or  their 
nuclei  in  the  non-pregnant  state.  In  the  gravid  uterus,  and 
occasionally  in  myomata,  which  may,  although  in  rare  cases,  produce 
an  increase  of  the  muscular  elements  in  the  organ,  the  greatly  en- 
larged muscle  fibres  contain  a  finely  granular  protoplasm  and  one  or 
two  nucleoli  in  the  enlarged,  narrow,  oval  nucleus. — The  muscle  fibres  of 

the  sexually  mature 
organ  are  arranged 
in  bundles  ;  the 
individual  fibres  are 
arranged  regularly 
in  the  same  direc- 
tion within  the  bun- 
dles and  undergo 
division,  producing 
the  picture  of  radi- 
ation and  thus  em- 
bracing other  bun- 
dles. The  fibres 
appear  to  form  an 
interlacing  net- 
work, like  felt.  The 
bundles  themselves  run  in  different  directions.  Hence  the  muscle 
bundles  appear  in  a  great  many  difTerent  planes  —  in  the  microscopic 
section  —  transverse,  longitudinal  and  oblique.  In  transverse 
sections  the  muscle  bundles  form  small,  spherical  structures 
corresponding  to  the  transverse  section  of  the  muscle  elements, 
and  therefore  appear  like  an  aggregation  of  small,  approximately 
round  cells,  except  that  the  outlines  are  usually  not  so  distinct  as  in 
the  case  of  genuine  round  cells.  The  transverse  sections  of  smooth 
muscle  elements  are  also  characterized  by  the  somewhat  greater 
refraction  of  the  sarcolemma,  and  the  transverse  sections  of  the  nuclei 
are  often  wanting  because  all  the  muscle  elements  are  not  always 
cut  in  the  middle  and  the  nuclei  therefore  do  not  appear  in  all  the  sec- 
tions.— In  oblique  sections  transitional  forms  between  longitudinal  and 
cross-sections  are  seen:  short,  spindle-shaped  figures  with  narrow,  and 
often  spherical  nuclei. — 


-^'S^feliAs^' 


Fio.  72. — MrsciJLATrKK  of  thk  I'tkhinf.  Body:     Ix>nKitucliiia1  and 
trannverse  inu.'urle  bundle}*.      (Original.) 
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The  arrangement  of  the  bundles  and  s^trands  of  muscle  fibres 
with  respoet  to  one  another  in  the  sexually  mature  organ 
appears  to  follow  no  ruh^  whatever.  The  different  bunillt*8  apjjear  to  form 
a  closely  interlacing  network,  like  felt.  There  ia  no  uniform  arrangement 
in  layers  (eireular  and  longitudinal  layers,  as  in  the  intestine),  although 
it  is  customary  to  di*i*eribe  in  the  utr rus  an  o u t e r  long i t u d i n a  1  and 
an  inner  eireular  layer,  and  between  the  two  the  remaining  interlacing 
and  eros«ing  muscle  bundles — the  general  mass  of  thr  niuseylature* — ^Tho 
h i .** t  o r y  of  t he  tie v el o ]> m e n t  of  the  uterus  ?^ho\^ s  t hat  t Ik*  muycu- 
lature  is  derived  from  a  number  of  regular  layers  (%^oii  Hoffmann),  which 
survive  in  the  tube.  In  the  sexually  mature  organ  the  theory  of  regu- 
larly arranged   longitudinal  and  circular  layers  is  untenable,^ 

Several  musele  bundles  unite  to  form  group.'?,  and  within 
the  groups  the  individual  bundles  interlace  ami  cross  one  another 
in  various  directions. —The  musculature  is  composed  of  large  and  snuiU 
groujis  of  muscle  Imndles  in  close  opposition,  and  the  groups  are  inti- 
mately connected  by  stroma.— A  section  through  the  musculature  of 
the  body  of  the  uterus  represents  the  picture  of  a  uuiformly  interlacing 
tissue,  exhibiting  here  and  there  whitish  or  asbt*stos-likc  strands  wliich 
consist  of  longitudinal  sections  (longitudinal  muscle  bundles). — 

Under   n  o  r  m  a  I ,    as    well    as    im^  ler    j>  a  t  h  o  1  o  g  i  c    conditions   the 
apparently  irregular   arrangement   of   the   musculature  of  the  uterine 
boily  may  be  replaceil  l>y  a  uniform  arrangement  in  layers — a  lamellar 
arrangement*    As  A  hi;  uterus  enlarict's  through  the  growth 
of  the  fetus  dtiring  pregnancy  or  the  presence  of  a  myoma,  ™n«<;m-t.i  r.f  the 
the  musculature,  which  is  apparently  inextricably  tangled,    wl. 
unfoldi^   and    bet^omes    arranged   in  uniform  layers   (longi- 
tudinal   layers,    lamelbr)    in    the   ease   of    pregnaney    throughout    the 
organ,  or  in   myoma  uteri   only  around   the  tumor.     In  the   case   of 
very  large^  or  multiple,  fair-siajed  myomata  the  structure  of  the  entire 
body   sometimes    liecomes   lamellar.       It   is    owing    to    this    lamellar 

melamorphosis   of   the    musculature,    usually   around    the      ^      

myoma,  that  the  t  umor  can  be  enucleaterl  (so-called  capsule-      *  > 

formation  of  the  myoma).  The  lamelUe  are  thin  aiul 
often  can  be  readily  separated  and  torn.  The  myoma  is  connected  to 
the  musculature  by  individual  lamella\  By  circumscribed  prolifer- 
ation in  the  muscular  layers  (lamellaO  which  are  connected  with  the 
myoma  the  tumor  eidarges  (growth  by  apposition)  and  is  also  more 
readily  isolatf*d.  —  Finally,  espeeially  after  growth  has  ceased,  the 
prt^sure  of  the  myoma  on  the  nearest  individual  muscle  layers  may 
jjroduf'C  a  certain  atrophy  of  these  layers,  anti  in  this  way  a  kind  of 
encapsulation  may  be  simulated*  True  encapsulation  (**  capsule- 
formation'')  does  not  occur  in  myomata, — 
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The  lamellar  structure  which  results  from  enlargement  of  the 
uterus  is  not  composed  entirely  of  parallel  muscle  layers;  with  a  little 
care  it  is  possible  everywhere  to  distinguish  bundles  running  obliquely 
Mu«jie-  from   the  longitudinal   lamella   and   strands   of  tissue 

rhomboida.  conuccting    adjaccnt    longitudinal    layers.       In 

this  way  the  so-called  muscle  rhomboids  are  formed. — 
These  muscle  strands  connecting  the  longitudinal  lamellse,  and  the  some- 
what different  arrangement  of  the  musculature  in  the  muscle  lamellse 
and  connecting  strands  of  muscle,  explain  the  various  effects  that  are 
produced  when  the  muscle  contracts. — In  the  gravid  uterus  it  may  be 
shown  that  the  closely  packed  muscle  lamellae  in  the  upper 
portion  of  the  uterine  body  are  firmly  attached  to  the  perito- 
neum, while  in  the  lower  portion  of  the  body,  the  so-called  lower 
uterine  segment,  only  a  few  muscle  lamella*  are  thus  attached;  hence 
firm  fixation  of   peritoneum  above,  and  loose  connection 

lAne  of  Firm  * 

Attachment  of      with  the  orgau  below. — The  boundary  between  the  loose 
attachment  of  the  muscle  lamella?  and  the  closely  packed 
lamellae   which    are  firmly   attached  to  the  peritoneum  is   called   the 
line   of   firm   attachment   of   the   peritoneum.     (F.  A.) — 
Musculature  of     Thc  samc  ill-defined  character  is  observed  in  the  muscle 
theNew-bom.      bundlcs  of  the  utcTus   of   the   child   and  of  the   new- 
born infant.     The  strands  of  muscle  fibre  are  much  thinner  and  the 
microscopic  picture  is  therefore  much  less  complex. — After  the  climac- 
teric, in  old  age,  the  muscle  undergoes  marked  atrophy. 
The  connective  tissue   becomes  apparently  increased  and 
the  organ  reduced  in  size. — The  blood-vessels  often  show  marked  thick- 
ening of  their  walls  (sclerosis),  besides  myxomatous  degeneration. — 

The  cervical  tissue  consists  for  the  most  part  of  connective 
tissue;  the  stroma  of  the  cervix  receives  strands  of  muscle  fibres  from 
the  body,  which  divide  and  enter  the  firm  connective  tissue  in  various 
directions.  Immediately  underneath  the  mucous  mem- 
"^  '  brane  of  the  cervix  distinct  strands  of  muscle  bundles  can 
be  demonstrated.  In  the  outer  portion  these  strands  are  exclusively 
longitudinal  and  merge  with  thc  muscular  tissue  of  the  vagina.  In  the 
middle  of  the  cervix,  and  becoming  less  numerous  as  the  surface  of  the 
vaginal  portion  is  approached,  there  are  regular  strands  of  muscle 
fibres,  usually,  however,  only  where  there  are  blood-vessels. — The  wall 
of  the  cervix  does  not  uiulergo  a  definite  change,  particularly  a  lamellar 
change,  during  pregnancy,  as  in  the  case  of  the  uterine  body. 
Ti«>ue  of  the  Thc  V  a  g  i  u  u  1  J)  o  r  t  i  o  n  (see  above)  consists  of  firm  con- 
Portio  \ aKinaiis.  j^^^^.^jy^.  tissuo.  Containing  a  few  muscular  elements.  The 
connective  tissue  lies  underneatli  tlie  stratified  squamous  epithelium 
and  is  made  up  of  uniform  fibres  with  abundant  nuclei.      In  deep  layers 
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more  robust  and  wavy  masses  of  connective  tissue,  as  well  as  some 
strands  of  muscle  tissue  are  found.  In  the  layers  near  the  epithelium 
elastic  fibres  have  been  demonstrated  (Duhrssen). 

The  arterial  vessels  in  the  mucous  membrane  of  the  body  of 
the  uterus  arc  generally  but  poorly  supplied  with  muscular  tissue;  after 
pathologic   processes,    however,   the   walls  of  the   vessels,  ve*MLiT 

which  are  often  quite  tortuous,  may  undergo  thickening. —  (»)Bbodvw»b. 
In  the  cervix  as  well  as  in  the  vaginal  portion  the  walls  of  the  blood- 
vessels are  better  developed. — The  uterine  body  of  the  child  and 
of  the  new-born  infant  contains  wide,  well-developed,  often  cav- 
ernous vessels  in  the  layers  underneath  the  peritoneum, — The  same  pic- 
ture of  '* cavernous''  tissue  is  not  infrequently  seen  in  the  tissues  of  the 
vaginal  portion,  particularly  the  layers  situated  near  the  epithelium. — 
The  uterus  is  abundantly  supplied  with  lymphatics,  (b>Lymi>h- 
which  in  the  mucous  membrane  take  the  form  of  simple  venseh, 

elef  ts*  In  the  tissue  of  the  individual  portions  of  the  organ  they  are 
covered  with  endothelium  and  unite  to  form  large  lymphatic  trunks  on 
both  siik*s  of  the  organ  (see  lymphatics  of  the  uterus). 

The  greater  part  of  the  uterus  is  covered  with  peritoneum  which, 
like  the  reniainder  of  the  membrane,  is  covered  with  epithelium  (entlo- 
thelium);  the  latter  may  be  completely  cylindrical,  and  glamiular 
depressions  may  extend  beyond  the  peritoneal  tissue  into 
the  muscularis  (Rob*  Meyer). — The  peritoneum  consists 
ehiefly  of  connective  tissue,  with  a  few  longitudinal  smooth  muscle 
fibres  which,  near  the  tubes,  become  circular. — ^The  peritoneal  cov- 
ering of  the  uterus  in  the  sexually  mature  organ  is,  for  the  most  part, 
firmly  attached;  on  the  anterior  wall  the  boundary-line 
of  firm  attachment  forms  a  parabola,  the  apex  of  which  is  AuJc^m^nt: 
lowe-st  in  the  median  line,  about  1  cm.  above  the  region  of  ^'^  '^  ruli  vip^^IiT 
the  internal  os,  while  the  two  lateral  curves  pass  to  the 
region  underneath  the  round  ligament.  On  the  posterior  wall  the 
line  of  firm  attaelnnent  of  the  peritoneum  is  much  lower;  here  the  apex 
of  the  paral>ola  is  usually  at  the  level  of  the  middle  of  the 
cervix,  and  the  lateral  curves  pass  to  the  region  underneath 
the  ovarian  ligaments.  In  the  remaining  portions  of  the  uterus 
covered  with  peritoneum  the  attachment  i^  loose.^ — 

The    peritoneum    is    intimately    connected 
uterine  muscle.    In  thu  gravid  uterus  the  lamellar  strands  of  muscle 
fibres  are  seen  to  originate  in  the  peritoneum,  entering  the 
uterine  wall  from  above  downwartl  and  inward.      At  the     vt^fm^  muMb 
point  where  the  peritoneum  is  firmly  attached,  the 
oHgiii:^  of  the  muscle  lamell^L^  are  sren  close  together;    below,  where 
the-   attaehmt'nt   is   loose,   only   a   few   large   muscle  lauiclhej   widely 


Peritoiieilm^ 


(b)  To  tluj 
PcmlcHor  Wall. 


with    the 
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separated  from  one  another,  without  much  tendency  to  interlace,  are 
seen.  Above,  numerous  small  rhomboids  of  muscle  tissue;  below, 
a  few  large  muscular  rhomboids. — 

This  firm  and  loose  attachment  of  the  peritoneum  can  be  seen 

also  in  the  uterus  of  the  child,  as  well  as  of  the  new-born 

infant,  just  as  in  the  sexually  mature  organ  the  line  of 

Firm  and  Locse  "  ,         .  i  i  •      i 

Attachment  of  firm  attaclimcut  IS  Situated  a  little  above  the  level  of  the 
internal  os. — That  part  of  the  uterine  body  which 
lies  between  the  line  of  firm  attachment  of  the  perito- 
neum and  the  internal  os  is  described  separately.  During 
i>»wer  Uterine  l)regnancy  this  portion  increases  with  the  size  of  the  uterus 
Segment.  ^^j^j  j^  kiiowu  as  the  lower  uterine    segment.     (The 

lower  uterine  segment  will  be  referred  to  later). — 

The  uterus  further  presents  for  study  Gartner's  ducts,  which 


Fio.  73. — rx.  Travsveiwe  Sectiov  TnRorGH  tiie  Cervix  of  a  New-born  Child.  On  each  side  of  the 
lumen  of  the  cerv  ix  Ciartner'.-*  duct^^  subdivide  laterally,  b.  I'mler  higher  magrnification  the  cervical  mucous 
membrane  with  cervical  epithelium  does  not  take  the  .ttain  (in  this  .section  the  nuclei  are  not  regularly  situated 
near  the  ba.«e).     Gartner 'm  canal  with  epithelium  re»emblinK  that  of  the  body  of  the  uterus.     (Original.) 

are  not  constant,  or  their  remains.  They  enter  the  uterine  muscle  from 
the  side  (at,  or  a  little  above,  the  level  of  the  internal  os)  when  they  are 
Gartner's  ^cll   prcscrvcd;    arc  deflected  slightly  downward  and  in- 

^^"^'''*  ward,  and  pass  over  the  vaginal  vault  in  a  slightly  recurrent 

arch  to  the  vagina;  here  they  deviate  to  one  side  and  slightly  forward, 
and  end  in  their  orifices  at  the  level  of  the  hymen.  Sometimes  Gartner's 
ducts  are  merely  simple  canals,  and  occasionally  a  canal  is 
l)n.»sent  on  one  side  only.  Sometimes  the  ducts  form  remarkable 
ramifications,  due  to  lateral  ducts  that  are  given  off  and  subse- 
quently undergo  subdivision;  the  ramifications  have  slightly  dilated 
extremities  (Rob.  Meyer,  Fig.  73,  a.)  The  epithelium  is  cylin- 
drical and  resembles  the  uterine  epithelium  in  the  posi- 
tion of  the  nucleus  and  its  staining  qualities.  Gartner's 
duct  is  surrounded  by  an  enveloi)e  of  small-celled  connective  tissue. — 
The  malignant  degenerations  of  the  ei)ithelial  constituents  are  inter- 
esting (Rob.  Meyer).  Some  vaginal  cysts,  which  are  seated  in  front  and 
laterally,  are  attributed  to  Gartner's  ducts. — 
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The  tubes  present  first  a  peritoneal  covering;  second,  a  rich 
Tayer  of  mu^ele  tissue,  longitudinal  near  the  outside  and  circular  within; 
and  third,  the  mucous  membrane.— The  character  of  the  tube  varies 
ill  itis  diffcrmt  segmvnli?.  Aside  from  the  interstitial  jior- 
lion  (the  portion  within  the  uterine  wall),  the  individual 
^fie^nient^  vary  in  thickness:  the  mucous  niembrane  of  the  interstitial 
portion  and  of  the  part  situated  near  the  uterus  is  wholly,  or  ahnost 
wholly^  devoid  of  folds:  the  transverse  section  usually  appears  stellate. 
The  epithelium  is  cyliiidrieal,  forms  a  single  layer,  and 
resemblej3  the  uterine  e|jitht  li  u  iii:  in  reeeiit  preparations  cilia  aro 
seen,— In  the  section 
near  the  abdominal  on- 
fiee  (fimliria*)  tin*  niu- 
CDUB  membrane  exhil>- 
its  well  develojjed  folds, 
and  in  cross-section  the 
jjicture  appears  al- 
most villous  or  gland- 
ular, suggesting  the 
piKure  of  nmlignant 
adenoma  of  the  uter- 
ine body  (Fig,  74^  a) 
(sec  below).  The  nor- 
mal tube  eon  tains  no 
glands,  although  the 
micToacopic  picture  ap- 
pears glandular.  But^ 
as  in  the  ease  of  all 
lurfaces  covered  with 
cylindrical  epithelium,  pathologic  pro e esses  may  lead  to  pro- 
liferation of  the  epithelium  and  the  formation  of  ih*j>ressions  or  glands 
(s(n*  below  I .  Cienerully  speaking,  the  Fallopian  tube  does  not  alter  during 
menstruation  or  in  pregnancy  (except  in  tubal  pregnancy,  see  below); 
cases  have  licen  described,  however,  in  which  the  entire  tube  took 
part  in  menstruation,  as  well  as  in  the  changes  incident  to  pregnancy. 

The  Fallopian  tube  in  children  and  In  new-born  infants 
does  not  differ  in  its  outward  shaiie  from  that  of  adultfi,  but  is,  of  course, 
BCtmller  in  size:  but  owing  to  the  greater  development  of  the  circular  mus- 
cle bunilles  and  the  slight  develojiment  of  the  longitudinal  bundles, 
the  Fallopian  tube  is  more   tortuous  than  during  sexual  maturity, — - 

Preparations  of  Fallopian  tubei*  frequently  exhibit  the  remains  of 
parovarian  tlucts  in  the  mesosalpinx,  as  epithelial  ducts  with  cylin- 
drical epithelium  surrounded  l>y  well-doveloped,  circular  muscle  layers* 


I 


b 


Fic}>  74>— ^T»At™v)tjt»it  SiicTicis«  or  Tiiii  FAU,oriAt<  Tv»t».  a. 
kt  ihr  ttUlfJttiiitiil  titihfv,  nah  UthU  tif  mut^iu«i  iiivtiibnuifi,  b*  In  tliA 
midille  rrrr  Hiip<  itjbp  H4^  ifA<U  of  n;»timiH  imrinhrnnh  iinp  lutt  m^  Wf>ll 
ilrvtdupoii.  c.  Tube  wiUuu  tljis  utc^ru*  (lutcrFtitiftl  pi>rtjirj||  I,  ji  si»ri|jj« 
ntiniiL    Al  a  the  ni«9ai««lptii3c  nmtAtn*  puruvjuniui  IuIjuI*».     lOniEinaJ.) 
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Diagnosis  of  Normal  Pregnancy. 

Although  the  diagnosis  of  pregnancy  does  not  strictly  belong  to 
gynecological  diagnosis,  it  must  nevertheless  be  discussed  in  this  con- 
nection, partly  because  it  is  made  in  exactly  the  same  way  as  the  diag- 
nosis of  gynecological  diseases,  particularly  during  the  first  months  of 
pregnancy,  i.e.,  by  combined  examination,  and  partly  because  the 
findings  in  a  number  of  gynecological  affections  are  so  similar  to  the 
conditions  found  in  pregnancy  that  the  latter  always  plays  a  most 
important  part  in  the  differential  diagnosis.  The  diagnosis  of  normal 
pregnancy  is  particularly  important  for  the  physician  because  it  is  a 
diagnosis  that  can  be  confirmed  better  than  any  other.  "Nunquam 
fere  magis  periclitatur  fama  medici,  quam  ubi  agitur  de  graviditate 
determinanda,''  says  van  Swicten  in  speaking  of  the  annoyances  that 
may  accrue  to  the  physician  from  a  mistaken  diagnosis  of  pregnancy. 
It  is  therefore  the  part  of  wisdom  on  the  part  of  the  physician  not  to 
announce  or  exclude  this  condition,  which  brings  such  a  momentous 
change  into  a  woman's  life,  until  the  diagnosis  is  established  beyond 
the  possibility  of  a  mistake.  If  there  is  any  doubt,  it  is  wiser  to  wait  a 
month  longer.  A  woman  does  not  usually  expect  a  diagnosis  of  preg- 
nancy before  the  third  or  fourth  month,  and  at  this  period  the  diagnosis 
can  usually  be  made  with  certainty.  Before  that  date  it  must  always 
be  dubious  in  the  hands  of  any  but  a  very  experienced  practitioner. 

The  diagnosis  of  pregnancy  is  absolutely  certain  when  the  presence 
of  a  child  within  the  uterus  can  be  demonstrated.  The  first  signs  of 
this,  however,  cannot  be  positively  determined  until  about  the  middle 
of  pregnancy,  so  that  they  arc  available  only  for  the  second  half;  during 
the  first  four  or  five  months  the  diagnosis  must  be  based  solely  on 
changes  in  the  maternal  genitalia,  and  for  this  reason  there  is  a  funda- 
mental difference  between  the  diagnosis  in  the  first  and  the  diagnosis 
in  the  second  half  of  gestation. 

The   diagnosis  of   pregnancy   during  the  first  half  of   gestation   is 

based  on  the  demonstration  of  changes  that  develop  in  the  genitalia 
under  the  influence  of  an  increas(Ml  blood  supply  and  the  growth  of  the 
ovum  within  the  uterus,  which  begins  at  the  time  of  impregnation,  and 
consists  in  changes  that  take  i)lace  in  the  blood-  and  lymph-vessels  as 
well  as  in  hypertrophic  conditions  of  the  mucous  membranes  and  the 
uterine  muscle.  The  uterus  itself  is  affected  by  the  growing  ovum, 
which  is  attached  in  the  neighborhood  of  the  tubal  orifices  and  separates 
the  two  walls  of  the  uterus,  hut  at  first  does  not  grow  at  the  same  rate 
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as  the  uterus  itself.  The  periphery  of  the  ovum  does  not  everywhere 
reach  the  uterine  wall  until  the  end  of  the  third  month,  when  the  decidua 
reflexa  joins  the  decidiia  vera.  From  this  time  on  the  uterus  an*]  ovum 
grow  pari  pa^^u  and  the  union  of  the  two  fetal  membranes  may  take 
place  at  any  time  between  the  fifth  and  sixth  months. 

The  diagnosis  of  pregnancy  must,  under  all 
cj  re  u  mst  ances  ,  be  based  exclusively  on  the  objective 
examination* 

The  following  changes  are  utilized  in  making  the  diagnosis; 

The  i  nt roi t us,  after  a  few  weeks,  frequently  shows  a  slight  bluish 
discoloration  of  the  mucous  membrane  of  both  vaginal  walls,  forming 
at  the  hymen  a  sharp  contrast  with  the  normal  color  of  the  mucous 
membrane  of  the  vestibulum*     The  bluish  discoloration  is  vhanv^^mt 

most  marked  at  the  fokl  surrounding  the  urethral  meatus  tii&  introKii*. 
and  on  each  side,  where  it  merges  with  the  lateral  wall  of  the  vagina. 
The  discoloration  is  a  matter  of  individuality  and  may  be  absent  even 
when  the  fetus  is  living,  particularly  in  primiparfe,  while  in  multiparEe 
it  mj  generally  speaking,  more  distinct.  During  the  later  months  the 
color  increases  in  intensity,  A  marked  dilatation  of  the  veins  is  super- 
added, and  the  introitus  presents  a  characteristic  bluish-black  appearance, 
so  that  a  single  glance  suffices  to  establish  the  diagnosis.  Not  infre- 
quently a  slight  dilatation  persists  after  parturition,  so  that  in  multiparie 
a  slight  bluish  introitus  may  be  seen  even  in  the  absence  of  a  pregnancy. 

A  bluish  discoloration  at  the  introitus  does  not  belong  to  pregnancy 
exclusively,  being  observed  also  in  the  presence  of  large  tumors  of 
the  uterus  and  ovaries,  when  they  produce  great  vascularity  in  the 
neighborhood, 

Ca.be  4.    Itt  fta  elderly  perwoa,  wiiti  an  Dv&ri&n  tumor  of  tbe  eh&pe  and  eonniHtenoy  of  & 

^p^vid  ut4*ryj*,  the  dtagncwb  wus  ex  tamely  difficult  and  for  some  time  I  consMlered  pregniiney 
bGinujsv  the  iiitrijitdjj*  wjui  &  dark  blue,  eucli  as  h  usuiitLy  seen  in  the  last  montljs  of  pr^^rmufy. 


Bluish  dii^coloralion  at  the  introitus  of  the  vagina  is  also  occasionally 
observe«l  in  iliseases  associated  with  circulatory  disturbances  in  the 
abdominal  veins  (cirrhosis  of  the  liver,  cardiac  and  pulmonary  diseases)* 

Similar,  although  less  pronounceil,  changes  are  seen  in  the  mucous 
uienibrane  of  the  vagina.  It  appears  livid,  often  of  a  reddish-blue 
and  somewhat  glistening,  owing  to  its  turgescence.  The  increased 
metabolism   in   the   vaginal    mucous  membrane   manifcfsts  amti^m^in 

iti4elf  in  an  abundant  desquamation  of  the  squamous  tbo  VNtiq*, 
epilheliuui,  covering  the  surface  with  whitish  shredw*  The  cervix 
also  secretes  somewhat  more  mucus  than  usual,  so  that  the  in- 
creased va«^i!ial  secretion  is  one  of  the  regular  phenomena  of  i>reg- 
nancv-       The     mucous     membrane    feels    soft,    loosCi    and    velvety; 
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pulsating  vessels  are  not  infrequently  seen  in  the  vaginal  vault.  But 
even  these  signs  are  subject  to  individual  variations  and  may  be  com- 
pletely absent  even  in  the  presence  of  a  living  ovum;  in  multipara 
they  are  usually  more  distinct.  On  the  other  hand,  they  may  un- 
doubtedly occur  in  the  absence  of  pregnancy,  particularly  with  large 
tumors,  especially  myomata;  in  recent  inflammations  in  the  neighbor- 
hood of  the  vagina;  in  catarrh.  A  bluish  discoloration  of  the  vagina 
is  also  occasionally  seen  with  an  hematocele. 

The  changes  in  the  mucous  membrane  are  most  distinct  and  appear 
earliest  in  the  vaginal  portion  of  the  cervix.  The  softening  and 
the  bluish  discoloration  of  the  mucous  membrane  are  frequently  the 
first  signs  of  pregnancy.  The  mucous  membrane  is  often 
thcPortio  intensely  blue,  and  erosions  show  a  deep  purple  color;    it 

***    ^'  feels  very  soft   and   boggy,  while  the  subjacent  cervical 

tissue  at  first  retains  its  normal  consistency.  During  the  late  months, 
however,  the  latter  also  shares  in  the  general  softening.  Old  lacerations 
of  the  cervix  become  much  more  distinct  during  pregnancy  because 
the  cicatricial  tissue  forms  a  contrast  to  the  softer  surroundings. 
In  primiparir  the  external  os  becomes  rounder.  Softening  of  the 
vaginal  portion  is  not  a  positive  sign  of  pregnancy,  as  it  is  also  quite 
distinct  in  chronic  fungous  endometritis  and  metritis,  and  in  recent 
inflammations  in  the  neighborhood  of  the  uterus. 

The  most  important  changes  produced  by  pregnancy  are  found 
in  the  uterus  itself  and  are:  an  increase  in  size,  and  softening.  The 
enlargement  may  be  detected  by  a  practised  hand  as  early  as  the 
EniarKcment  of  second  mouth ;  in  the  third  month  it  can  hardly  escape 
the  Uterus.  ^j^^  noticc  of  evcu  a  less  experienced  examiner.  The 
earliest  change  of  shape  demonstrable  in  the  gravid  uterus  consists  in 
a  slight  enlargement  of  its  transverse  diameter,  caused  by  the  increase 
in  the  thickness  of  the  lateral  walls;  but  the  increase  in  the  diameter  does 
not  become  distinct  until  the  sagittal  diameter  also  increases  and  the  two 
walls  are  separated  by  the  growing  ovum.  As  long  as  the  uterus  is 
still  in  the  pelvis,  the  enlargement  is  easily  demonstrated;  as  it  increases 
in  size,  however,  and  rises  out  of  the  pelvis,  i.e.,  in  the  fourth  and  fifth 
months,  the  diagnosis  of  pregnancy  becomes  difficult  because  one 
cannot  be  certain  that  the  distinctly  palpable  tumor  is  the  uterus; 
for  about  this  time  the  gravid  uterus  usually  becomes  greatly  ante- 
flexed,  and,  as  the  vaginal  portion  is  therefore  situated  posteriorly  at 
the  pelvic  wall,  it  is  often  impossible  to  recognize  with  certainty  where 
the  cervix  joins  the  uterine  body,  particularly  if  the  uterine  segment 
is  very  much  softened  (Fig.  75).  Under  these  circumstances  one  is 
often  tempted  to  mistake  the  gravid  uterus  for  a  tumor  and  to  assume, 
by  the  direction  of  the  vaginal  portion,  that  the  uterus  is  behind  it  in 
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retroversion.  It  is  often  absolutely  impossible  to  demnnstrate  the 
cervical  angle  through  the  anterior  vagitml  vault,  and  the  connection 
l>etwGen  the  cervix  and  the  uterine  hotly  can  be  recognized  with  cpr- 
tainty  only  by  palpating  upward  along  the  lateral  margin  of  the  va'ginal 
portion  of  the  cervix. 

The  softening  of  the  uterus  Ls  subject  to  wide  individual  varia- 
tion. The  organ  is  sometimes  so  soft  that  it  cannot  he  felt  at  all,  or  the 
outlines   of   its   resistance   can   be   differentiated   from   the    intestinea 
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Ffnn  H^ifTR   in   Makssii  AtfTtan,KTai>n,     P.-F,     H»     (Ori^atL) 


only  by  the  very  lightest  pressure.  In  such  a  case,  if  the  entire  uterus 
is  grasped  between  the  widespread  fingers  and  the  intra-uterine  tension 
increased  by  uniform  pressure  in  all  directions,  palpation  s^jfusmumot 
becomes  very  much   ea-sier.     On   the    other   hand,  soften-  tbjUtmm. 

ing  may  be  entirely  absent  in  a  normal  pregnancy;  in  that  c^e  the 
vaginal  portion  and  the  vagina  are,  as  a  rule,  less  blue  and  less  succulent. 
The  slightest  grade  of  softening  of  the  uterus  can  be  distinctly  recog- 
nized in  such  cases  by  grasping  the  organ  between  both  hanfls  and 
making  slight  pressure.  The  slightest  degree  of  elasticity,  the  merest 
sui^pjcion  of  yiehling  (imiiressibiUty)  indicates  s^oftenirig,  whiTcas  the 
non-gravid  uterus  is  hard  and  unyielding.     In  primiparir  and  in  the 
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presence  of  complications  with  mild  grades  of  metritis,  softening  of  the 
uterus  is  very  slight.  Not  infrequently  the  gravid  uterus  may  be  felt 
in  the  midst  of  contraction;  the  organ  feels  hard  and  tense,  but  soon 
becomes  soft  under  the  fingers.  This  change  in  consistency  is 
the  most  positive  sign  of  pregnancy.  Sometimes  a  gravid 
uterus  that  shows  but  little  softening  presents  irregularities  in  its  outline, 
ridges  and  projections,  caused  by  partial  overlapping  of  the  muscu- 
lature. These  irregularities  sometimes  have  the  shape  of  interstitial 
myomata,  for  which  they  may  be  mistaken,  or  they  may  simulate  fetal 
parts  felt  through  the  wall.  As  palpation  is  continued,  however,  they 
disappear  or  change  their  shape.  When  these  partial  contractions 
form  in  a  circle  at  the  cornu  of  the  uterus,  portions  of  the  organ  may 

be  constricted  off  from  the  main  part  and 
simulate  cystic  tumors  of  the  adnexse. 
As  a  rule,  these  contractions  are  transi- 
tory and  the  picture  soon  undergoes  a 
complete  change. 

The  softening  of  the  uterus  is  most 
distinct  in  the  lower  uterine  segment 
before  it  is  occupied  by  the  ovum. 
While  the  upper  portion  of  the  uterus, 
on  account  of  the  presence  of  the  ovum, 
becomes  more  tense,  and  the  cervix, 
owing  to  the  slight  degree  of  succulence, 
^'^<g^^^-r;^;;X7/  fomis  a  sharp  contrast  with  it,  the  inter- 
mediate portion  of  the  uterus  becomes 
so  thin  and  pliable  that  it  often  escapes 
the  sense  of  touch  altogether  because  the 
two  softened  walls  of  the  uterus  are  in  contact.  If  the  uterus  is  in 
the  normal  position,  and  the  internal  hand  is  introduced  into  the  anterior 
vaginal  vault  while  the  external  hand  is  placed  on  the  posterior  surface 
of  the  uterus,  immediately  above  the  internal  os,  the  two  hands 
apparently  touch  each  other  (Fig.  76). 


Fio.  70. — Position  of  thk  IIandb  in 
Examining  for  Hegar'h  Sign  of  Preg- 
nancy (after  Ilcfcar). 


Note.  This  obliteration  of  the  lower  uterine  segment  can  also  be  demonatrated 
during  the  later  months  when  it  is  completely  occupied  by  the  ovum,  because  the  movable 
portion  of  the  ovum,  the  amniotic  fluid,  yields  to  the  pressure  of  the  finger.  The  coinci- 
dent distention  of  the  l)ody  of  the  uterus,  although  it  can  barely  be  demonstrated  by  palpa- 
tion, is  in  proportion  to  the  compression  of  the  lower  uterine  segment.  In  this  sense,  therefore, 
the  so-called  Hegar's  sign  is  the  earliest  sign  of  pregnancy  directly  dependent  on  the  ovum, 
and  is  exceedingly  important  in  the  diagnosis  of  early  pregnancy. 

The  greater  the  softening  of  the  uterus  as  a  whole,  the  more  dis- 
tinct will  be  the  obliteration  of  the  lower  uterine  segment;  but  it  is 
present  also,   as  a  rule,   when    softening  of  the  entire  organ  is   only 
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moderate.  In  my  opinion  the  sign  is  not  so  important  in  the 
diagnosis  of  a  normal  pregnancy  as  it  is  in  cases  which  present  special 
diffieulties,  particularly  when  tliere  b  an  absence  of  softening.  I  have 
found  it  exceedingly  useful  in  the  diagnosis  of  pregnancy  with  a  dead 
fetus,  and  in  retention  after  abortion;  in  very  early  pregnancy  also  it 
is  at  this  point  that  the  first  signs  of  softening  are  moat  frequently  found. 
For  the  practitioner  a  familiarity  with  this  peculiar  characteristic  of  the 
lower  uterine  segment  is  particularly  important  because  it  is  the  source 
of  the  great  difficulties  that  are  occasionally  encountered  in  tlie  diag- 
nosis of  pregnancy^  such,  for  example,  as  the  already  mentioned  ante- 
flexion of  the  gravid  uterus  and  the  difficulty  of  distinguishing  between 
normal  and  extra-uterine  pregnancy,  which  is  by  no  means  rare, 
particularly  when  the  body  of  the  uterus  is  lateral  or  posterior  to 
the  ectopic  product. 

The  suspicion  of  pregnancy  may  be  aroused  by  the  presence  of  an 
irregular  bulging  of  a  certain  portion  of  the  body  of  the  uterus  in  con- 
nection with  softening.  These  prominences  are  produced  by  excessive 
growth  of  that  portion  of  the  uterus  which  gives  attach-  i.om1  Bulging 
oient  to  the  ovum.  They  are  most  readily  recognized  <»f  *ik*  ui^rui. 
when  they  are  situated  in  one  of  the  cornua.  The  corresponding 
eornu  then  appears  prominent  and  dilated,  while  the  other  retains  its 
normal  shape.  In  connection  with  this  asymmetry  one  occasionally 
feels  delicate  furrows  running  in  a  sagittal  direction  between  the  two 
different  sections  of  the  uterus.  Softening  and  eompressibility  of  the 
prominent  portions  are  also  necessary  for  a  diagnosis  of  pregnancy, 
because  the  same  changes  in  the  shape  of  the  uterus  may  be  produced 
by  a  myoma. 

The  certainty  of  a  diagnosis  of  pregnancy  is  proportionate  to  the 
number  of  the  above  mentioned  signs  that  can  be  dcmonstratedp  The 
examiner  shouKl  not  content  himself  with  one  sign,  but  should  examine 
all  the  organs  that  have  been  mentioned^  attaching  the  greatest  impor- 
tance to  the  changes  in  the  uterus. 

The  diagnosis  of  pregnancy  during  the  second  ha]f  is  based  on 
demonstration  of  the  fetui^. 

The  earliest  fetal  sign  is  fetal  movement,  which  may  often 
be  demonstrated  at  the  end  of  the  fourth  month  with  the  stethoscope, 
as  a  soft  scratching  or  crackling,  scraping  sound;   or  even  f*iai 

as^  a  slight  blow,  partieularly  after  the  uterus  has  been  Movemenu, 
forcibly  compresseti  a  few"  times.  During  the  later  months  the  pal- 
pable and  visible  movements  of  the  feet  and  the  short,  vigorous  blows 
of  the  trunk  constitute  a  positive  fetal  sign. 

Tlie  fetal  heart  sounds  can  occasionally  be  heard  by  patient 
and  attentive  auscultation  toward  the  end  of  the  fourth  month.     As 
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a  rule,  the  degree  of  certainty  necessary  for  a  diagnosis  can  be  obtained 
only  at  the  end  of  the  fifth  month,  or  about  the  middle  of  pregnancy. 
Fetal  Heart  As,  owing  to  the  constant  change  in  the  position  of  the 
Sounds.  fetus,  the  position  of  the  heart  sounds  is  variable,  the  entire 

surface  of  the  uterus  must  be  explored  with  the  stethoscope.  The 
sound  is  double,  very  low,  and  the  rate  is  about  140  to  100  per  minute. 
The  sounds  increase  in  loudness  with  the  progress  of  pregnancy, 
and  their  position,  corresponding  to  that  of  the  fetus,  also  becomes 
more  constant. 

The  conditions  necessary  for  successfully  palpating  the  fetal 
parts  are  not  present  before  the  middle  of  pregnancy;  previous  to 
that  time  they  are  surrounded  by  the  amniotic  fluid,  and  lie  deep  within 
the  uterus,  which  is  still  hard  and  incompressible;  but 
about  this  time  the  fetal  head  can  occasionally  be  felt 
through  the  vagina,  if  it  happens  to  be  in  apposition  with  the  anterior 
wall  and  does  not  escape  from  the  palpating  fingers  too  quickly.  By  the 
sixth  and  seventh  month  the  fetal  parts  have  become  quite  hard,  al- 
though they  are  still  very  movable,  and  can  be  demonstrated  by  external 
palpation;  and  as  time  goes  on,  the  entire  fetus  becomes  gradually  more 
distinct  so  that  all  of  its  parts  can  be  recognized.  (For  the  methods  to 
be  employed  for  this  purpose  the  reader  is  referred  to  works  on 
obstetrical  diagnosis.) 

Certain  changes  in  the  breasts  develop  as  early  as  the  first 
month  of  pregnancy.  They  consist  in  swelling  and  increased  activity 
of  the  glands,  which  become  hard  and  on  pressure  exude  colostrum. 
Changes  in  At  tho  sauio  tiuic  Moutgomcry's  glands,  i.e.,  the  sebaceous 

the  Breasts.  glands  in  the  areola,  become  enlarged,  and  glistening  blue 
subcutaneous  veins  make  their  appearance.  These  changes  produce  a 
feeling  of  tension  and  pricking  in  the  breasts,  which  early  attract  the 
pregnant  woman's  attention;  in  nuUiparous  women  this  sign  is  more 
important  than  in  multipanc.  Its  diagnostic  value  is,  however,  ma- 
terially diminished  by  the  fact  that  it  is  also  observed  quite  frequently 
in  cases  of  large  myomata  and  ovarian  tumors,  and  occasionally  during 
menstruation. 

The  history  is  of  minor  value  in  the  diagnosis  of  pregnancy  as 
compared  with  the  objective  examination;  it  should  be  used  as  a  sup- 
port to  the  diagnosis  arrived  at  by  the  visible  signs,  but  should  never 
form  the  foundation  of  the  diagnosis.     The  only  symptom 

Anamnesis.  ri'.iT  ••xi  i^»  ^  •'r- 

of  value  in  the  diagnosis  is  the  cessation  of  menstru- 
ation. This  sign  is  of  such  tremendous  importance  in  the  eyes  of  the 
laity  that  every  woman  who  has  ever  had  sexual  intercourse  at  once 
suspects  pregnancy  if  she  misses  her  periods.  For  a  physician  this 
method  of  making  a  diagnosis  is  wrong.    If,  however,  a  woman  who  has 
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always  been  absolutely  regular  in  her  menetruaiion  s^uddenly  misses 
a  period  without  any  previous  gradual  diminution  in  the  flow,  or  general 
or  local  8yin|>tonjs  of  inirLspomtion,  it  h  |»robable  that  she  is  pregnant; 
but  the  diagiiotiifq  can  nevir  be  positive  becaust'  even  in  |>erfeet  health 
the  woman's  menstruation  may  be  delayed  weeks  or  montha  as  the 
result  of  some  psychic  impresmon,  acute  t^ireulatory  disturbanee,  over- 
axertion,  and  the  like;  while  loeal,  and  partintlarly  general  diseases 
an?  a  still  more  frequent  cause  of  amenorrhea*  For  determining 
the  date  of  the  beginning  of  pregnancy,  the  sign  is  even  less  reli- 
able»  because  a  woman  may  become  pregnant  fluring  a  period  of 
amenorrhea  due  to  other  causes,  ssuch  as  lactation,  so  that  the  preg- 
nancy may  be  mueh  more  recent  than  the  period  of  amenorrhea  woukl 
indicate.  The  value  of  the  sign  is  also  restricted  by  the  fact  that  a  woman 
may  menstruate  during  pregnancy »  A  menstrual  hemorrhage  from  the 
cndometriutn  may  continue  for  a  few  months,  or  very  rarely  until  the 
end  of  pregnancy,  although  to  be  sure,  the  bleeding  differs  from  a  normal 
menstruation  by  its  duration  and  the  pale  and  watery  appearance  of 
the  blood.  On  the  other  hand,  hemorrhages  due  to  disease  of  the  uterus 
or  fetal  membranes  are  quite  frequent,  and  as  such  hemorrhages  are 
usually  described  by  women  as  *'periotls/'  the  patient's  statement  that 
the  menstruation  has  not  ceased  may  mislead  the  i>hysician.  By  a 
careful  interrogation  concerning  the  type  and  character  of  the  bleeding 
the  mystery  may  be  cleared  up. 

The  symptoms  of  nausea  and  frequent  vomiting  have  a 
certain  diagnostic  value,  although  these  symi>toms  are  also  complained 
of  by  otherwisi^  healthy  women,  particularly  in  connection  with  amen- 
orrhea. A  patient's  j^tatements  that  she  feels  fetal  movements  must 
be  accepted  with  great  caution,  because  intestinal  movements,  pulsa- 
tion of  arteries,  the  movements  of  a  tumor  ami  the  like,  are  frequently 
miBiaken  for  this  phenomenon. 

The  practitioner  who  depends  too  much  on  a  patient^s  statements, 
or  attaches  more  importance  to  them  than  to  the  results  of  objective 
examination,  cannot  hope  to  escape  errors  in  diagnosis;  but  he  who 
signs  them  their  true  place  will  alwayg  be  glad  to  find  in  them  the 
lesired  confirmation  of  a  iliagnosis  based  on  objective  signs. 

Differential  Diagnosis.— The  differential  diagnosis  covers  a  very 
wide  field,  since  e%Try  variety  of  abdominal  tumor  may  be,  and  in 
fact  ha*i  been,  mistaken  for  pregnancy.  As  pregnancy  is  the  most 
frequent  cause  of  the  ilevelopment  of  an  abdominal  tumor,  niHerenittti 

we  advise  one  who  is  not  an  expert  diagnostician  always  niji«tn>xi-.. 

to  think  of  pregnancy  in  diagnosing  such  a  tumor,  and  to  include  preg- 
nancy ID  his  differential  diagnosis.  By  so  doing  he  will  not  run  so  much 
danger  of  failing  to  recognize  an  existing  pregnancy. 
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Differential  diagnosis  plays  a  more  important  part,  and  encounters 
many  more  difficulties  during  the  first  half  of  pregnancy  because 
at  this  time  positive  fetal  signs  are  as  a  rule  absent,  and  the  diagnosis 
must  be  based  solely  on  the  shape  and  consistency  of  the  uterus.  The 
following  conditions  must  be  considered: 

Chronic  metritis  may  be  mistaken  for  pregnancy  because  it 
also  gives  rise  to  enlargement  of  the  uterus  and,  especially  in  recent 
cases,  to  a  certain  degree  of  softening,  particularly  as  the  vaginal  por- 
tion may  appear  succulent  and  of  a  bluish  color.  The  mistake,  however, 
is  likely  to  arise  only  during  the  first  two  or  three  months,  as  inflam- 
matory swelling  rarely  causes  enlargement  of  the  uterus.  In  chronic 
metritis  the  uterus  is  more  flat  and  not  so  much  thickened,  non-elastic, 
and  resistant  to  the  pressure  of  the  fingers.  The  inflammatory  thick- 
ening also  involves  the  cervix  and  the  lower  uterine  segment,  so  that 
Hegar's  sign  is  absent.  The  vagina  and  introitus  present  no  alterations. 
In  doubtful  cases  the  only  safe  course  is  to  observe  the  further  growth 
of  the  uterus,  and  it  is  always  best  to  wait  at  least  four  weeks,  because 
slight  differences  in  size  cannot  be  detected  by  palpation.  The  diagnosis 
will  frequently  have  to  be  confirmed  by  the  history,  showing  that 
menstruation  continues  to  be  normal. 

Hematometra  plays  an  important  r61e  in  the  differential 
diagnosis  among  physicians,  apparently  because  it  is  also  associated 
with  amenorrhea.  In  actual  practice  the  condition,  on  account  of  its 
great  rarity,  hardly  needs  to  be  considered.  The  enlargement  of  the 
uterus  in  hematometra  produces  a  uniform,  spherical  shape,  whereas 
the  gravid  uterus  is  broader  through  the  body.  The  cervix  frequently 
takes  part  in  the  distention  by  the  retained  blood,  becomes  balloon- 
shaped  and  merges  with  the  uterine  body.  The  chief  difference  in  the 
two  conditions,  however,  is  found  in  the  consistency.  In  hematometra 
the  enlargement  of  the  uterus  is  due  entirely  to  its  contents,  and  it  is 
therefore  tense  and  distended  like  a  balloon;  never  soft  and  doughy.  It 
is  only  in  those  rare  cases  in  which  part  of  the  retained  blood  is  absorbed 
that  a  soft  consistency  may  be  produced  and  simulate  that  of  preg- 
nancy. If  the  occlusion  at  the  cervix  or  vagina  which  has  produced 
the  hematometra  can  be  demonstrated,  the  diagnosis  is  assured.  The 
history  may  aid  the  diagnosis,  inasmuch  as  the  development  of  hema- 
tometra requires  a  much  longer  period  of  amenorrhea  than  is  necessary 
to  produce  the  enlargement  of  pregnancy. 

For  the  differential  diagnosis  from  myoma  the  reader  is  referred  to 
the  chapter  on  that  subject.     For  extra-uterine  pregnancy,  see  page  143. 

During  the  second  half  of  p  r  e  g  n  a  n  c  y  diagnostic  errors 
are  Ic^ss  frequent  l)ocaus(»  at  least  one  of  the  fetal  signs  is  usually 
availabU';    but  as  the  heart  sounds  are  often  overlooked,  or  cannot  be 
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found,  and  the  fetal  parts  are  not  infrequently  mistaken  for  something 
else,  the  literature  of  diagnostic  mistakes  is  quite  large.  The  difficul- 
ties are  increased  when  the  fetus  is  dead,  the  heart  sounds  are  no  longer 
present,  and  the  fetal  parts  can  no  longer  be  distinctly  palpated.  It  is 
needless  to  say  that  at  this  period  the  conditions  to  be  considered  in 
the  differential  diagnosis  are  large  tumors,  and  other  changes  must 
therefore  be  taken  into  account. 

Quite  often  a  woman  supposes  herself  pregnant  because  her  abdo- 
men increases  in  size  owing  to  an  increase  of  the  panniculus  adiposus, 
particularly  if  at  the  same  time  the  menstruation  ceases,  as,  for  example, 
at  the  beginning  of  the  menopause.  Pronounced  meteorism  and  ascites 
may  also  arouse  the  suspicion  of  pregnancy.  Careful  percussion  and 
palpation  and  finding  a  uterus  of  normal  size  will  suffice  to  clear  up  the 
diagnosis. 

Greater  difficulties  are  encountered  in  the  differential  diagnosis  from 
large  myoma,  ovarian  tumors,  and  advanced  extra-uterine  pregnancy. 

In  this  connection  I  repeat  that  there  is  no  better  way  to  clear  up 
a  doubtful  case  of  pregnancy  than  to  observe  the  growth  of  the  uterus. 
My  experience  with  the  mistakes  of  practitioners  teaches  me  that 
during  the  first  half,  pregnancy  is  more  frequently  overlooked,  and  the 
existing  enlargement  of  the  uterus  mistaken  for  a  myoma  or  an  inflam- 
matory swelling;  while  in  the  second  half,  neoplasms  are  more  often 
erroneously  diagnosed  as  pregnancies,  either  because  the  physician  has 
been  misled  by  the  patient's  suspicions  or  because  pregnancy  appears 
to  him  the  most  probable  diagnosis. 
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Diagnosis  of  the  Disturbances  of  Pregnancy. 

Of  equal  importance  as  normal  pregnancy  to  the  gynecologic 
diagnostician  are  the  many  disturbance's  which  occur  during  the  preg- 
nant state  and  which  are  characterized  by  definite  gynecologic  palpa- 
tory findings,  and  often  need  to  be  taken  into  consideration  in  the 
differential  diagnosis  of  cases  properly  belonging  to  gynecology.  They 
shall  therefore  receive  attention  in  this  place. 

Dias:nosis  of  Pres^nancy  with  a  Dead  F^tus. 

If  the  fetus  dies  during  pregnancy  it  may  be  retained  in  the  uterus 
for  weeks  and  months,  even  beyond  the  term  of  normal  gestation  (missed 
abortion  and  missed  labor).  Cessation  of  the  fetal  movements  and  of 
increase  in  the  size  of  the  alxlomen  in  the  presence  of  an  almost  certain 
pregnancy,  persistent  hemorrhages,  or  disturbances  of  the  general 
health  almost  always  cause*  the  patient  to  consult  a  physician,  so  that 
the  diagnosis  of  this  condition  is  of  great  practical  importance. 

The  diagnosis  is  easy  in  proportion  as  the  pregnancy  is  advanced; 
during  the  last  months  particularly  it  i)resents  no  difficulties  whatever 
if,  on  repeated  examination,  no  heart-sounds  are  heard  or  fetal  move- 
ments can  hv  demonstrated,  and  their  absence  cannot  be 

DiasnoHin  in  i     .  i     i  i        i  •  i  i  « 

the  Second  Half  explamcd  by  hydramnion:  or  the  woman  states  that  the 
regnano.  ^^^^j  mov(»ments,  which  she  had  always  felt  quite  dis- 
tinctly, suddenly  disappeared  and  the  abdomen  ceased  to  grow.  If 
the  fetus  is  retained  several  months,  th(»  fetal  parts  and  even  the  head 
l)ecome  so  soft  that  they  can  no  longer  be  recognized  with  certainty 
through  the  uterine  wall  by  palpation.  As,  in  addition,  fetal  sounds 
and  fetal  movements,  in  fact  all  the  fetal  signs  of  pregnancy  are  absent, 
th(»  diagnosis  of  i)regnancy  may  be  doubtful,  and  at  this  period  of 
g(»station  it  can  l;e  made  only  by  changes  in  the  genitalia,  especially 
by  th("  s()ft(»ning  of  the*  enlarged  uterus. 

During  the  first  half  of  pregnancy  f(»tal  death  can  be  recognized 

only  by  certain  definite  maternal  signs,  chiefly  a  disappearance  of  the 

softening  and  discoloration  of  the  mucous  membrane.     The  introitus 

and  the  vagina  present  i)racticallv  no  bluish  discoloration 

DinKHosis  in  .  i»     i      i    "^  i   i  i  mt 

tiio  First  Half  at  all  aud  sometimes  are  slightly  reddened.  There  is  no 
softening  of  the  vagina,  or  the  softening  is  exceedingly 
slight  for  th(»  corresponding  piM'iod  of  gestation:  and  the  disappearance 
of  the  signs  of  pregnancy  is  even  more  conspicuous  in  the  vaginal  por- 
tion.    The  uterus  no  longer  feels  soft  and  doughy;    it  becomes  harder 
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and  at  the  most  its  walls  retain  a  certain  degree  of  indentability  which 
ii>  preserved  more  at  the  lower  uterine  segment  than  elsewhere-  In 
a  frw  cases  the  elastic  softening,  whieh  charactL^rizes  the  gravid  uterus 
with  a  liviiig  fc^tusi,  i^  replaced  by  ilislinct  lUjt;tuation<  The  greater 
the  interval  that  has  elapsed  since  the  death  of  the  fetus,  the  more  com- 
plete will  be  the  disappearance  of  all  signs  of  pregnancy.  As  the  soft- 
ening of  the  uterus  even  with  a  living  fetus  varies  greatly  in  iiidivitlual 
cases,  its  absence  cannot  be  taken  as  a  positive  sign  of  fetal  death; 
there  must  be  absolute  proof  that  softening  had  been  present  and  that 
it  has  subsideth  A  most  reliable  sign  is  the  arrest  in  the  growth  of  the 
uterus;  and  if  the  fetus  has  been  retained  for  some  time,  a  moderate 
diminution  in  size,  due  to  absorption  of  the  amniotic  fluid,  mummifica- 
tion of  the  fetus,  and  involution  of  the  uterine  wall,  is  noticed.  The 
arrest  in  the  growth  of  the  uterus  produces  a  discrepancy  between  the 
shv  of  the  organ  and  the  calculated  period  of  pregnancy  which,  of  course, 
incn?ases  in  proportion  to  the  length  of  time  that  the  ovum  is  retainedt 
This  apparently  very  reliable  sign  unfortunately  loses  some  of  its 
diagnostic  value  by  the  fact  that  women  not  infreciuently  conceive 
during  a  protracted  period  of  amenorrhea,  for  example,  during  lacta- 
tion,  or  after  convalescence  from  typhoid  fever.  In  this  way  a  discrep- 
ancy arms  between  the  duration  of  amenorrhea  and  the  size  of  the 
uterus  I  a  discrepancy  which,  however,  docs  not  justify  a  diagnosis  of 
fetal  death:  the  more  pronounced  this  discrepancy,  the  more  probable 
it  i.s  that  conception  has  taken  place  during  amenorrhea.  Personal 
observation  of  the  arrest  in  the  growth  of  the  uterus  is  the  only  abso- 
lutely certain  method  of  arriving  at  a  diagnosis;  this,  however,  neeessi- 
tatea  a  period  of  observation  of  at  least  several  weeks.  It  is,  therefore, 
a  good  rule  never  to  make  a  diagnosis  of  fetal  death  during  the  first 
half  of  pregnancy  after  the  first  examination,  and  to  withhold  one's 
opinion  until  further  enlargement  of  the  uterus  has  been  excluded  by 
pergonal  observation  at  a  second  examination,  made  some  time  after 
the  first.  I  have  occasionally  seen  mistakes  occur  in  estimating  the 
sisee  of  the  uterus  because  it  was  i>alpated  during  a  labor  pain* 

Tlie  method  of  making  a  diagnosis  of  fetal  death  is  illustrated  by 
the  following  case: 

CA!&m  5.  Mm.  R.  pmaent^d  Iwr^elf  on  the  11th  of  December;  1896,  hmtkxmb  »ht  no 
lonfr:»r  fioliced  any  nicrcjkse  in  ihe  sim  of  the  HlKlDinia),  uJttioiigh  &im  htid  been  iupposetl  ta 
lie  progimtit.  Tin*  Ijwi  rnfastniAtton  iKTurnM  ahr»ut  the  miJiile  of  June.  In  Ocloljer  she  aay* 
Miw  pttAwd  blcMTMl  ami  miit'iis  for  a  few  (ky^,  i&ccompameJ  by  kbor  jiains.  Exam i tuition 
rt'Vi'ali^ii  a  vcrj'  murli  softened  vm^na  and  vui^irml  j-iort.jon,  and  a  nornmlly  wit  untied  uterus 
al*out.  the  aiaft  of  n  fi»t.  rtmnd  and  of  stifl  couHLHt4?ncy,  with  distinct  softening  of  ilio  Umvt 
uteri ne  mgtmttiU  VmgWkncy  since?  June  with  tt  [iving  iei\m  wty*  c*xcluded  on  atTOunt  of  Ibo 
Ktmdl  aiM*  of  tin?  \itenis.  It  i<OLnne<l  tf»  tna  tfripniljal>lt%  on  ai'count  of  the  nmrked  wiftcning 
of  thu  ipenitidiu,  tfiJit  Iht'  fetus  hud  \nHnt  r\|»olliNl  unwittingly  duniig  monorrhagia  and  flmt 
t,li«  placental  liaij  \i^n  Tvimiml  fnr  ahnoal  twtJ  tnonttis.     The  diagnosis  lay  Iwtween  a  preg- 
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nancy  with  a  dead  fetus  dating  from  June,  or  a  pregnancy  witli  a  living  fetus  of  about  three 
months'  duration,  which  therefore  must  have  begun  during  a  period  of  amenorrhea.  On 
account  of  the  distinct  softening  I  would  have  adopted  the  latter  view  at  once,  particularly 
as  the  patient  did  not  complain  of  a  single  symptom,  had  it  not  been  for  the  statement  of  a 
very  experienced  gynecologist  who,  toward  the  end  of  August,  had  definitely  diagnosed  a 
pregnancy  of  about  two  or  three  months'  duration.  For  this  reason  pregnancy  with  a  dead 
fetus  was  the  most  probable  diagnosis,  in  spite  of  the  remarkable  softening  of  the  tissues, 
and  I  decided  to  wait  four  or  five  weeks  l^efore  giving  a  positive  diagnosis.  On  the  13th  of 
January,  1896,  the  patient  again  came  to  see  me.  The  softening  had  diminished  consider- 
ably and  had  disappeared  completely  from  the  vaginal  portion.  The  uterus  had  diminished 
somewhat  in  size  and  there  was  distinct  fluctuation.  I  now  made  a  positive  diagnosis  of 
pregnancy  with  a  dead  fetus.  There  were  still  no  symptoms.  On  the  30th  of  January,  1896, 
the  ovum  was  expelled  spontaneously.  It  consisted  of  a  greatly  mummified  fetus,  about 
14  cm.  in  length,  and  the  placenta. 

As  compared  with  these  positive  signs  the  symptomatology  is  no 
longer  of  importance,  although  certain  statements  on  the  part  of  the 
patient  may  arouse  the  suspicion  of  fetal  death.    These  are  a  bad  taste 

in  the  mouth,  loss  of  appetite,  increasing  lassitude,  general 
Fe^rD^lth  ill  health,  the  sensation  of  a  foreign  body  rolling  about  in 
symptoms.  ^^^  abdomen,  chilly  feelings  and  the  like.     Some  of  these 

symptoms  are  complained  of  when  the  fetus  is  living, 
particularly  if  there  have  been  long-continued  hemorrhages.  Hemor- 
rhage during  pregnancy  is  by  no  means  a  sign  of  fetal  death;  it  occurs 
much  oftener  with  a  living  fetus,  while,  on  the  other  hand,  it  may  be 
absent  when  the  child  is  viable. 

Dias:nosis  of  Abortion. 

The  first  suspicion  of  abortion  is  usually  aroused  by  hemorrhage 
requiring  medical  aid,  either  during  an  undoubted  pregnancy  or  when 
pregnancy  has  not  been  suspected.  The  first  question  that  must  be 
answered  in  these  cases  is: 

Has  an  abortion  taken  place?  The  diagnosis  of  abortion  is  easier 
if  it  is  known,  either  from  previous  examinations  or  from  definite 
statements  on  the  part  of  the  i)atient,  that  pregnancy  exists.  In  a 
DiaKnos.8  from  prcguaut  womau  certain  symptoms  at  once  point  to  abor- 
thc  symptomM.  ^j^j^^  particularly  a  certain  kind  of  hemorrhage.  Abundant 
hemorrhage,  or  the  discharge  of  recent  venous  or  arterial  blood,  is  due 
to  recent  separation  of  the  ovum  during  abortion;  whereas  the  blood  is 
brownish  or  brownish-yellow,  or  mixed  with  mucus,  when  there  is  endo- 
metritis or  some  disease  of  the  ovum,  and  the  blood  has  been  retained  for 
some  time  in  the  uterus.  The  diagnosis  of  abortion  is  still  more  probable 
wh(»n  a  pregnant  woman  has  had  labor  pains.  The  feeble  uterine  con- 
tractions which  accompany  abortion  during  the  early  months  are  not 
always  recognized  by  the  woman  as  labor  pains,  especially  if  she  is  a 
primipara;  but  they  reveal  their  true  character  to  the  physician  by 
their  rhythmical,  ''jerky''  occurrence,  the  dragging  pains  in  the  sacrum, 
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abtlomeu,  atid  Uitestint's,  the  downward  pressure  on  the  bladder  and 
rectum,  ami  the  hemorrhage,  which  completes  the  picture*  It  is  true  that 
even  labor  pain^i  are  not  alwayis  a  sign  of  inuiH^diately  impending  abortion, 
as  they  may  be  present  for  some  time  in  certain  dii^turbances,  eBpecially 
in  endometritis,  without  interrupting  pregnancy;  when,  however,  they 
are  associated  with  hemorrhage  they  usually  usher  in  an  abortion. 

By  combined  examination  it  can  be  determined  positively  whether 
an  abortion  h  in  ju'ogress.  If,  instead  of  the  uniformly  soft  uterus,  a 
distinct  luirdeiiing  of  its  wails  is  felt,  it  should  be  regarded  as  the 
objective  jiroof  of  la1>or  pains.  During  abortion  the  consist- 
ency of  the  uterus  often  becomes  uniformly  hard  and  the  bimi^i"^"^'^ 
tension  of  the  walls  is  increased,  so  that  it  may  appear  ^cwi'»!^^ 

harder  than  a  non-pregnant  organ,  while  at  the  same  time 
differing  decidedly  from  the  soft  gravid  uterus.  The  changes  in  the 
cervix  and  in  the  ovum  which  are  produced  by  the  labor  pains  are  the 
most  valuable  ptgns,  but  they  do  not  include  dilatation  of  the  external 
OS  and  lower  segment  of  tlie  cervix,  which  are  among  the  most 
frequent  phenomena  observed  in  muHiparip.  If,  however,  the  upper 
portion  of  the  cervix  or  even  the  internal  os  is  dilated  or  admits 
a  finger,  it  is  a  positive  sign  that  labor  pains  are  about  to  expel  the 
ovum,  or  tliat  the  ovum  has  ju^t  been  expelled.  Dilatatitm  of  the  cervix 
is  the  most  reliable  sign  of  abortion  in  jjregnant  women:  the  i*licnomenon 
may  occasionally  disappear  temporarily,  but  abortion  is  nevertheless 
bound  to  occur  sooner  or  later.  If  the  finger  is  introduced  into  the 
uterus »  the  ovum  is  felt  immediately  above  the  internal  os,  or  even 
occupying  the  cervix  itself. 

The  simplest  way  to  make  a  diagnosis  of  abortion  is  by  the  fetal 
parts,  whether  they  have  bc*en  ex[)elled  spontaneously  and  delivered 
to  the  physician  for  examination,  or  are  expelled  during  examination, 
nr  positively  recognized  as  such  within  the  uterus.  A 
careful  examination  must  be  made  of  everything  that  is 
expelled  from  the  uterus,  as  the  findings  of  a  minute  portion 
of  the  ovum  may  suffice  to  establish  an  otherwise  difficult  diagnosis. 
(The  anatomical  examination  of  fetal  parts  will  be  discussed  later  J 
It  is  needli'ss  to  say  that  recognition  of  fetal  parts  is  most  difficult  if 
the  examiner  is  restricted  to  [)alpating  them  within  the  uterus,  (For 
the  findings  within  the  uterus  during  the  various  stages  of  abortion, 
see  page  Ml.)  The  remains  of  an  abortion  can  always  be  distinguished 
from  polypi  and  mabgnaiit  disease  not  <mly  by  their  peculiar  shape  and 
consistency,  but  chiefly  by  the  fact  that  they  are  always  easily  separatetl 
from  the  uterine  walb  The  interpretation  of  the  palpatory  findings  is 
more  difficult,  however,  w^hen  the  fetus  is  dead  and  has  been  retained 
for  some  time  in  the  uterus,  beeauae  the  ova  are  round  and  hard  and 
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for  that  reason  easily  mistaken  for  submucous  myomata  or  sarcomata. 
They  differ  from  these,  however,  by  the  fact  that  they  can  easily  be 
crushed,  and  particularly,  as  has  been  stated,  by  the  ease  with  which 
they  can  be  separated  from  the  uterine  wall. 

The  diagnosis  of  abortion  is  much  more  difficult  in  the  absence  of 
positive  proof  of  pregnancy.  Under  these  circumstances,  an  attempt 
should  first  be  made  to  establish  this  point,  because  it  gives  the  correct 
interpretation  of  all  the  previously  described  symptoms  and  objective 
signs.  Unfortunately,  the  diagnosis  encounters  great  difficulties  because 
with  the  beginning  of  abortion  the  softening  of  the  vagina  and  vaginal 
portion  becomes  much  less,  particularly  if  hemorrhages  have  been  present 
for  some  time;  the  uterus  itself  during  abortion  is  considerably  smaller 
on  account  of  the  i)ersistent  tension  of  the  muscle  and  the  labor  pains, 
the  characteristic  softening  also  is  absent.  These  difficulties  in  the  way 
of  a  diagnosis  of  abortion  are  especially  marked  in  the  second  month 
because,  owing  to  the  changes  that  have  just  been  described,  the  uterus 
closely  resembles  a  non-gravid  organ,  whereas  during  the  third  and 
fourth  months  it  is  considerably  larger,  and  usually  also  somewhat 
softer  than  a  non-gravid  uterus.  In  these  cases  Hegar's  sign  is  very 
valuable.  The  history  is  often  of  little  use  in  these  cases  because  regular 
and  irregular  hemorrhages  during  pregnancies  that  end  in  abortion  must 
occur  so  early  that  the  amenorrhea  of  pregnancy  either  cannot  be 
demonstrated  at  all,  or  menstruation  merely  appears  to  have  been 
delayed  a  few  days  beyond  the  normal  period.  Amenorrhea,  neverthe- 
less, if  positively  demonstrated,  is  an  important  element  in  the  diag- 
nosis. The  diagnosis  of  abortion  is  not  difficult  if  the  cervix  is  patulous 
and  the  ovum  can  be  felt. 

Once  th(»  diagnosis  of  abortion  has  been  positively  established,  a 
second  question  must  be  answered  because  it  is  of  prime  importance  in 
the  treatment  of  the  case.    This  question  is: 

In  what  stas:e  is  the  abortion?  Abortion  begins  with  the  first 
changes  in  the  genitalia,  which  do  not  subside  again,  and  ends  with 
the  expulsion  of  the  last  fetal  part.  As  a  rule,  abortion  is  a  protracted 
process  and  may  extend  over  many  weeks  and  months. 
the  Stage  of  (The  lougcst  abortion,  in  my  own  observation,  lasted  thirty- 
two  weeks.)  As  the  physician^s  aid  may  be  demanded 
at  any  moment  during  this  p(Tiod,  obviously,  abortion  in  a  great  variety 
of  stages  is  encountered.  For  i)ractical  purposes  we  distinguish  three 
stages  which,  however,  merge  imperceptibly  one  into  the  other: 

1.  Threatened  abortion. 

2.  Beginning  abortion  with  intact  ovum. 

3.  Incomplete  abortion  (retention  of  fetal  parts). 

4.  Complete  abortion. 
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The  diagnoRiB  of  these  coinlitions  i?^  made  most  easily  and  with  the 
leai^t  amount  of  danger  to  the  patient  by  the  fetal  parts  that  have  been 
expelled;  hence  the  phy??ieian  should  first  as^k  to  sre  the  ilb*diargrd 
materials  in  every  case  of  abortion  and  attempt  to  build  up  thp  ovum 
from  the  individual  pieces  in  the  same  attitude  whieh  it  oecupied  in 
the  uterus.  If  all  the  parts  are  obtained,  both  fetal  and  maternal, 
ibortion  h  complete,  and  no  further  examination  of  the  patient  i^  nrees- 
Pfiary;  even  if  u  few  pieeu8  of  dreidiia  are  wanting,  it  is  not  neccst^ary  to 
explore  the  uterus  for  diagnostic  purposes  because  their  presence  usually 
has  no  influence  one  way  or  another  on  thu  subsetiuent  course  of  the 
ca^e.  All  the  fetal  part^  must,  however,  be  accounted  for  before  the 
physieian  ventures  to  form  an  opinion  in  regard  to  the  stage  of  the 
abortion  with  which  he  is  dealing.  The  patient *s  statements  on  this 
point  are  of  no  value  whatever,  because  large  portion.^  of  the  ovum,  or 
even  the  entire  fetus,  may  be  expelled  unobserved  during  the  third  and 
fourth  months.  For  this  reason  it  is  not  safe  to  base  a  diagnosis  of 
threatened  abortion  or  intact  ovum  on  the  patient's  statement  that  no 
part  of  the  ovum  has  been  expelled.  The  information  that  **  pieces 
have  come  away"  may  refer  either  to  fetal  parts  or  to  pieces  of  coagu- 
lated blood,  and  a  reliable  diagnosis  of  abortion  can  rarely  be  made  in 
this  manner;  nor  is  it  possible  to  determine  the  stage  of  the  alx>rtion 
from  ihe  symptoms* 

Threateneti  abortion  may  be  assumed  if  the  hemorrhage  is  scanty, 
if  it  occurs  at  long  intervals,  if  the  fluid  is  largely  mixed  with  mucus  and 
contains  very  little  fresh  blood.  An  abundant  flow  of  blood,  particularly 
if  the  blood  is  fresh,  whether  arterial  or  venous,  points  to  ejc tensive 
seiiaration  of  the  ovum^  and  is  practically  a  certain  sign  that  abortion 
IS  in  progress.  If  portions  of  the  ovum  arc  expelled,  or  the  contents 
of  the  amniotie  sae  have  been  evacuated,  the  uterus  contracts  and  the 
hemorrhage  may  cea.-^e,  although  large  masses  are  still  retained  within 
the  uterus„  Renewed  hemorrhages  in  such  a  case  indicate  that  other 
maiti^es  liave  become  iletached,  A  profuse  hemorrhage  always  points 
to  retention,  and  as  a  rule  the  size  of  the  retained  portion  is  in  proportion 
to  the  abundance  of  the  hemorrhage.  When  aliortion  is  complete,  the 
hemorrhage  is  |>ernianently  arrested.  The  behavior  of  the  labor  pains 
also  has  some  value  for  the  diagnosis  of  the  stage  of  the  abortion. 
As  a  rule  their  severity  is  in  proportion  to  the  size  of  the  fetus; 
hence  if  the  uterine  contractions  are  distinctly  painful,  the  pres- 
ence of  an  intact  ovum,  or  the  retention  of  large  masses,  may  be 
assurned.  As  soon  a,H  the  uterus  is  empty,  the  labor  pains  cease; 
on  the  other  hand,  however,  the  absence  of  labor  pains  from  time 
to  time  during  the  course  of  an  abortion  does  not  indicate  that  the 
process   is   completed. 
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It  is  not  difficult  to  decide  what  stage  of  abortion  one  has  to  deal 
with  if  the  cervix  is  patulous  and  admits  one  finger,  as  the  condition 
of  the  ovum  within  the  uterus  can  then  be  determined  by  palpation. 

.    ^       If  the  ovum  is  still  completely  intact,  it  is  felt  in  the  second 

Diacnioms  when  ^  .  . 

the  Cervix  is  month  in  the  uterine  cavity  and  may  be  recognized  by  its 
spherical  shape  and  polypoid  attachment,  whereas  all  the 
rest  of  the  uterine  wall  is  smooth;  or  the  ovum  may  be  descending,  and 
in  that  case  is  also  felt  as  a  round  body  lying  on  the  internal  os,  or  in 
the  cervix.  In  the  third  month  the  amniotic  sac,  usually  quite  flaccid, 
is  felt;  or  fetal  membranes  and  the  fetal  parts  behind  them;  or,  after 
evacuation  of  the  amniotic  fluid,  the  fetus  itself  may  readily  be 
recognized.  In  the  fourth  month  these  conditions  are  still  more  easy  to 
interpret.  Intact  blood-moles  are  characterized  by  very  thick  fetal 
membranes  and  almost  give  the  impression  of  placental  tissue.  The 
findings  in  a  case  of  incomi)lete  abortion  are  quite  different.  During  the 
second  month  the  amniotic  sac  ruptunjs,  or  the  ovum  with  its  chorionic 
villi  separat(»s  from  the  decidua;  the  remaining  parts  of  the  ovum  col- 
lapse and  form  a  polypoid  body  within  the  uterus  or  extend  into  the 
cervix,  pres(»nting  a  very  irregular  surface  and  friable  consistency. 
If  nothing  but  separated  decidual  tissue  remains  behind,  it  is  found 
hanging  within  the  uterus  in  loose  shreds.  Small  particles  of  chorion 
and  decidua  reflexa  produce  merely  a  mortar-like  roughness  at  the  site 
of  implantation.  During  the  third  and  fourth  months  the  placenta  is 
often  retained  after  expulsion  of  the  fetus.  A  completely  adherent 
placenta  often  escapes  the  sense  of  touch  because  the  fetal  surface,  which 
presents  toward  the  uterine  cavity,  is  smooth  like  the  uterine  wall  itself; 
but  on  more  careful  examination  large  vessels  are  occasionally  felt  on 
the  surface  of  the  placenta,  or  it  is  noticed  that  one  uterine  wall  is 
thickened  from  the  presence  of  a  soft  deposit;  as  soon  as  a  part  of  the 
placenta  separates,  the  diagnosis  becomes  easy.  Pieces  of  the  placenta 
take  on  the  shape  of  the  uterine  cavity,  which  they  completely  fill,  or  else 
they  protrude  into  the  cervix.  If  abortion  is  complete,  the  cervix  usually 
closes  in  a  short  time;  within  the  uterine  cavity  the  wall  everywhere 
feels  smooth,  except  for  a  slight  roughness  at  the  site  of  implantation. 
If  the  cervical  canal  is  closed,  as  is  often  the  case  in  protracted 
abortion,  direct  pali)ation  of  the  ovum  is  impossible,  as  dilatation  of 
the  cervix  for  diagnostic  purposes  only  is  not  i)ermissible  unless  there 
is  reason  to  susi)ect  the  presence  of  large  masses  that  must 

Diagnosis  when  xU        J-  •  e    .1 

theCerNix  1h»  rcmoved  at  once.     In  such  a  case  the  diagnosis  of  the 

stage  of  the  abortion  must  be  made  solely  by  the  condition 
of  the  uterus  itself.  The  shape  and  size  of  the  uterus,  and  the  degree  of 
softening,  are  the  only  signs  at  our  disposal  for  arriving  at  a  diagnosis, 
which  is  often  exceedingly  difficult,  so  that  even  the  most  experienced 
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examiner  is  often  mistaken  in  his  diagnosis  of  the  contents.  The  presence 
of  an  intact  ovum  may  be  surmised  if  tho  size  of  the  uterus  corresponds 
approximately  to  the  calculated  period  of  pregnancy,  and  the  organ  is 
soft  to  the  touch,  (It  must  be  remembered,  however,  that  these  signs 
are  not  present  when  there  ib  a  dead,  intact  fetus,)  Distinctly  palpable 
labor  pains  are  usually  in  favor  of  an  intact  ovum  or  the  retention  of 
large  ma^i^eB*  If  the  fetus  or  part  of  tlie  ovurn  has  been  expelled,  the 
uterus  contracts  more  firmly  and  loses  its  softness,  particularly  if  there 
has  been  a  severe  or  protracted  hemorrhage.  The  softness  and  discolora- 
tion of  the  vaginal  portion  and  the  vagina  also  subside;  hence,  if  the 
uterus  is  distinctly  snialler  than  it  ought  to  be  for  the  tluration  of  the 
pregnancy,  and  at  the  same  time  harder,  retention  may  be  assumed. 
It  is  obvious  that  a  diagnosis  between  retention  and  an  intact  ovum 
mu!:?t  be  very  difficult  in  the  second  month,  because  the  difference  in 
the  Hiie  bc^fore  and  after  the  expulsion  of  the  ovum  is  so  slight;  and  it 
is  also  obvious  that  the  difficulties  are  practically  insurmountable  if  the 
ovum  is  dead.  The  diagnos^is  becomes  increa4singly  easier  the  later 
abortion  occurs  during  pregnancy^  because  the  uterus  in  that  case  is 
much  smaller  and  becomes  flattened  after  the  fetus  has  been  expelled;  on 
the  other  hand,  it  also  retains  a  considerable  degree  of  softening  for  some 
time.  Complete  abortion  may  be  assumed  if  the  uterus  has  practically 
returned  to  its  normal  size,  if  it  feels  hard,  and  the  bleeding  lias  ceased. 
The  diagnosis  of  retention  alone  should  not  satisfy  the  physician, 
id  he  should  determine^  if  possible,  the  character  of  the  retained 
portions;  for  it  is  of  great  importance  in  the  treatment  of  abortion  to 
know  whether  the  uterus  still  contains  the  entire  placenta 
or  only  parts  of  the  placenta,  or  the  chorion,  or  whether 
only  decidual  tissue  with  insignificant  parts  of  the  chorion 
are  retained.  This  point  also  can  only  be  decided  by  the  size  of  the 
uterus  and  the  degree  of  softening.  If  it  is  borne  in  mind  that  the  size 
of  the  uterus  during  the  early  months  is  (hie  more  to  the  thickness 
of  its  walls  than  to  its  contents,  it  will  be  readily  understood  that  owing 
to  the  individual  thickness  of  the  wall  the  uterus  may  seem  to  be  very 
thick,  although  the  retained  masses  are  quite  small;  and,  on  the  other 
hand,  a  uterus  of  normal  size  with  thin  walls  may  contain  an  ovum 
almost  as  large  as  a  walnut.  The  diagnosis  of  the  contents  from  the 
degree  of  softening  is  subject  to  the  same  difficulties,  because  the  soften- 
ing depends  on  the  vascularity,  which  differs  in  individual  cases. 
It  may  be  quite  marked  in  the  retention  of  decidual  tissue  and, 
on  the  other  hand,  altogether  absent  when  large  masses  are  retained, 
particularly  if  tlie  woman  has  had  hemorrhages  for  some  time.  It  is 
extraortlinarily  tlifficult  tu  tlecide  whether  decidual  tissue  or  large  por- 
tinn.4  of  the  fetus  nw  retained  in  the  iitcrine  cavity,  and  mistakes  arc 
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quite  as  common  as  correct  diagnostications.  One  must  be  guided  by 
the  general  principle  that  the  larger  and  softer  the  uterus,  the  greater 
the  probability  that  it  contains  fetal  parts.  During  the  third  and  fourth 
months  the  entire  placenta  is  retained  within  the  uterus  in  most  cases. 
The  uterus  remains  large  and  very  soft,  and  shows  a  certain  similarity 
to  a  gravid  uterus,  except  that  it  is  more  flattened.  If  the  placenta  has 
been  retained  for  some  time,  the  uterus  becomes  smaller  and  harder, 
until  finally,  after  months  of  retention,  the  increase  in  size  may  no  longer 
be  noticeable. 

For  the  general  practitioner  the  diagnosis  of  the  different  stages  of 

abortion  resolves  itself  into  the  question  whether  there  is  threatened 

abortion,  which  in  the  particular  case  may  be  arrested,  or  whether  the 

abortion  is  inevitable.     This  question  is  easily  answered 

Can  the  » r    e         ^  ni*^ 

Abortion  be  if  fetal  parts  are  expelled;  if  any  part  of  the  ovum  or  no 
more  than  a  piece  of  decidual  tissue  has  escaped  from  the 
uterus,  abortion  is  certain  to  occur.  It  may  be  expected  also  with  a  very 
great  degree  of  probability  if  in  the  course  of  its  progress  the  internal 
OS  begins  to  dilate,  and  still  more,  if  the  amniotic  sac  enters  the  internal 
os;  although  the  labor  pains  may  subside  temporarily,  there  is  practically 
no  hope  that  pregnancy  will  go  on  to  its  normal  termination.  Diag- 
nostic difficulties  arise  when  the  cervix  is  closed  and  the  abortion  is 
ushered  in  by  hemorrhages  and  labor  pains.  In  such  a  case  one's  judg- 
ment must  be  based  on  the  character  of  the  hemorrhage  under  labor 
pains.  A  brief  hemorrhage,  particularly  if  it  follows  a  traumatism, 
permits  a  more  favorable  prognosis  than  a  long-continued  bleeding, 
even  if  the  quantity  lost  is  slight,  because  the  latter  points  to  disease 
of  the  fetal  membranes  or  endometritis,  which  usually  leads  to  abortion. 
Profuse  hemorrhage  almost  always  indicates  inevitable  abortion  because 
it  is  due  to  separation  of  the  ovum.  Labor  pains  may  occur  in  preg- 
nancy, and  are  quite  likely  to  disappear  again.  But  if  they  become  more 
frequent  and  more  painful,  and  particularly  if  they  can  be  demonstrated 
objectively,  there  is  great  danger  of  abortion.  Occasionally  they  may 
disappear  with  suitable  treatment,  but  their  cessation  in  many  cases  is 
merely  temporary. 

If  the  diagnosis  of  a  dead  fetus  has  already  been  made,  abortion  is 
inevitable  and  no  attempt  should  be  made  to  prevent  it. 

The  uterine  sound  has  but  a  limited  application  in  the  diagnosis 
of  retention  products,  because  soft,  polypoid  oval  masses  cannot  be 
Dia  noHiH  recognized  with  certainty  with  the  sound,  and  further,  if 

with  the  the    uterus    contains    large    masses   of   tissue,   the   intro- 

duction of  the  sound  is  frequently  productive  of  severe 
hemorrhage.  For  this  reason  the  sound  should  not  be  employed  when  the 
uterus  is  large  and  soft.    On  the  other  hand,  the  sound  is  of  great  value 
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for  the  recognition  of  retained  parts  of  decidua  or  small  pieces  of  chorion, 
and  for  this  reason  it  is  most  frequently  employed  for  the  diagnosis  of 
abortion  in  the  second  month.  If  marked  irregularities  are  discovered 
at  the  fundus,  and  the  procedure  is  attended  with  increased  hemorrhage, 
abortion  may  be  suspected,  even  if  the  uterus  is  not  enlarged  or  softened. 
Before  the  diagnosis  of  abortion  is  complete,  it  must  be         r..       .    , 

°  *  '  Diagnosis  of 

determmed  by  exammation  whether  the  abortion  is  recent  a  Putrid 

,  ,  .11  .    .  X  Abortion. 

or  the  parts  are  m  a  state  of  putrid  decomposition.  In 
cases  of  protracted  abortion  one  must  never  neglect  to  take  the  temper- 
ature and  investigate  the  odor  for  possible  indications  of  decomposition. 
Finally,  the  diagnosis  of  abortion  must  be  followed  by  an  attempt, 
by  means  of  a  careful  macroscopic  and,  if  necessary,  microscopic  examina- 
tion of  the  fetus,  placenta,  and  especially  the  fetal  membranes,  to  deter- 
mine the  causes  of  the  abortion,  especially  if  the  history  or  the  occurrence 
of  repeated  abortion  points  to  some  disease  of  the  fetal  membranes. 

Dia^^nosis  of  Extra-uterine  Preg^nancy. 

Definition.  The  term  extra-uterine  pregnancy  is  applied  to 
every  condition  in  which  the  impregnated  ovum  is  implanted  outside 
of  the  uterine  cavity.  Implantation  may  occur  anywhere  along  the 
course  of  the  tube,  from  the  uterine  orifice  to  the  infundi- 
bulum  or  even  on  the  fimbria  ovarica;  or  in  the  ovary, 
whether  it  be  normal  or  in  direct  communication  with  a  dilated  tube. 
Primary  implantation  of  the  ovum  on  the  peritoneum  has  not  as  yet 
been  positively  demonstrated. 

According  to  the  site  of  implantation  we  accordingly 

.  ,  mi  •  •  ••!  11/  •!•  Classification. 

distinguish:     Tubo-uterine  or  interstitial;  tubal  (graviditas 

isthmica,    ampuUaris,    fimbriie   ovaricir);    tubo-ovarian;   ovarian;    and 

abdominal  pregnancy  or  gestation. 

Abdominal  gestation  is  subdivided  into  primary,  when  the 
ovum  is  primarily  implanted  on  the  peritoneum;  and  secondary, 
when  an  ovum  primarily  implanted  in  the  tube  or  ovary  leaves  these 
organs  and  continues  its  subsequent  development  on  the  peritoneum 
(Fig.  77). 

From  the  clinical  standpoint  we  must  include  pregnancy  in  the 
rudimentary  horn  of  the  uterus  among  the  varieties  of  extra-uterine  or 
ectopic  gestation,  because  it  produces  the  same  symptoms  and  usually 
cannot  be  differentiated  clinically. 

The  above  subdivision  of  extra-uterine  pregnancy  is  based  on  ana- 
tomical investigation  and  cannot  be  carried  out  clinically  except  in  the 
rarest  cases.  Tubal  pregnancy  is  by  far  the  most  frequent  variety  and 
must  be  regarded  as  the  type  of  extra-uterine  gestation.  The  diagnosis 
of  this  variety  will  therefore  occupy  our  attention  chiefly,  and  I  shall 
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merely  add  as  an  appendix  a  few  remarks  about  certain  points  which 
in  favorable  cases  may  render  the  diagnosis  of  the  rarer  varieties  possible. 
The  methods  which  we  select  for  arriving  at  a  diagnosis  must  be 
somewhat  restricted  in  extra-uterine  pregnancy,  or  at  least  must  be 
employed  with  extreme  caution,  because  the  extra-uterine  gestation 
sac  is  a  structure  that  is  very  easily  injured.  Moderately  severe  pressure, 
or  an  attempt  to  displace  it,  may  cause  rupture  and  produce  death  from 
internal  hemorrhage.  It  should  therefore  be  an  absolute  rule  to  palpate 
with  extreme  caution  and  to  employ  very  light  pressure  in  every  case  in 
which  there  is  a  possibility  of  extra-uterine  pregnancy;  and  especially 
under  anesthesia,  when  the  woman  cannot  defend  herself  by  expressions 


Fia.  77. — Showing  Implantation  of  Ovum  in  the  Differknt  Varietifa  op  Pregnancy  (after  Biunm). 
1,  uterine  ;   2,  tubal ;  3,  InterHtitial  pregnancy  ;   4,  implantation  in  the  fimbria; ;  5,  ovarian  progoancy. 

of  pain,  excessive  pressure  must  bo  carefully  avoided.  Every  patient 
with  extra-uterine  pregnancy  must  be  kept  under  observation  for  signs 
of  internal  hemorrhage  after  the  examination  has  been  completed-  The 
use  of  the  sound  should  be  avoided  altogether,  because  the  displacement 
of  the  uterus  and  adnexa  which  it  necessitates  may  cause  rupture  of 
the  gestation  sac  or  necrosis  of  an  existing  hematocele.  For  the  same 
reason  digital  exploration  of  the  uterus  and  exploratory  curettage  are 
positively  contraindicated. 

The  diagnostic  picture  of  extra-uterine  pregnancy  varies  greatly, 
depending  on  the  time  when  the  patient  is  seen  and  the  various  ter- 
minations which  result  from  interruption  of  the  fetal  development. 
Hence  a  subdivision  l)ase(l  on  th(»se  points  is  d(»sirable,  as  it  materially 
simplifies  the*  diagnostic  ])ro])lem.     As  in  the  case  of  intra-uterine  gesta- 
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tion,  a  division  of  the  diagnosis  into  the  two  halves  of  pregnancy  is 
useful,  so  also  in  extra-uterine  pregnancy  the  same  plan  is  followed 
because  the  principlrs  which  unfh  rlie  the  diagnosis  are  entirely  distinct 
during  these  two  periods.  During  the  first  four  or  five  months  the 
diagnosis  is  based  on  the  changes  seen  in  the  maternal  genitalia; 
during  the  second  half  of  pregnancy ^  on  the  demonstration  of  the 
presence  of  a  fetus. 

The  diagnosis  dufing  the  first  half  of  extra-uterine  pregnancy 
is  based  on  the  demonstration  of  changes  which  it  produces  in 
the  mattrnal  genitalia,  i.e.,  on  palpation  of  the  gestation  sac  and  the 
ehaages  which  occur  in  it  as  a  result  of  the  interrupted 
development  of  the  ovum,  and  on  the  accompanying  elianges  ih^'timliiaf 
in  the  other  genital  organs,  especially  the  uterus  and  vagina-  "^ '^^pJI^n JiTcy! 
The  great  majority  of  cases  of  extra-uterine  pregnancy  are  not 
seen  by  the  physician  until  disturbances  have  occurred,  and  if  the  ovum 
continues  to  develop  without  symptoms,  it  is  not  discovered  until  the 
patient  desires  from  the  physician  a  diagnosis  of  pregnancy  or  some  other 
diiiease;  hence  the  physician  very  rarely  has  the  opportunity  of  diag- 
nosing a  uterine  pregnancy  in  a  natural  process  of  development. 
Such  a  diagnosis  wxuld  be  a  mere  accident,  while  the  diagnosis  of  an 
interrupted  extra-uterine  pregnancy  is  exceedingly  common  and  of 
extraordinary  importance* 

The  diagnosis  of  symptomless  extra-uterine  pregnancy  is  for  obvious 
reasons  possible  only  during  the  first  raontlis  because  disturbances  of 
various  kinds  usually  appear  early.  It  is  based  on  the  demonstration 
of  a  spherical  or  spindle-shaped  swelling,  which  is  sharply  ^,^^ 

outlined^  sometimes  angulated,  and  forms  a  distinct  con-       Exm^i^t^rmn 

:trESt  to  the  healthy,  unehangL*d  portion  of  the  tube.  The 
gestation-sac  corresponds  in  size  to  that  of  the  ovum  because  the  thin 
wall  of  the  tube  does  not  increase  the  volume.  It  feels  soft  and  doughy, 
but  does  not  exhibit  true  tension  or  genuine  fluctuation.  It  is  not 
resilient  but  rathcT  yielding,  and  diflers  in  that  respect  from  ovarian 
tumors  and  hyilrosalpinx.  The  gestation-sac  is  quite  movable 
unlesi^  it  is  attached  to  the  surrounding  structures  by  adhesions,  in 
which  ease  it  soon  loses  its  characteristic  shape.  In  rare  cases  it  is  not 
pedunculated  and  grows  between  the  two  layers  of  the  broad  ligament. 
In  such  instances  its  connection  with  the  tubt*  is  obscuretl,  the  shape 
is  more  gpherical,  and  the  wall  becomes  thicker  because  the  broad  liga- 
menl  takes  i>art  in  the  hypertrophy  incident  to  gestation.    The  uterus 

I  and  vagina  s^harc  in  the  palpatory  findings,  and  also  exhibit  softening 

(and  hypertrophy  (see  page  153). 

Unusual  symptoms  in  the  course  of  extra-uterine  pregnancy  are 
usually  the  cause  of  an  examination  being  desired.    They  may  be  from 

10 


146  GYNECOLOGICAL  DL\GNOSIS 

peritoneal  irritation,  from  rupture  of  the  gestation-sac,  or  from  threat- 
ened or  actual  expulsion  of  the  ovum  from  the  tube.  In  these  cases 
medical   aid    is    sought    on    account   of    sudden   collapse,  the   sudden 

occurrence  or  periodical  repetition  of  abdominal  cramps, 
Extra-uterine      pcrsistcnt  hemorrhage,  or   on   account  of  slight  peritonitic 

signs  or  pressure  symptoms.  These  symptoms  therefore 
form  the  starting  point  of  the  diagnosis.  The  basic  cause  of  these 
phenomena  is  the  hemorrhage  from  the  gestation-sac,  which  may, 
however,  lead  to  a  variety  of  different  sequelae: 

1.  Free  internal  hemorrhage.  The  general  impression 
which  these  patients  make  on  the  physician  is  such  as  to  leave  no  doubt 
in  his  mind  that  they  are  suffering  from  severe  hemorrhage:    apathy, 

pallor,  small  weak  pulse  in  the  severest  cases,  yawning  and 
H^J^iT^into  perspiration,  at  once  suggest  such  a  diagnosis.  As  external 
SSrit^"™*'^     hemorrhage  is  absent,  or  very  slight,  the  suspicion  of  internal 

bleeding  is  justified.  Abdominal  symptoms,  vomiting, 
belching,  and  especially  violent  pain,  at  once  direct  attention  to  the 
abdomen.  External  examination  reveals  a  slight  distention  and  extreme 
sensitiveness  to  pressure,  especially  in  the  hypogastric  region.  If  the 
loss  of  blood  amounts  to  more  than  one  or  two  litres,  the  free  blood  can 
usually  be  demonstrated  by  percussion  in  the  lumbar  region,  and  the 
resistance  in  this  region  is  increased.  Fluctuation  is  not  present.  While, 
therefore,  the  diagnosis  of  internal  hemorrhage  is  usually  positive,  the 
source  of  the  blood  is  not  so  easy  to  determine.  Often  dulness  and 
increased  resistance  and  sensitiveness  to  pressure  in  the  hypogastric 
region  direct  attention  to  the  genital  organs.  Internal  examination, 
which  must  never  be  neglected  in  a  woman  in  this  condition,  but  must 
be  performed  with  extreme  caution  on  account  of  the  danger  of  renewed 
hemorrhage,  reveals  a  soft  yielding  resistance  in  Douglas'  space,  with 
slight  anteposition  of  the  uterus,  or  increased  resistance  in  the  re^on 
of  the  adnexa.  Still  the  diagnosis  of  ruptured  extra-uterine  pregnancy 
is  only  provisional,  albeit  extremely  probable,  because  examination 
of  the  adnexa  in  this  condition  is  impossible,  or  the  changes  are  so 
slight  that  they  cannot  be  demonstrated.  In  many  cases  the  cessation 
of  menstruation  indicates  the  direction  which  the  investigation  should 
take;  but  as  irregularities  of  menstruation  are  by  no  means  rare,  and 
as  a  tubal  pregnancy  may  rupture  before  menstruation  has  ceased,  this 
diagnostic  aid  is  by  no  means  always  available.  Nevertheless,  if  the 
existence  of  internal  hemorrhage  has  been  demonstrated,  tubal  preg- 
nancy is  by  far  the  most  probable  diagnosis.  The  difficulties  are  dimin- 
ished if  the  internal  hemorrhage  has  not  occurred  unexpectedly  but  in 
the  course  of  an  extra-uterine  pregnancy  already  under  observation  or 
has  been  preceded  by  pain  on  the  diseased  side.    The  patient's  statement 
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that  she  felt  an  acute  pain — '*m  if  something  had  given  way** — simul- 
taneously with  the  beginning  of  the  hemorrhage,  may  also  help  to 
suggest  the  correct  diagno*^is, 

2,  Encapsulated  hemorrhage.  Rupture  of  a  pregnant  tube, 
or  tubal  abortion,  more  frequently  leads  to  hemorrhage  into  the  gesta- 
tion-sac^ into  Douglas'  space,  the  region  surrounding  the  Eni»p««i*t«i 
tube,  or  the  connective  tissue  of  the  broad  ligament,  than  nismon-hAgii, 
to  free  hemorrhage.  As  the  blood  coagulates,  a  distinctly  palpable 
tumor  is  formed  which,  depending  on  its  location,  gives  rise  to  a  variety 
of  physical  signs. 

(a)  If  the  hemorrhage  takes  place  into  the  tube,  cither  into  the 
ovum  or  into  the  free  cavity,  palpation  of  the  thus  altered  gestation- 
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ic  Is  much  more  easy  than  in  the  case  of  an  undisturbed  pregnancy. 

The   tube   is   distended    by  the  blood,  and   its  sha|>e  and   tortuosity 

can  be  readily  recognized.     The  uterine  portion  of  the  tube   (»>  Hcmorr!m««a 

'm  frequently  free  from  blood,  and  its  normal  iluekness  and      i"t''«**<'Tuw 

soft  consistency  contrast  .sharply  with  the  portion  which  is  filled  with 

blood  {Fig.  78).     The  consistency  of  the  tube  is  very  hard  and  firm, 

^and  the  tul>e  is  almoj^t  painless  on  pressure.     Adhesions  are  frequently 

rsl>sent»   henee  these  tubal  tumors  have  a  certain  degree  of  mobility. 

The  position  of  the  tumor  usually  corresponds  accurately  to  the  oornml 

position  of  the  tube* 

^h)  If  the  blood  esrnpes  rapidly  in  large  quantitici?  from  the  ruptured 
or  alxirting  tulie,  it  usually  collects  in  Douglas'  space,  antl  the  abdominal 
extremity  of  the  tube  is  situated  in  its  upper  portion  and  there  becomes 
encafisulatecL     A  retro-uterine  hematocele    is   formed,    representing   a 
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tumor  which  usually  occupies  the  whole  of  Douglas'  space  and  forces 
the  posterior  vaginal  vault  downward.  The  uterus  is  in  antcposition 
and,  if  the  mass  of  blood  is  very  large,  in  an  flevated  position.  The 
hinfim-merinn  size  of  the  tuHior  depends  on  the  quantity  of  the  effused 
Hem»to«ie.  ])lood,  aiid  this  in  turn  determines  the  degree  of  displace- 
ment of  the  neighboring  organs.  In  the  case  of  excessive  hemorrhages 
thp  blood  also  coUectfi  above  the  uterus,  reaches  to  the  anterior  abdomi- 
nal wall,  and  iiroduees  large  masses  having  extensive  connections  with 
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o 
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Fto.  70. — Eetro-utehine   Hieii\to€elk  in  RumTRKD  LKrr^mms  TcnAt.  PnnawANcr.    P,-F.    H. 

(OrinJaid,)  Tlie  heuiKtoum  fxt^iHiiA  b^yotirJ  thf>  ut^nLm  to  the  notenur  AlMlamiii&l  wall,  ita  irregulbr  upiiex 
bonier  bein^  fdrnied  hy  ajlls  uf  inte^tme  fvkieb  form  ita  rodt, 

the  abdominal  wall  (Fig*  79),  The  rectum  is  displaced  to  the  left  and 
backward,  and  narrowed  so  that  it  forms  a  cleft,  but  never  defleeted 
in  the  form  of  a  loop  in  eases  of  pure  intraperitoneal  hematocele.  The 
roof  of  the  liematoeele  is  formed  by  intasiinal  coils  which  are  matted 
together  in  various  places  and  render  the  upper  outline  of  the  hematocele, 
particularly  if  it  is  recent,  wry  irregular.  In  older  hem  atom  at  a  the 
inflammatory  phenomena  subside,  and  the  upper  boundary  may  become 
sharply  defined,  as  in  the  case  of  an  ovarian  tumor  (Fig.  80),  The 
connection  of  the  hematoma  with  the  neighboring  organs  is,  of  course, 
very  intimate,  because  the  blood  comes  in  direct  contact  with  these 
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organs  and  iindergoc*s  coagulation*  The  firmest  connection  occurs  at 
tht*  posterior  uterine  wall;  while  the  lateral  wall  of  the  pelvis,  especially 
when  the  heniatoecle  is  small,  is  not  always  reached,  so  that  tlie  palpat- 
ing finger  enteric  bctweru  it  and  the  tumor.  As  a  result,  these  tumors 
pre.^ent  a  moderate  degree  of  mobility  with  the  uterus,  and  this  may 
easily  lead  to  error  in  the  diagnosis.  The  consistency  is  an  important 
factor  in  the  diagnoj^is  of  an  intraperitoneal  effusion  of  blood.  Recent 
hematoceles  are  usually  soft  and  flabby,  like   flaccid  cysts,  but  may 


o 
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-fii    (OrlilBii.)    Tb«  Uppmw  utiUuw  cil  ttw  hiemalowle  in  iilwrply  definiKlt  owing  to  i;ii]€ftp«uJ«Ticili. 

become  tense  in  a  few  hours;  fluctuation  is  undoubtedly  demonstrable 
in  most  caseis.  The  blood  soon  coagulates  ami  acc|ULres  a  semisolid 
caesistency,  so  that  quite  often  differenccB  between  the  fluid  and  more 
re^intant  parts  may  be  recognized.  As  the  inspissation  of  the  blood 
eontinues  and  the  fluid  constituents  are  absorbed,  the  hard  consistency 
of  the  8one  of  reaction  becomes  more  and  more  distinct,  and  the  char- 
acteristic  feel  of  a  hematocele  is  lost.  The  rapid  transition  from  the 
cystic  to  a  firm  consistency  is  atjsolutely  pathognomonic  of  hematocele. 
Only  in  exeepiiona!  cat^es  the  blood  remains  fluid  for  months  and  the 
coii:*istency  is  that  of  a  uniformly  cystic  tumor.  The  topography  of 
the  hematocele  is  more  irregular  when  its  position  is  lateral,  when  part 
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of  Douglas'  space  was  previously  obliterated,  or  hemorrhage  into  the 
lateral  portion  of  Douglas'  space  has  been  followed  by  encapsulation. 
In  this  case  the  tumor  occupies  a  lateral  position  at  the  posterior  surface 
of  the  uterus,  forces  only  part  of  Douglas'  space  downward  and  forward, 
and  displaces  the  uterus  to  the  other  side. 

(c)  If  the  blood  escapes  more  slowly  from  the  tube  and  in  small 
quantities,  or  in  successive  hemorrhages,  it  coagulates  at  the  fimbrise 
or  at  the  site  of  rupture,  and  forms  a  peritubal  hematocele  (Fig.  81). 
(c)  Peritubal  The  positiou  of  these  blood  tumors  is  extremely  variable 
Hematocele.  ^^^  dcpcuds  iii  the  main  on  the  position  of  the  fimbrise. 
As  a  rule  they  are  to  one  side  and  behind  the  uterus,  or  they  may  extend 
below  the  level  of  the  uterus  and  a  little  to  one  side;  but  quite  frequently 


Fio.  81. — Distention  or  the  Tube  with  Blood  and  Peritubal  Hematocelx  ik  Tubaz.  Prxo- 
NANCT.  P.-F.  H'  (Original.)  The  uterine  segment  of  the  tube  ia  free;  next  comes  the  part  diit^wcind 
with  bloo<l,  and  the  abdominal  extremity  is  surrounded  by  a  small  efTusion  of  blood. 

the  tumor  is  found  at  the  level  of  the  pelvic  inlet  or  even  higher  up. 
If  the  uterus  is  retroverted,  the  fimbria?  occupy  the  anterior  half  of  the 
pelvis,  and  a  blood  tumor  is  formed  in  front  of  the  uterus.  The  size  of  a 
peritubal  hematocele  depends  on  the  quantity  of  the  effused  blood. 
Its  shape  is  at  first  always  indistinct,  quite  irregular  in  outline, 
with  outrunners  in  various  directions,  producing  quite  bizarre  forms 
such  as  are  rarely  seen  in  other  conditions.  After  it  has  existed  for 
some  time,  however,  and  particularly  if  the  peripheral  layer  undergoes 
organization,  the  tumor  becomes  more  distinct  and  like  an  ovarian 
tumor.  The  attachment  of  the  hematocele  to  the  neighboring  organs 
— uterus,  rectum,  or  pelvic  w-all — is  usually  so  intimate  that  it  has  a 
large  surface  of  contact.  For  this  reason,  it  is  at  first  immovable,  but 
may  gradually  develop  a  considerable  coincident  mobility  with  the 
uterus  and  tube,  particularly  if  the  fibrinous  attachment  with  the  pelvis 
disappears.     The  consistency  of  a  peritubal  hematocele  is  at  first  soft 
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and  yieirllng;  later  it  becomes  firm,  but  never  decidedly  hard.  The 
nipid  transition  from  a  cystic  to  a  firm  con«si;?itenoy  may  often  be 
uhj^erved  in  tliia  variety.  Occasionally  the  blood  remains  fluid  for 
some  time,  and  in  this  way  an  old  hematocele  with  an  organised  cortical 
layer  may  form  a  tumor  which,  even  macroscopically,  is  Bomclimea 
indistinguii^hable  from  an  ovarian  cyst. 

id)  If  the  rupture  of  the  tube  is  iotraligamentaryj  the  blood  escapes 
between  the  two  layers  of  the  ligament  and  produces  a  so-called  hema- 
toma of  the  broad  ligament.  If  the  hemorrhage  is  slight,  a  tumor  is 
formed  alongside  of  the  uterus  with  a  broad  attachment  to  its  lateral 
aspect^  and  during  its  subsequent  growth  crowds  the  uterus  over  to 
the   opposite   pelvic    wall.     If  the   hemorrhage   is  profuse,  the   blood 


CC}irigiiiai.}  Tlie  utmrioB  flemnetil  of  thi*  t«l»f?  w  but  siip^Jirly  tIiu  k^-n*.!  11  i*  juitiM  by  ilip  {lOfiiCKt]  of  ilie 
t4tb»  which  is  dlatettded  with  bltxitl,  and  wLiicti  on  the  ouler  iide  tUpi  mtiji  il  ktrtce  benmiuocb  thai  h&s  ftirtuAd 
ttffDWkd  the  finibmi«fl  «&!  remits- 

burrows  a  path  for  itself  underneath  the  peritoneum  of  Douglas*  space 
to  the  iliac  bone,  around  the  ctTvix  to  the  opposite  side  of  the  pelvis, 
and  may  eventually  desceml  between  the  vagina  and  the      ,,  ,, 
rectum,  surroundmg  both  organs  as  far  down  as  the  pen-       of  the  Bfr«d 
neum.     Accordingly  the  shape  of  these  tumors  is  exceed-  i«»i"ei» . 

ingly  variablcj  although  it  is  characterised  by  numerous  outrunners^  such 
is  are  seen  in  no  other  conditions  except  parametritic  exudates-  The 
consistency  is  usually  hard  because  the  blood  infiltrates  the  connective 
tissue  and  rapidly  coagulates.  The  connection  with  all  the  pelvic  organs 
that  lie  in  the  path  of  the  escaping  blood  is  quite  intimate. 

In  most  cases  hemorrhages  into  the  tube  are  combined  with  extra- 
tubal  hemorrhages,  giving  rise  to  palpatory  signs  which  make  it  possi- 
ble In  separate  ihr  Inird,  tortuous  tube»  distended  with  blood,  from  the 
partially  coagulated  hematoma.     In  peritubal  hematocele  one  is  espe- 
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cially  apt  to  find,  in  the  lateral  and  posterior  portions  of  the  pelvis,  soft 
tumors  presenting  the  above  described  peculiarities,  and  containing  the 
extremity  of  the  Fallopian  tube  distended  with  blood  (Fig.  82).  As  the 
successive  hemorrhages  from  the  tube  often  occur  at  long  intervals — 
weeks  in  some  instances — different  layers  can  sometimes  be  distinguished 
in  the  hematoma  which  correspond  in  hardness  to  the  different  ages  of 
the  successive  hemorrhages. 

In  the  objective  examination  of  all  these  tumors  we  first  attempt 
to  demonstrate  the  presence  of  a  hematoma  by  the  shape,  position, 
consistency,  and  connection  with  neighboring  organs.  This  being 
established,  it  becomes  probable  that  the  hematoma  is  due  to  a  tubal 
pregnancy  because  other  causes,  if  the  hematocele  is  intraperitoneal, 
are  extremely  rare.  In  a  certain  number  of  cases  the  probability  is 
increased  if  the  tube  distended  with  blood  can  be  felt  merging  with  the 
hematoma.  Nevertheless,  the  number  of  cases  in  which  we  can  recog- 
nize an  extra-uterine  pregnancy  by  the  objective  examination  and  the 
tumor  alone,  will  never  be  very  large.  In  the  majority  of  cases,  we  may 
be  able  to  demonstrate  a  hematoma,  in  others  the  tumor  does  not  even 
show  the  peculiarities  of  a  hematoma  with  absolute  certainty,  and  the 
diagnosis  of  tubal  pregnancy  therefore  remains  uncertain,  because  in 
all  cases  of  suspected  tubal  pregnancy  the  examination  must  be  made 
with  extreme  caution  in  order  to  avoid  rupturing  the  tumor. 

For  this  reason  it  is  fortunate  that  we  possess  other  objective  signs 
of  pregnancy  which  may  assist  in  the  correct  interpretation  of  the 
otherwise  doubtful  abdominal  tumor.     These  objective  signs  are: 

1.  Signs   of   pregnancy   in  the   genitalia    (see   page 
siKMor  127,  et  seq,).    Softening  of  the  vagina,  vaginal  portion,  and 

UiTceStaiia.  uterus,  and  increase  in  the  size  of  the  uterus,  do  not,  it  is 
true,  occur  as  regularly  in  tubal  pregnancy  as  in  intra- 
uterine gestation.  When  the  interruption  to  pregnancy  occurs  early, 
or  the  fetus  is  dead,  softening  and  increase  in  the  size  of  the  uterus  are 
often  entirely  absent;  on  the  other  hand,  if  the  fetus  is  living,  these 
changes  play  an  important  role.  As  softening  of  the  vaginal  portion, 
bluish  discoloration  of  the  mucous  membrane,  and  even  pulsation  of 
the  vaginal  arteries  may  also  occur  in  all  inflammatory  conditions, 
the  value  of  these  signs  must  be  judged  with  extreme  caution  during 
the  first  months  of  tubal  pregnancy. 

2.  The  discharge  of  the  decidua  plays  a  much  more 
important  part  in  the  diagnosis  of  tubal  pregnancy.  Under  the  con- 
gestion incid(»nt  to  pn^gnancy,  the  endometrium  is  converted  into  a 
decidua  and  is  expelled  in  at  least  two-thirds  of  the  cases,  attended 
usually  with  severe  pains  resembling  those  of  labor.  The  decidua 
is  usually  cast   off  as  two   membranes,  which  correspond  to  the  twa 


SPECIAL  DIAGNOBIS 


\rill 


walk  of  the  uterus;  rarely  in  single  pieces.  This  debris  is  not  often 
given  to  tht?  physicnan  for  examination,  and  he  is  forced  to  rely  on  tbc 
«lfttemen(i^  of  tin*  patient,  who,  as  a  rule,  gives  an  aceurate  description 
of  a  flei^hy  nias.^  or  mai^^erf.  The  deeidua,  which  is  usually  discharged 
in  the  form  of  a  closed  sac,  has  a  triangular  shape  with  three  openings^ 
rorresponding  to  the  two  orifices  of  the  tube  and  to  the  internal  os, 
Tlie  outer  surface  is  rough;  the  inner  surface  is  usually  furrowed  and 
occasionally  contains  areas  infiltrated  with  blood  (Fig.  83),  The  recog- 
nition of  the  decidua  presents  no  difficulties,  but  the  question  whether 
the  suspected  membrane  is  a  decidua  from  a  tubal  pregnancy,  an  abor- 
tion, or  menstruation  is  not  always  so  easy  to  answer.    Abortion  can 


9m*  9M^ — Ditri»r*  iH  KxTH*-rTK«TXr  FnpoNANCT,    (OTi«iji*tJ     a.    VamI  of  tlw?  uti?nia,  thf?   uleriin? 
^  .pftwi  III— mint  mitmnmi.    b*  Tli«  ileciiluil   bn^   lje«u  tlivktiid  iiiutig  ilie   ruiddle  iif  I  tie  Mbterutr  wall  juiil 


be  positively  excluifed  if  neither  half  of  the  membrane  contains  an 
ovum  or  an  opening  for  its  escape;  the  menstrual  decidua  is  thinner 
and  is  usually  expelled  in  separate  pieces;  the  decidua  of  tubal  preg- 
nancy is  the  thickest  of  alL  In  many  cases  the  question  must  be  decided 
by  the  microscope,  (See  microscopic  diagnosis  of  the  membranes 
expelled  from  the  uterus*)  The  discharge  of  decidua  points  to  extra- 
uterine pregnancy  if  abortion  and  membranous  dysmenorrhea  can  be 
excluded  with  certainty  by  the  clinical  course  and  the  physical  gigns. 

Among  «:*  miM?«  from  my  own  cUnIc  a  posit j\"t  hiatoiy  of  tUe  dlsclmrge  of  dtcldua  vm» 
obtAined  ill  36p  unci  in  7  additioiittl  cuen  it  occiutfcI  whHe  the  patients  were  m  the  wards. 

Tlie  fact  that  no  decidua  has  been  discharged  is  not  against  tubal 
pregnancy,  because  the  membrane  may  remain  beiiim!  in  the  uterus 
and  by  a  proi-c»is  of  involution  l>e  con  verted  into  normal  endometrium; 
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or  its  escape  from  the  uterus  may  not  be  noticed.  The  discharge  of  the 
decidua,  therefore,  has  only  a  positive  value.  The  decidua  is  never 
discharged  unless  the  tubal  pregnancy  is  interrupted;  it  is  always 
preceded  by  death  of  the  fetus,  rupture  of  the  tube,  tubal  abortion, 
or  hemorrhage  into  the  tube.  As,  however,  rupture  and  hemorrhage 
are  not  always  followed  by  death  of  the  fetus,  discharge  of  the  decidua 
is  by  no  means  a  positive  sign  that  such  an  accident  has  occurred; 
but  it  always  indicates  a  disturbance  of  some  kind.  The  decidua  is 
usually  discharged  a  few  hours  or  days  after  the  beginning  of  the 
disturbance  and  the  process  is  attended  with  protracted  hemorrhage. 

An  attempt  has  been  made  to  utilize  the  regular  development  of  a 
decidua  in  extra-uterine  pregnancy  as  a  diagnostic  factor.  A  number 
of  authors  propose  that  the  uterine  membrane  be  curetted  out  for  the 
purpose  of  demonstrating  the  decidua  by  microscopic  examination. 
Such  a  procedure,  however,  is  not  permissible,  because  it  has  not  infre- 
quently led  to  rupture  of  the  ectopic  sac,  or  to  septic  infection  of  the 
hematoma,  with  a  fatal  termination.  But  the  most  potent  argument 
against  the  procedure  is  found  in  its  unreliability;  for  during  the  early 
stage,  when  the  demonstration  of  a  decidua  would  be  a  particularly 
useful  diagnostic  point,  the  membrane  is  not  always  fully  developjed; 
or  it  is  present  only  in  spots,  and  the  curette  cannot  be  depended  upon 
to  bring  any  of  it  away;  or  it  may  have  been  already  discharged  without 
the  patient's  knowledge.  Besides,  the  interpretation  of  the  microscopic 
picture  may  be  rendered  difficult  by  retrogressive  processes,  or  by  the 
similarity  of  decidual  tissue  to  other  changes  in  the  mucous  membrane. 

3.  The  increased  development  and  activity  of  the  mammary 
glands  which  accompany  pregnancy  occasionally  point  to  a  diag- 
changesin  nosis   of  cxtra-utcrinc   pregnancy,   more,  however,  in  the 

the  Breasts.  positivc  than  in  the  negative  sense.  Even  the  presence 
of  colostrum  in  the  glands  can  be  utilized  only  in  the  case  of  primi- 
gravidie,  or  when  a  considerable  interval  has  elapsed  since  the  last 
confinement,  because  the  glands  continue  to  exude  secretion  on  pres- 
sure for  a  long  time.  As,  however,  a  mammary  secretion  also  occurs 
with  inflammations  and  neoplasms  of  the  internal  genitalia,  this  sign 
must  be  utilized  with  great  caution.  After  the  death  of  the  fetus  a 
transformation  of  the  colostrum  into  milk  has  occasionally  been 
demonstrated. 

Even  the  above-mentioned  changes  incident  to  pregnancy  do  not 
always  suffice  to  make  it  positive  that  an  existing  tumor  is  the  product 
DiaKno«iM from  of  extra-utcrinc  pregnancy;  quite  often  one  is  compelled 
the  Symptoms.  ^^  depend  in  part  for  the  diagnosis  on  the  history  and 
symptomatology.  The  amenorrhea  of  pregnancy  is  almost  regu- 
larly present,  and  entirely  absent  only  in  a  very  limited  number  of 
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f&ses.  In  most  imtancos5  monstruation  Ls  at  least  delayed  a  few  days 
before  the  first  disturbances  make  their  appearance.  Rupture  of  the 
i^ar  may^  however,  take  plaee  on  or  even  before  the  ilay  of  the  exfjerted 
menstruation.  Quite  often  menstruation  occurs  at  the  right  tinie  dur* 
ing  extra-uterine  pregnancy,  hut  the  quantity  of  blood  discharged  is 
diminiifhed.  Disturbances  in  the  course  of  pregnancy,  associated  with 
hemorrhage,  may  be  noted  so  early  that  they  obscure  the  period  of 
amenorrhea.  For  these  reasons  the  patient's  statements  are  not  always 
to  be  depended  upon;  but  any  degree  of  amenorrhea,  even  if  it  lasts 
only  a  few  days,  may  excite  the  suspicion  of  pregnancy. 

Among  79  caacs  from  my  clinic,  amffnorrhea  was  preseni  in  67;  in  3  cns^ia  the  perioda 
^  returned  duHog  pregnancy;   in  9  amenorrhea  waa  not  observed  because  of  disturbing  hemor- 
irha^^*  which  on  7  ooeiisionB  occurred  before  the  expected  menatruation,  and  in  2  caiea  on 
}  tjqiected  day  of  the  flow. 

Subjective  symptoms  of  pregnancy,  such  as  nauf*ea  and 
vomiting,  are  less  frequent  in  extra-uterine  than  in  intra-uterine 
pregnancy,  and  for  that  reason  have  less  diagnostic  value. 

The  history  does  not  become  typical  until  complications  in  the 
course  of  the  extra-uterine  pregnancy  have  made  their  appearance, 
such  a^  tubal  abortion,  rupture  of  the  ectopic  sac,  or  death  of  the  fetus, 
The  symptoms   consist   in   abdominal   cramps   of  very   abrupt  onset, 

^lisually  without  any  previous  cause,  but  occasionally  as  the  result  of  a 
traumatism  of  some  kind  (examination,  lifting,  dancing,  and  the  like). 
These  pains  are  described  by  the  patient  as  lancinating  pains^  appear* 
ing  suddenly  in  the  abdomen  or  rectum,  with  syncope,  vertigo,  vomit- 
ing, and  pallor.  They  are  usually  of  short  duration,  but  recur  in  a 
similar  manner  after  a  shorter  or  longer  interval,  several  attacks  being 
usually  recognized  in  the  course  of  the  process.    The  pains  are  probably 

Lclue  to  the  hemorrhages  that  take  place  into  the  lumen  of  the  tube  or 

■into  the  abdominal  cavity* — The  second  symptom  pointing  to  some 
disturbance  in  the  course  of  extra-uterine  pregnancy  is  external  hemor- 

kihage,  which  may  continue  uninterruptedly  for  a  long  time,  even  sev- 
eral months*  The  hemorrhage  is  moderately  severe;  the  blood  is  often 
mixed  with  mucus,  rarely  with  pieces  of  tissue;  and  the  hemorrhage 
occurs  immediately  after  the  above-described  cramps,  or  sometimes 

rafter  an  initial  attack.  The  decidua  is  usually  discharged  during  the 
Irst  days  of  the  hemorrhage*  As  the  occurrence  of  these  symptoms 
lends  considerable  diagnostic  importance  to  the  historj^  I  shall  relate 
a  few  typical  cases. 

Cabe.  6.     Mr*^  S.;  41  years;  niamed  in  her  21&fc  yearj  seven  confinemeDts;  no  abortion; 
JiiAl  conHnt^Enent  seven  years  ago.     Never  had  any  abdominal  dbcaae;   kst   menstnuition, 
c^ccmber  21,  18113,     (In  January  27,  1804,  returning  home  after  an  evening  of  strenuous 
'dancifif ,  «lie  wm  auddenly  seixed  with  aevere  tearmg  fleiiMticms  in  the  it*ciutii,  VL«rtigo,  And 
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nausea;  no  syncope.  The  pain  lasted  from  one-quarter  to  one-half  hour,  but  wa«  not  repeated. 
The  abdominal  cramp  was  attended  with  uterine  hemorrhage,  which  has  continued  for  seven 
weeks.  No  discharge  of  membrane  has  been  observed.  Findings:  Peritubal  hematocele  with 
hemorrliages  into  the  tube. 

Case  7.  Miss  N.;  19  years.  First  menstruation  at  the  age  of  14  yean;  regular 
every  four  weeks;  always  profuse  and  attended  with  abdominal  pain.  Last  menstruation 
occurred  on  August  1 ,  1894;  on  September  1st,  slight  hemorrhage;  on  September  10,  a  more 
severe  hemorrhage  lasting  five  days,  after  which  it  ceased  and  returned  after  a  bath;  it  haa 
now  been  going  on  for  six  weeks.  The  hemorrhage  came  on  after  the  bath,  and  at  the 
same  time  she  was  seized  with  abdominal  pain,  cramps  in  the  abdomen,  syncope, 
vertigo,  and  nausea.  After  two  weeks  she  had  a  second  attack,  exactly  like  the  first. 
Discharge  of  the  decidua  was  nob  noticed.  Findings:  Retro-uterine  hematocele  with 
hemorrliage  into  the  tube. 

Cabe  8.  Mrs.  W.,  aged  24  years ;  married  four  years ;  had  one  full-term  child 
three  years  ago;  since  then  she  has  been  ill,  the  last  menstruation  occurring  on  the  4th  of 
December.  About  the  middle  of  January  she  was  seized  with  severe  pain  in  the  abdomeii« 
lasting  one-quarter  of  an  hour  and  not  attended  with  hemorrhage;  in  the  beginning  of  Feb- 
ruary she  had  another  severe  abdominal  cramp,  lasting  about  the  same  time,  which  was 
repeated  several  times  on  the  same  day.  The  second  abdominal  cramp  was  attended  with 
hemorrliage,  which  has  so  far  lasted  seven  weeks.  A  week  after  the  beginning  of  the  hemor- 
rhage fleshy  pieces  were  discharged  without  pain.  The  patient  thought  she  was  pregnant 
because  of  her  abnormal  appetite.    Findings:  Retro-uterine  hematocele. 

The  physician's  task  is  not  complete  when  he  has  positively  dem- 
onstrated the  existence  of  extra-uterine  pregnancy.  Another  question 
of  at  least  equal  importance  remains  to  be  answered,  namely,  the 
stage  of  development  of  the  extra-uterine  ovum.  Its 
importance  is  due  to  the  danger  of  hemorrhage  which  threatens  the 
patient  if  the  ovum  continues  to  develop.  So  long  as  the  fetus  is  alive, 
the  mechanical  conditions  which  tend  to  destroy  the  implantation- 
site  of  the  ovum  and  those  which  cause  arrosion  of  the  tubal  vessels 
continue  and  may  unexpectedly  precipitate  the  catastrophe  of  an 
internal  hemorrhage.  If,  on  the  other  hand,  the  connection  between 
the  ovum  and  the  tube  has  been  severed  by  its  escape  from  that  struc- 
ture, the  danger  of  further  bleeding  is  obviated  and  the  retrogressive 
processes  begin.  As  a  rule,  the  destructive  processes  occurring  at  the 
site  of  implantation  are  arrested  also  if  the  ovum  is  dead,  even  though 
it  is  still  attached  to  the  uterine  wall;  occasionally,  however,  the  pe- 
ripheral portions  of  the  ovum  continue  to  invade  the  tissues  at  the  site 
of  implantation  and  thus  severe  hemorrhages  may  be  produced.  There- 
fore, so  long  as  the  ovum  remains  in  the  tube,  it  cannot  be  said  that 
the  danger  of  hemorrhage  has  been  entirely  removed.  It  is,  therefore, 
important  that  the  diagnostician  shall  advise  immediate  operation  in 
cases  in  which  a  severe  internal  hemorrhage  is  probable,  or  at  least 
within  the  realm  of  possibility.    Such  cases  are: 

1.  All  cases  with  a  living  fetus. 

2.  All  cases  in  which  the  ovum  is  positively  known  to  be  still  in 
th(^  tube  and  the  process  has  not  been  arrested  (tubal  mole). 
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Tlial  imnifdkte  operation  is  itidiratad  in  t}ie  first  group  of  cuac^  m  ge?n«?ratty  ronciKletl, 

\mnfi  in  iikisI  of  tlw  rasrs  of  the  iM^ctmd  group  rvctivf*  irvterferom't^  is  also  rfx|uirt^l:   rio  thv  fit  her 

|liiiniljn  jin  e\'TPH*iJi<*rmo  pregnaney  in  whirli  1  ht^  ovujj*  huM  Uvn  I'spt/Hed  Imyuml  tfie  i^jtmi- 

bility  of  a.  doubt ^  m»  o|3oration  is  iisiially  p^rfomied;   umi  in  caBes  in  whirh  the  pxpnbbn  of 

I  oviim  is  not  definitely  e^rlnblished,  the  expectant  plan  of  ireatnienl  is  foiJi>wcd. 


The  (Jiagno^iH  of  a  living  fetus  in  tho  first  half  of  preg- 
nancy ean  be  ma<lr  only  by  positively  ilenionsirating  the  presence 
of  a  gPstation-5ae  which  is  8till  undergoing  {levehipnient,  im^mmwofm 
111  the  absence  of  tlij^turbances  of  any  kinil  in  the  course  ^^^mrt^iuM. 
^o(  pregnancy,  it  may  be  a8i*untcd  that  the  developnient  m  progressing 
-if  it  has  the  above-describetlp  uniform  ten*sion,  and  corresponds  in  size 
to  that  of  the  ovum*  The  uterus  at  the  aame  time  is  usually  somewhat 
enlarged  and  soft,  and  the  vaginal  portion  ami  vagina  ako  exhibit 
softening  and  bluish  disroloratjon. 

A  more  difficult  (lue^tion  to  answer,  after  disturbances  have  made 
their  appearance,  is:  which  will  be  likely  to  interrupt  the  normal  course 
of  the  pregnancy,  and  which  are  not  necessarily  folloB^ed  by  the  death 
of  the  fetuj5? 

Interruption  of  the  pregnancy  by  destruction  of  the  ovum  may  be 
assumed  to  have  taken  place  with  the  greatest  degree  of  probability 
if  a  severe  internal  hemorrhage  occurs.  Large  hematoceles,  com- 
pletely BUiug  the  pelvis^  also  a.^  a  rule  indicate  death  of  the  fetus,  be- 
cause such  severe  hemorrhages;  are  ihie  to  extensive  separation  of  the 
ovum;  there  are,  however,  exceptions  to  the  rule.  Small  hematoceles 
often  occur  coincident  with  the  develupment  of  the  sac*  It  is  not  safe, 
therefore,  to  draw  the  inference  that  the  ovum  is  alive  from  the  size  of 
the  ectopic  sac  and  the  fact  that  it  corresponds  to  the  period  of  gestation* 
On  the  other  luindp  it  may  appear  too  large  becaui?e  of  hemorrhages 
into  it,  or  a  soft  hematocele  may  be  mistaken  for  an  ectopic  sac,  and 
a  living  fetus  diagnosticated  if  it  happens  to  correspond  in  siase  to  the 
duration  of  pregnancy.  Even  if  continued  growth  of  the  gestation- 
sac  has  positively  been  established  by  observationi  it  is  not  absolute 
proof  that  the  ovum  is  still  developing,  because  the  growth  may  be 
due  to  hemorrhage. 

The  signs  of  woft(*ning  in  the  genitalia  are  too  inconstant  and  vary 
too  nuicli  in  in<lividual  cases  lo  be  of  any  value;  but  if  it  can  be  posi- 
tively shown  that  such  sign^  are  sulisidlug,  or  if  a  previously  observed 
pulsation  in  the  vaginal  arteries  ceasea,  death  of  tlie  fetus  is  extremely 
probable.  The  diseharge  of  decidua  is  neither  for  nor  against  death  of 
the  fetus.  Occasionally  the  oecurreiiee  of  milk  in  lire  breasts,  instead 
of  previously  ilemonst rated  colostrum,  may  indicate  interruption  of 
the  pn*gnaney  and  the  beginning  of  the  puerperal  stnte.  The  pain 
n  liieh  is  characteristic  of  disturbances  of  development  has  no  diagnostic 
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value,  because  the  hemorrhage  into  the  tube  does  not  necessarily  cause 
death  of  the  fetus.  Similarly,  protracted  uterine  hemorrhage  may 
occur  whether  the  fetus  is  dead  or  alive,  although  in  the  latter  case 
such  hemorrhage  is,  it  is  true,  extremely  rare. 

From  my  clinical  material,  I  ofTer  the  following  data  as  aids  in  the  diagnoeis  of  a  living 
or  a  dead  fetus: 

In  4  cases  in  which  the  fetus  was  unquestionably  alive  enlargement  and  softening  of 
the  uterus  were  found  in  2;  softening  and  discoloration  of  the  vaginal  uterine  membrane  in 
3;  attacks  of  pain  in  4;  uterine  hemorrhage  (in  one  case  lasting  two  and  a  half  months)  in  3. 

In  73  cases  in  which  the  fetus  was  unquestionably  dead,  enlargement  and  softening  of 
the  utenLs  was  found  in  20;  discoloration  and  softening  of  the  vagina  in  20;  pulsation  of 
the  vaginal  arteries  in  8;  discharge  of  decidua  in  36;  attacks  of  pain  in  68;  uterine  hemor- 
rhages in  67  (in  6:i  the  lieniorrhage  was  protracted);  increase  in  the  size  of  the  tumor  in  3; 
diminution  in  the  size  of  the  tumor  in  33. 

To  illustrate  the  difficulties  of  making  a  diagnosis  of  a  living  fetus, 
I  cite  the  following  cases: 

Case  9.  Mrs.  S.  Uterus  enlarged  and  soft,  displaced  forward  and  to  the  left  (sin- 
istro-antcposition);  vagina  somewhat  softened,  slightly  bluish.  On  the  right,  behind  the 
uterus  and  at  the  level  of  the  pelvic  inlet,  a  tumor  as  large  as  the  fist,  merging  with  the  tube; 
the  abdominal  half  of  the  latter  is  thinned,  while  the  uterine  half  appears  to  be  approxi- 
mately normal.  The  consistency  of  the  tumor  is  tense  and  cystic;  somewhat  harder  at  the 
inferior  pole.  Pulsation  of  the  vaginal  arteries.  History:  Last  menstruation  January,  1894. 
On  March  20 th  a  moderate  hemorrhage  occurred  and  this  has  continued  until  now  with  some 
interruptions.  No  discharge  of  decidua;  no  cramps;  no  attacks  of  syncope.  The  nausea 
still  continues.  The  attending  physician  has  noticed  a  uniform  increase  in  the  size  of  the 
tumor  imtil  lately.  Laparotomy  showed  no  living  fetus,  but  a  peritubal  hematocele  and  the 
tube  distended  with  blood  emptying  into  it. 

Case  10.  Mrs.  H.  Introitus  slightly  bluish  ;  vagina  and  vaginal  portion  somewhat 
soft  (succulent);  uterus  large,  not  soft.  To  the  left,  and  behind  the  uterus  a  round  tumor 
the  size  of  the  fist,  with  broad  adhesions  with  the  left  lateral  aspect  and  posterior  surface  of 
the  uterus  ;  consistency  distinctly  fluctuating,  with  moderate  tension ;  no  blood-clots  can 
be  found  within  the  tumor.  ITie  history  shows  tliat  the  last  menstruation  occurred  Deoeai- 
ber  18,  1893  ;  since  then  a  number  of  irregular  hemorrhages  of  short  duration ;  several 
attacks  of  syncope,  but  no  distinct  cramps.  A  diagnosis  of  tubal  pregnancy  with  living  fetus 
is  made  because  the  size  of  the  s^Vorrcsponds  to  the  period  of  pregnancy;  because 
the  tension  is  moderately  elastic  and  the  shape  round ;  because  the  length  of  the  uterus  is 
9  cm.,  and  the  vagina  shows  a  marked  degree  of  softening.    Laparotomy  showed  hematocele. 

Case  11.  Mrs.  IL  Last  menstruation  in  beginning  of  August,  1897;  on  August  30thy 
first  attack  of  pain,  which  during  the  8ul)se<iuent  course  of  the  disease  was  followed  by  eight 
more,  the  last  occurring  on  the  30th  of  October.  Examination  on  the  31st  of  October  re- 
vealed a  cystic  tumor  as  kirge  as  the  fist  to  the  right,  and  l)ehind  the  somewhat  enlarged 
utenLs.  The  tumor  was  taken  for  a  hematocele.  A  week  later,  however,  I  made  a  diagnosis 
of  a  living  fctiLs  lx»caiLse  the  tumor  liad  increased  somewliat  in  size,  and  particularly  because 
the  softening  of  the  vaginal  portion  was  distinctly  increasing.  Operation  confirmed  the 
diagnosis  of  a  living  fetus. 

Ca.se  12.  Mrs.  A.  Last  menstruation  in  l)eginning  of  November,  1905,  %,e,,  two  and 
a  lialf  months  ago.  Since  then  complete  amenorrhea.  Beginning,  middle,  and  end  of  Deoem- 
Iwr,  three  attacks  of  .severe  alKloniinal  pain  resembling  lalK)r  pains,  which  were  chiefly  local- 
ized on  the  right  side.  No  attacks  of  sjTicope;  no  symptoms  of  anemia  or  peritonitis. 
IJctween  the  fii*st  and  the  second  attack  tlie  piitient  was  entirely  free  from  symptoms;  since 
the  second  attack  she  has  had  coiLstantly  slight  {xiin  in  the  right  side  and  in  the  back,  and 
sometimes  naiLsea.    During  the  jmst  six  weeks  the  breasts  are  said  to  liave  increased  in  i 
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Januaiy  15,  1906,  the  roUowing  eofiditiom  weiie  fotind:   Vogiim  tmd  vaginiil  portion  some- 

wliai  (toftcned;    uterus  in  aimetro-antcpcHition,  of  nomial  aiae  and  tiartl;    lo  the  right  and 

betwiiisn  thc^  ittoru^  an  approxiniately  oval  tunior^  a  tittle  larger  tlmn  a  gooee  egg  and  o(  ^tni- 

dlid,  but  not  diatinetly  fluctuat[ng  consistency;    very  slight  mobility.     The  tumor  fills  the 

between  the  uterus  and  the  pelvic  wal!;   the  right  tulje,  the  alerine  portion  of  whieli  is* 

somewlMtt  tliickened,  merge*  with  the  tumor  at  its  upper  aspect;   pulsating  vaginal  artt^rics; 

Uie  left  ndneaca  camiot  be  palpated  with  certainty.    Breasts  contain  no  seeretion.    January 

3,  a  distinct  enlargement  is  noted  in  the  lower  portion  of  the  tuniorj  softening  (succulenee) 

of  the  vagina  and  vaginal  portion  becomes  more  distinct  than  before.    A  diagnosis  of  a  living 

fetujt  waji  made  becauae  the  lumor  was  growing,  the  eueculenee  increasing,  there  were  no 

,  uijerinc  hemorrhsgee^  and  there  had  been  no  dischai^  of  decidua.    The  dJagnonia  was  con- 

t  firmed  by  lapaioitomy. 

There  is  no  abBoIutely  positive  sign  of  life  of  the  fetus  during  the 
first  half  of  an  extra-uterine  pregnancy;  it  is  only  by  taking  into  con- 
eirleration  the  palpatory  findings  and  the  data  obtained  from  the  his- 
tory', as  well  as  the  results  of  observation,  that  a  doubtful  case  can 
be  cleared  up. 

The  fiocond  question  to  be  decided,  namely,  what  operation  is  indi- 
cated, is  not  so  difficult  provided  one  is  dealing  only  with  the  presence 
of  the  ovum  in  the  tube,  i.  e,,  a  tubal  mole.  In  such  DiBK„o«i» <>{ » 
tmm  the  tube  contains  not  only  the  ovum,  but  also  more  ^''^^^  ^'*'**^ 
or  less  extravasated  blood,  which  accumulates  in  the  lumen  of  the  tube 
or  between  the  fetal  membranes,  antl  in  part  also  flows  out  of  the  tube. 
In  these  cases  the  tube  is  dilated  either  in  part  or  along  its  entire  length, 
and  sometimes  loses  iU  tortuosity  and  feels  hard  and  tense  to  the  touch* 
The  tumor  is  recognized  as  a  distended  tube  and  not  a  hematocele  by 
the  fact  that  it  corresponds  to  the  tube  in  position,  and  frequently 
ako  in  shape,  and  exhibits  the  same  mobility  as  the  tube.  If  the  uterine 
portion  of  the  tube  is  not  involved,  the  junction  of  the  normal  seg- 
ment of  the  tube  with  the  distendetl  portion  can  be  demonstrated. 
In  every  case  a  positive  diagnosis  that  the  ovum  is  situated  in  the  tube 
requires  the  demonstration  of  a  hard,  distended  segment  of  the  tube, 
and  the  absence  of  large  extratubal  effusions  of  blood.  The  constantly 
recurring  attacks  of  pain  also  indicate  that  the  ovum  has  not  yet  escaped 
from  the  tube. 

A  still  further  refinement  in  the  diagnosis  of  interrupted  tubal 
pregnancy  for  the  purpose  of  differentiating  betWH^cn  tubal  abortion 
and  tubal  rupture  is  possible  only  in  a  few  isolated  cases,  and  has 
no  special  clinical  significance  because  it  does  not  affect  either  the 
prognosis  or  the  treatment. 


Tlie  diagnosis  of  exlra^uterEne  pregnancy  in  the  second  half  unque^* 
tionahly  presents  much  less  difficulties.  It  is  based  chiefly  on  the 
demonstraiion  of  the  fetus  outside  of  the  uterus.  The  first  step  should 
always  be  to  look  for  the  fitus.     As  it  usually  lies  in   the  gestation* 


160 


GYNECOLOGICAL  DL4GNOSIS 


Diagnosis 
in  the 
Second  Half. 


sac,  the  clearness  with  which  the  fetal  parts  can  be  recognized  will 
depend  on  the  thickness  of  the  sac-wall.  Sometimes  they  are  recog- 
nized very  distinctly  through  the  thin  walls  of  the  gestation-sac,  and 
their  recognition  is  probably  easiest  when  the  fetus  has 
escaped  from  its  envelope  and  is  lying  free  in  the  abdominal 
cavity,  immediately  beneath  the  abdominal  wall.  A  fetus 
in  an  intraligamentary  gestation-sac  is  more  difficult  to  recognize,  but 
even  in  this  situation  it  can  usually  be  felt  more  distinctly  than  in  a 
case  of  intra-uterine  pregnancy.  The  recognition  of  fetal  parts  by  pal- 
pation is  especially  easy  when  they  occupy  Douglas'  space;    for  the 

sutures,  fontanelles,  as  well  as  crepita- 
tion of  the  bones  of  the  skull  may  often 
be  recognized.  The  demonstration  of 
the  fetus  is  much  more  difficult  when 
it  is  dead  and  the  resulting  changes 
have  taken  place.  At  first  the  fetal 
parts  become  so  soft  that  they  are 
difficult  to  feel  through  the  abdominal 
wall;  later,  if  calcification  takes  place 
in  the  outer  layers  of  the  fetus  or  in 
the  fetal  membranes  (lithopaedion  and 
lithokylephopacdion),  it  is  of  course 
1  ^  /    1  I     Oy^  /    ^^^^^^  *^  demonstrate  the  presence  of  a 

I  y  \^  J     tumor,  but  the  identification  of  a  fetus 

\  /     is  possible  only  in  very  rare  cases.     If 

the  gestation-sac  becomes  necrotic  and 
perforation  into  the  neighboring  organs 
takes  place,  its  presence  may  be  recog- 
nized by  the  discharge  of  fetal  bones 
through  the  bladder,  intestine,  navel, 
or  abdominal  walls.  In  addition  to 
direct  palpation  of  the  fetus  itself,  fetal  sounds  and  fetal  move- 
ments are,  of  course,  also  of  value  for  the  diagnosis;  the  latter  are 
characterized  by  their  great  distinctness,  and  the  fact  that  they 
cause  pain.  Diagnosis  by  palpation  is  probably  most  difficult  when 
the  gestation-sac  develops  between  the  layers  of  the  broad  ligament 
and  when  a  considerable  period  has  elapsed  since  the  death  of  the 
fetus.  In  doubtful  cases  resort  may  be  had  to  radiography,  which 
may,  if  the  time  of  exposure  is  long  enough,  give  a  picture  of  the 
fetal  skeleton,  and  thus  at  least  demonstrate  the  presence  of  a 
fetus.  Marschall  succeeded  in  demonstrating  the  fetal  skeleton  even 
in  the  presence  of  calcified  membranes;  but  in  a  number  of  cases 
radiography   has  failed. 


Fio.  R4. — T.FPT-Rinr.n  Ipttralioamentart 
Tubal  Pr  eg  nancy  in  the  Tenth  Month. 
P.-F.  %.  (Original.)  Cy»tic  tumor;  vaginal 
portion  on  the  right  side  in  contact  with  the 
pelvic  wall;  funduH  begins  at  the  right  aspect 
of  the  tumor;  the  head  licit  on  the  vaginal 
vault,  to  the  left  of  the  cer\'ix.  The  sutures 
can  be  di!i<tinctly  felt,  and  parchment  crepi- 
tation is  present. 
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If  the  presence  of  a  child  has  been  positively  clcmonf^trateil,  it 
remains  to  be  decided  whether  it  is  intra-  or  extra-uterine.  The 
exariiiner  eiidpavors  to  palpate  a  fetun  or  ectopic  sac  lateral  to  the 
uterus.  iSuece.ss  will  usually  depend  upon  the  relation  of  the  gestation- 
sae  to  the  uterus.  If  the  former  is  pedunculated,  and  the  uterine 
portion  of  the  tube  h  not  involved,  the  outlines  of  the  uterus  ean 
easily  be  made  out,  even  when  the  ectopic  aac  is  adherent  to  the 
organ.  Difficulties  arise,  however,  when  it  is  intraligamentary,  because 
in  that  case  it  grows  eloae  to  the  uterua,  betw^een  the  layers  of  the  broad 
ligament t  and  occa.^ionally  even  encroaches  upon  the  nmscle  of  the 
uterine  wall,  so  that,  as  in  the  ease  of 
any  other  intraliganientary  tumor,  it  is 
Very  difficult  to  distinguish  the  outlines 
of  the  uterus  (Fig*  84).  Successful  pal- 
pation of  the  uterus  depends  also  on  its 
relation  to  the  ectopic  sac.  If  the  latter 
is  pedunculatetlj  it  is  occasionally  found 
in  front  of  the  uterus  and  behind  the 
abdominal  wall — ^under  which  condi- 
tions the  connection  between  the  uterus 
and  the  sac  is  readily  recognized  {Fig. 
85);  but  in  most  ca,sew  the  uterus  is  in 
retroversion  and  can  be  quite  easily 
outlineii  through  the  rectum.  In  intra- 
Ugamentary  tubal  pregnancy  the  uterus 
is  usually  displaced  to  one  side  and  for- 
ward, and  lifted  out  of  the  pelvis  by 
the  growth  of  the  ovum.  Accurate 
examination  under  anesthesia  is  abso- 
lutely necessary  for  ascertaining  these 

Lt(jpfjgraphical  relations.  It  must,  tiowever,  be  niarlr  with  care,  and  the 
Uterus  must  not  be  displaetd  with  the  trnacultini,  as  rupture  of  the 
Bac  might  result.  The  introduction  of  the  sound  for  the  purpose  of 
finding  the  uteru.s  should^  if  possible,  be  avoided*  Occasionally  a 
cirrunu^cribed,  firm  resistance,  eorresi>omIing  to  the  placenta,  can  be 
demonstrated  in  the  gestation-sac  (Fig.  8"*). 

The  diagnosis  of  extra-uterine  pregnancy,  particularly  the  differ- 
ential diagnosis  from  other  tumors,  receives  additional  sufjport  in  the 
u  t  «*r  i  n  e  changes  i  n  e  i  d  e  n  t  t o  pregnancy.  Duri ng  t  he  sec- 
ond half  the  uterus  is  always  distinctly  enlarged  in  all  its  diameters, 
and  in  intraligamentar>*  tul*al  pregnancy  the  organ  is  often  very  much 
eh>ngated;  if  the  fetus  is  living,  the  consistency  is  very  soft  and  the 
vajpna  appears  bluish-red  and  soft.     After  the  death  of  the  fetus  these 

II 
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IU1M!  i*  fdl,  which  fttn  I*  tmilmM  {pljicwmii) 
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phenomena  gradually  disappear  again,  although  they  may  be  demon- 
strable for  some  time.  In  the  breasts  the  same  conditions  develop  as 
with  intra-uterine  pregnancy;  and  likewise  after  the  death  of  the  child 
puerperal  changes  take  place  in  the  breasts. 

In  those  cases  in  which  the  palpatory  findings  are  not  sufficient 
for  a  positive  diagnosis,  a  few  of  the  data  obtained  from  the  history 
and  the  symptomatology  may  be  utilized.  The  statements  in  regard 
to  amenorrhea  are  uncertain  in  this  condition,  because  it  is  frequently 
obscured  by  returning  menstruation  and  irregular  hemorrhages;  in 
most  cases,  however,  amenorrhea,  at  least  for  a  short  period,  is  present. 
On  the  other  hand,  in  the  fetal  movements  a  new  factor  arises,  for  their 
unusual  severity  and  the  severe  pain  accompanying  them  often  arouse 
the  susi)icion  of  extra-uterine*  pregnancy.  The  subjective  symptoms  of 
pregnancy  are  uncertain  and  often  altogether  absent.  If  some  time 
has  elapsed  since  the  death  of  the  fetus,  menstruation  returns,  and 
the  only  statejnent  obtained  in  such  a  case  of  uninterrupted  extra- 
uterine pregnancy  is  that  the  patient  some  time  before  was  pregnant, 
or  thought  herself  pregnant,  but  that  no  delivery  took  place. 

Case  13.  Mrs.  B.,  aged  37.  First  menstruation  at  the  age  of  12  years;  always  regular, 
attended  ^ith  pain.  Married  at  age  of  16;  subse<iuent  to  this  time  signs  of  gonorrheal  infec- 
tion. In  1887,  two  years  after  marriage,  abortion  in  third  month;  this  was  followed  by  a 
period  of  sterility.  In  Septemlx?r,  1895,  menstruation  ceased;  five  months  later  painful  fetal 
movements  were  noted  which  suddenly  ceased  in  the  eighth  month;  in  the  ninth  month  a 
spongy  structure  (decidua?)  and  a  certain  amount  of  blood  were  discharged,  accompanied  by 
pain.  Pain  during  the  entire  pregnancy;  but  no  peritonitis,  hemorrhages,  or  cramps.  Soon 
after  the  menses  returned,  and  since  then  have  recurred  regularly  every  three  or  four  weeks. 
The  tumor,  which  the  jmtient  herself  felt  in  her  abdomen,  is  said  to  have  diminished  con- 
siderably during  the  first  five  years;  since  then  it  has  remained  stationary.  The  patient 
complains  of  pain  in  the  unibilical  region  and  increased  desire  to  urinate. 

Present  Condition:  Protrusion  of  the  lower  abdomen  by  a  flat  tumor,  extending 
alK)ve  the  navel  and  laterally  a  iiand's  breadth  from  the  median  line.  Mobility  very  much 
limited;  consistency  very  hard,  in  some  places  as  liard  as  stone;  cervix  in  the  pelvic  axis; 
uterus  in  retroversion  behind  the  tumor;  length  7  cm.  The  tumor  can  be  felt  through  the 
anterior  vaginal  vault,  where  it  ends  in  an  angular  projection  of  very  hard  consistency;  no 
connection  l)etween  the  uterus  and  tumor  is  demonstrable,    lladiography  is  negative. 

The  objective  findings  render  the  diagnosis  of  extra-uterine  pregnancy  impossible,  for 
nothing  of  a  destructive  character  could  l)e  recognized  in  the  tumor.  On  the  other  hand, 
the  history'  was  al)solutely  positive,  and  without  it  the  diagnosis  could  not  have  been  made, 
for  a  subseroas  fibroid  would  probably  liave  been  suspected.  The  diminution  in  the  siie  of 
tiie  tunior  seemed  to  confirm  the  theory  of  a  lithopaxiion. 

The  diagnosis  was  confirmed  by  laparotomy.  The  extirptated  tumor,  which  lay 
free  in  omental  adiicsions,  contained  fetal  parts,  which  could  still  with  some  difficulty  be 
recognized;   the  angular  projection  IkjIow  was  the  calcified  placenta. 

The  disturbances  in  the  course  of  extra-uterine  pregnancy  are  im- 
portant in  the  differential  diagnosis  from  intra-uterine  gestation.  They 
consist  in  the  occurrence  of  irn^gular  hemorrhages,  usually  of  brief  dura- 
tion, attacks  of  cramp  in  the  abdomen,  or  more  or  less  severe  pcritoni- 
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lis,  Exira-uterinc  prrgnaney  very  rarely  gof^s  on  to  the  second  half  with- 
out disturbaaces  of  this  kind*  The  diagnosis  of  fetal  death  is  of  eourae 
very  much  easier  than  in  the  first  half;  just  as  in  intra-uterine  preg- 
nancy, it  is  ba^ed  on  the  absence  of  heart  sounds,  the  difficulty  of  pal- 
pating the  fetal  parts,  the  cessation  in  the  growth  of  the  abdomen^ 
and  the  diminution  in  the  size  of  the  breasts.  The  patient's  statement 
that  the  fetal  movements  ceased  suddenly — often  with  chills^also 
points  t^>  fetal  death. 


In  the  differential  diagnosis  of  extra-uterine  pregnancy  many 
different  morbid  conditions  must  be  considered,  because  this  clinical 
picture  is  encountered  in  many  guises.  Severe  peritoneal  collapse, 
with    efTusion    into    the    abdominal    cavity,    may    require  Di(T*-rt.fitiy 

explanation;    in  another  case  a  piece  of  discharged  ovum  t^msno^i*- 

h  presented  for  exanunation  in  order  to  decide  whether  abortion  has 
taken  place  or  the  .suspected  material  comes  from  the  decidua  of  an 
extra  •uterine  pregnancy;  again,  the  decision  may  have  to  be  made 
between  a  tubal  tumor  of  an  inflammatory  nature  and  pregnancy; 
in  yet  another  case  the  physician  must  determine,  after  the  presence 
of  a  fetus  has  been  demonstrated,  whether  it  is  intra-  or  extra-uterine. 
Thus  the  diagnosis  presents  many  different  problems  which  cannot  be 
solved  froni  a  single  standpoint.  I  shall,  therefore,  take  up  in  succession 
the  diflferential  diagnostications  that  are  most  important  in  actual  prac- 
tice, todicating  the  proper  method  of  arriving  at  a  correct  conclusion^ 

L  Free  internal  hemorrhage  and  perforation  peri- 
ionitis.  The  acute  peritonitis  which  follows  perforation  of  an  abdom* 
itial  organ  (^tomaeh,  intestine,  appendix,  pyosalijinx),  like  rupture 
of  a  tubal  pregnancy,  is  very  frequently  attended  with 
sudden  collaji^e,  violent  pain  in  the  abdomen,  and  vomit-  ^u^Ji^nh^ 
ing.  As  a  rule  there  is  no  great  loss  of  blood,  but  merely  *^*^  [^^JXl*^. 
the  escape  of  the  contents  of  the  ruptured  organ,  and 
accordingly  the  patients  do  not  look  anemic;  apathy,  yawning  and 
air-hungcr  are  usually  not  present;  instead,  they  appear  livid  and 
have  the. anxious  exprcjision  of  peritonitis,  while  pain  and  vomiting  are 
more  prominent  symptoms.  If  there  still  remains  a  doubt  whether  an 
internal  bemurrhage  or  an  effusion  of  the  contents  of  an  organ  or  an 
abscess  has  taken  [>lacc,  an  exploratory  puncture  with  not  too  small  a 
needle  shouht  be  made  under  af^eptic  precautions  at  a  point  wlierc 
percua«iion  has  previously  demonstrated  the  presence  of  an  effusion. 
Either  blood  or  purutent  fluid  will  be  obtained.  The  occurrence  of 
blood  with  rare  exceptions  points  to  a  ruptured  extra-ute^rine  preg- 
nancy, although  oecasioually  even  a  large  quantity  of  blood  may  have 
been  shed  from  same  other  organ  (uterus,  liver  or  spleen).     For  this 
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reason  a  positive  proof  of  pregnancy  is  most  desirable-  If  menstrua- 
tion has  ceased,  pregnancy  is  very  probable;  but  the  sign  is  not  con- 
clusive, as  rupture  may  occur  before  the  cessation  of  menstruation; 
while,  on  the  other  hand,  amenorrhea  is  also  observed  in  pj^osalpinx 
terminating  in  rupture.  In  the  same  way,  pain  in  one  side  occurring 
before  the  accident  may  be  due  to  the  presence  of  an  ovum  in  an  abnor- 
mal situation,  or  to  disease  of  other  organs  (tube,  adncxa);  hence 
there  will  always  be  some  cases  in  which  the  diagnosis  cannot  with 
certainty  be  cleared  up.  The  keystone  of  the  diagnosis  must  always 
be  the  demonstration  of  blood  in  the  abdominal  cavity;  as  soon  as  this 
has  been  demonstrated — if  necessary  by  means  of  an  exploratory 
puncture — the  supposition  of  a  ruptured  tubal  pregnancy  in  the  case 
of  a  sexually  mature  woman  is  justified,  and  the  abdominal  cavity  must 
be  opened. 

2.  Interruption  of  a  tubal  pregnancy  and  early 
abortion.  As  the  interruption  of  a  tubal  pregnancy  in  the  early 
months  is  attended  with  labor-like  pains,  the  discharge  of  fetal  mem- 
brane and  hemorrhage,  and  since  these  phenomena  make 
iTubil'pl^-^^  their  appearance  in  a  woman  who  states  that  she  is  not 
ElrfyAb^rtion.  nicustruating  and  perhaps  also  presents  subjective  symp- 
toms of  pregnancy,  or  possibly  is  herself  convinced  that 
she  is  pregnant,  it  is  very  natural  that  the  physician  should  first  think 
of  abortion.  If  the  ectopic  sac  cannot  be  demonstrated,  or  is  mis- 
taken for  something  else,  a  diagnosis  of  abortion  is  frequently  made 
and  curettage  performed,  which  is  very  apt  to  cause  rupture  of  the 
extra-uterine  sac  with  internal  hemorrhage.  This  is  a  fatal  diagnostic 
error,  which  we  encounter  but  too  often  in  practice;  and  yet  the  dis- 
tinction between  the  two  conditions  is  not  difficult.  It  is  based  on  the 
demonstration  of  the  extra-uterine  gestation-sac,  which  is  by  no  means 
difficult,  provided  the  examination  is  made  with  sufficient  care;  for 
the  tube,  after  the  ovum  is  expelled,  is  filled  with  blood  and  surrounded 
by  a  hematocele  which,  although  it  may  be  small,  is  usually  easy  to 
palpate.  Occasionally,  especially  if  rupture  has  taken  place  early,  the 
sac  may  be  small  and  escape  palpation.  Hence  in  all  cases. in  which 
the  diagnosis  of  abortion  is  not  absolutely  positive,  a  second  careful 
examination  of  the  adnexa  should  be  made  when  the  woman  is  anes- 
thetized for  curettement;  if  a  suspicious  tumor  is  found,  no  instrument 
must  be  introduced  into  the  uterus. 

An  accurate  history  may  give  valuable  information.  In  abor- 
tion the  labor  pains  an*  usually  described  as  mild,  dragging  and  press- 
ing sensations  in  the  sacrum  or  in  the  middle  of  the  abdomen;  while 
in  tubal  pregnancy  the  pains  are  usually  much  more  intense,  are  con- 
fined to  one  side,  and  are  often  repeated  at  long  intervals.    The  nature 
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the  bleeding  may  aUo  be  of  diftgnostic  value.  inaBmiich  as  a  severe 
hemorrhage,  with  the  formation  of  large  eoagiila,  is  more  in  favor  of 
abortion.  Examination  of  the  discharged  portions  of  ovum  may  ren- 
der the  deeigion  quite  eas3^  Every  pic»ee  of  fetal  membrane  is  in  favor 
of  abortion;  while  the  bi-Iobed,  complete  decidua,  without  oval  con- 
stituents, in  discharged  by  the  uterus  only  during  extra^uterine  preg- 

ruancy;  But  besides  these  two  there  are  many  other  kindt?  of  material 
from  the  uterus  which  eannot  be  identified  even  with  the  aid  of  the 
microscope. 

3»  Uninterrupted  tubal  pregnancy  and  intra-uterine 
g e st  a  t  i  o n  w i  t h  t u  m o r s  of  the  a c]  n e x a •  The  physician  is 
not  infrequently  called  upon  to  make  this  differential  diagnosis  when 
there  is  an  adnexal  tumor  in  a  woman  who  Is  in  the  second, 
or  at  the  most,  in  tlie  third  month  of  pregnancy.  As  the 
history  points  to  pregnancy,  and  confirmatory  objective 
signs  are  found  in  the  uterus  and  vagina,,  the  question 
arises  whether  the  tumor  is  an  extra-uterine  pregnancy  and 
the  uterus  hm  at  the  same  time  undergone  enlargement  and  softening; 
or  whether  the  uterus  contains  the  ovum,  and  the  tumor  in  the  adnexa 
is  a  small  ovarian  or  parovarian  cyst,  a  one-sided  hydrosalpinx,  or 
Home  other  similar  neoplasm.  It  is  evident  that  the  possibilities  of 
error  are  limited  by  the  fact  that,  on  the  one  hand^  the  enlargement  of 
thi'  uterus  must  not  be  too  great — hence  most  of  the  errors  are  made 
in  the  second   month— if  extra-uterine  pregnancy  is  to  be  assumed; 

I  ami,  on  the  other  hand,  the  tumor  in  the  adnexa  must  present  the 
peculiarities  of  a  gestation-sac  and  its  size  must  correspond  to  the 
period  of  pregnancy.  Nevertheless,  errors  are  quite  frequent  and 
usually  consist  in  diagnosticating  an  extra-uterine  pregnancy  in  cases 
of  early  intra-uterine  pregnancy  with  tumors  in  the  adnexa*  Every 
gynecologist  has  probably  made  this  mistake  at  one  time  or  another, 
whereas  the  contrary  mistake  is  exceedingly  rare.  The  reason  is  partly 
that  completely  uninterrupted  tubal  pregnancy  is  extremely  rare,  and 
partly  that  every  examiner,  owing  to  the  frequency  of  extra-uterine 
pregnancy  and  its  gravity,  is  likely  to  think  of  it  whenever  he  finds  an 
adnexal  tumor  ai%sociatcd  with  pregnancy.  The  error  is  serious  because 
it  leads  to  laparotomy.  As  a  matter  of  fact,  innumerable  unnecessary 
operations  have  been  perfornK'd  for  this  reason. 

The  differential  diagnosis  shouhl  a  priori  incline  to  adnexal  tumor, 
becauj^e  unruptured  tubal  pregnancies  are  extremely  rare.  Too  much 
dependence  nmst  not  be  placed  on  the  palpatory  findings  in  the  tumor, 
because  the  examination  must  be  made  with  extreme  caution  when  an 
unruptured  tubal  pregnancy  is  suspected.  As  a  rule,  the  symptoms  of 
pregnancy  in  the  uterus  point  the  way  to  a  correct  diagnosis^  because 
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enlargemont  and  softening  are,  of  course,  much  more  pronounced  in 
intra-uterine  than  in  (»xtra-uterinc  pregnancy.  As  in  every  other  case 
of  doubtful  intra-uterine  pregnancy,  the  only  way  to  make  a  positive 
diagnosis  is  to  wait  about  four  we(»ks  (keeping  a  careful  watch  on  con- 
ditions), and  note  whether  the  uterus  shows  a  marked  enlargement 
during  that  time. 

4.  Ruptured    tubal    pregnancy    and    inflammatory 
adnexal    tumors.     The  objective  signs  in  these  tw^o  conditions  may 
be  very  similar,  because  in  both  the  tube  may  appear  gradually  thick- 
ened, dilated,  and  hard.     If,  in  addition,  the  recent  tubal 

Pregn"J^y^amr*  inflammation  has  produced  softening  and  discoloration  of 
AcfiTex^T^mors.  ^^^  vagiual  portion,  which  is  by  no  means  rare;  if  men- 
struation has  ceased  or  been  delayed;  if,  in  the  case  of 
salpingitis,  pains  resembling  labor  pains  have  recurred  at  intervals  on 
the  affected  side,  the  resemblance  of  the  clinical  picture  to  that  of  rujv 
tured  tubal  pregnancy  becomes  very  great.  Under  such  conditions  I 
myself  twice  committed  the  error  of  mistaking  an  inflammatory  tumor 
for  a  tubal  pregnancy. 

Case  14.  Mrs.  L.  Last  menstruation  beginning  of  October,  when  a  hemorrhage 
occurred,  at  first  slight  but  later  increasing  in  severity,  and  lasting  five  weeks.  The  hemor- 
rhage was  attended  with  irregularly  recurring  severe  pains  in  the  sacrum  and  in  the  left  iliac 
region,  which  were  frequently  rejwated,  usually  in  the  evening,  and  always  associated  with 
severe  hemorrliage.  Examination  showed  to  the  left  of  the  uterus,  which  was  not  enlaiiged, 
a  tumor  liaving  the  shai>c  of  the  tul)e  and  Ix^coming  smaller  as  it  approached  the  median 
line,  finally  joining  the  uterus  as  a  thin  cord.  No  tulml  changes  on  the  right  side;  no  soften- 
ing; no  secretion  in  the  breasts.  On  the  strength  of  the  history  (l^^morrhages  and  attacks 
of  pain)  and  the  physical  signs  (unilateral  tulial  tumor)  I  made  a  diagnosis  of  tubal 
pregnancy,  but  at   the  operation  found  an  inflammatory  tumor. 

The  contrary  error  is  also  jx)ssil)le.  Sittner  saj's  tliat  Schauta  among  77  cases  diag- 
nosed inflammatory  aflnexal  tumors  in  7,  in  which  laparotomy  revealed  a  tubal  pregnancy. 
Smith  made  the  same  error  three  times;  and  a  number  of  other  individual  cases  are  reported. 

The  differentiation  between  the  two  conditions  cannot  in  most 
cases  be  bascnl  on  a  single  infallible  sign;  the  entire  history  and  accu- 
rate palpatory  findings  must  be  taken  into  account.  The  data  in  favor 
of  tubal  pregnancies  are:  amenorrhea,  severe  attacks  of  pain  recurring 
at  intervals  of  days  or  weeks,  protracted  hemorrhages  without  much 
loss  of  blood.  The  physical  signs  are:  distinct  signs  of  softening,  uni- 
lateral tubal  changes,  possibly  with  a  soft  mass  in  the  neighborhood 
(blood).  The  factors  in  favor  of  inflammatory  tumors  are:  greater 
uniformity  of  the  pain,  coincident  catarrh,  fever,  severe  pain  on  pres- 
sure, and  involvement  of  the  other  side.  The  diagnosis  may  be  at  once 
cleanul  uj)  by  the  discharge  of  a  decidua. 

5.  Ruptured  tubal  pregnancy  and  appendicitis.  The 
similarity  of  the  clinical  i)icture  is  brought  about  by  the  fact  that  in 
inflammatory    processes    beginning    in   the   appendix   there   are   acute 
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attacks  of  pain  reeurring  at  iutervab  antl  followed  by  sigtis  of  ptri- 
toneal  irritatian  aiidt  not  infrrqurntly,  perforation  peritonitiH  with 
iiudtKn  trollapse;  aod^  on  the  othrr  hand,  by  the  fact  that  the  same 
phenomena  may  aeeompany  the  (levelopment  of  tumors  on  ^^  ,„^y^,|^ 
the  right  side,  wbieh  are  taken  for  blood  tumors^.  Mij^lakes  Prpajmney  nnd 
have  often  been  made  in  both  direction*^.  The  dtagnossis 
will  incline  toward  appendicitis  if  all  the  data  and  objective  signa  of 
pn>gnancy  are  absent  and  if  the  tumor  is  situated  higlier  and  more  to 
cue  gide.  although  occasionally  an  intraperitoneal  effnj^ion  of  blootl  may 
ri^e  equally  high.  Anemia,  slight  jaiintlicr,  al.)seni:^e  of  fever,  ah.sence 
of  all  signs  or  previouis  irritation  in  the  appendix  are  in  favor  of  a  rup- 
tured tubal  pregnancy;  while  tenderness  in  the  iliac  region,  the  feeling 
of  a  tumor  at  the  site  of  the  ap|K  ndix,  and  the  objeetive  demonstration 
of  healthy  adnexa  on  both  side.H,  are  against  that  condition, 

6-  Retro-uterine  hematocele  and  retroflexion  of  a 
gravid  uterus*  A  retro-uterine  hematocele  may,  generally  speaking, 
be  mistaken  for  any  kind  of  tumor  that  may  possibly  occupy  a  retro- 
uterine position,  and  since  it  usually  has  a  distinctly  cystic 
consistency ^  it  is  most  apt  to  be  mistaken  for  a  tumor  n™,"!^"^™ 
which  contains  fluid.  The  conditions  to  be  consideretl  in 
the  difTerential  diagnosis  are:  tumoi's  of  the  ovary  and  of 
the  tube,  and  serous  or  purulent  peritoneal  exudates.  In  daily  practice, 
however,  the  condition  is  much  more  often  confused  with  retroflexion 
of  ft  gravid  uterus,  not  only  because  of  the  similar  findings  but  also 
becauj^e  the  history  is  similar  in  both  cases  (anienorr"hea»  liemorrhage, 
pain  resembling  labor  pains).  The  diflfcrenlial  diagnosis  of  these  two 
conditions  ha^^  achieved  unenviable  notoriety  in  gynecology  because  it 
has  in  many  cases  l>een  the  cause  of  fatal  accidents;  for  if,  as  h^s  hap- 
pened again  and  again,  a  retro-uterine  hematocele  is  mistaken  for  a 
retroflexed  uterus,  and  attemi>ts  are  made  to  correct  it,  the  capsule  of 
the  ht^nmtocele  is  ruptured,  and  a  fatal  hemorrhage  may  result.  I 
therefore  advise  the  iiractitioner  to  give  particular  attention  to  this 
point-  Theoretically  the  distinction  between  the  two  conditions  is 
c|uite  clear*  In  retronterine  hematocele  the  entire  uterus  must  alwa3's 
be  demonstrable  in  front  of  the  tumor;  while  in  retroflexion  of  a  gravid 
uterus  only  the  cervix  is  found,  and  this  directly  continuous  with  the 
tumor.  This  sign  must  always  be  looked  for,  ami  in  characteristic 
cases  the  correct  diagnosis  may  often  be  made  at  once  by  digital 
exatnimition.  V'cry  frcijuently.  however,  difficulties  arise  from  the 
fact  that  the  uterus  is  too  near  the  heinatoceli'  and  cannot  be  differ- 
entiated from  it;  or,  if  the  cervix  has  attained  a  certain  lf*ngth,  it  may 
be  mistaken  for  the  entire  uterus;  not  to  mention  cases  in  which  accu- 
rate palpation  is  impossible  on  account  of  difficulties  outside  of  the 
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pelvis,  such  as  thick  abdominal  walls,  etc.  Under  these  circumstances, 
the  aid  of  other  signs  must  be  invoked.  Occasionally  the  direction  of 
the  cervix  is  of  value:  in  retroflexion  of  a  gravid  uterus,  if  the  organ  is 
not  too  large,  it  is  low  down  and  in  front  of  the  fundus,  pointing  back- 
ward and  upward;  while  in  anteposition  of  the  uterus  due  to  retro- 
uterine hematocele  the  external  os  usually  presents  directly  downward. 
It  is  only  when  absorption  begins  that  the  cervix  alters  its  position 
owing  to  the  gradual  retroversion  of  the  uterus.  In  other  cases  a  posi- 
tive diagnosis  of  retro-uterine  hematocele  can  be  made  by  finding  the 
tubes  immediately  behind  the  abdominal  walls — one  of  them  usually — 
in  a  thickened  condition.  The  uterine  tumor  itself  often  presents  cer- 
tain differences  which  can  be  recognized  with  certainty.  The  gravid 
uterus  is  uniformly  round  in  all  directions  and  is  often  easily  movable; 
while  the  hematocele  above — especially  in  recent  cases — has  a  very 
irregular  outline,  and  in  the  pelvis  also,  owing  to  the  irregular  filling  of 
Douglas'  space  or  adhesions  with  the  pelvis,  the  lower  boundary  may 
be  irregular,  These  conditions  can  best  be  recognized  by  an  examination 
through  the  rectum.  The  consistency  of  the  gravid  uterus  is  much  more 
uniform  than  that  of  a  retro-uterine  hematocele,  and  does  not  change 
so  quickly.  Finally,  a  hint  may  be  obtained  from  the  history  and  from 
the  symptoms.  If  there  is  no  disturbance  whatever,  and  the  condition 
is  normal,  a  retro-uterine  hematocele  is  very  improbable;  while,  on  the 
other  hand,  a  history  of  long-continued  hemorrhages,  particularly  if  they 
occur  soon  after  a  short  period  of  amenorrhea  or  severe  abdominal 
cramps  repeated  at  intervals,  is  strongly  in  favor  of  an  hematocele. 

7.  Retro-uterine  gestation-sac  and  retroflexion  of  a 
gravid  uterus.  A  retro-uterine  gestation-sac  is,  even  more  than  a 
hematocele,  apt  to  be  mistaken  for  a  retroflexed  gravid  uterus.  As  an 
extra-uterine  pregnancy  is  still  in  process  of  development, 
Gestation-Hac  thc  (Usturbanccs  which  lead  to  the  formation  of  the  hema- 
ofaGra^d*''^*^"  tocele  wiU  not,  as  a  rule,  be  mentioned  in  the  history. 
teruB.  There   are   no   long-protracted    hemorrhages   and,    on   the 

other  hand,  thc  period  of  amenorrhea  is  longer  and  interrupted  only  by 
hemorrhages  of  brief  duration.  Abdominal  cramps  also  are  absent,  or, 
if  present,  are  feeble  and  of  short  duration.  All  the  signs  of  softening 
are  much  more  pronounced;  the  tumor  is  more  uniformly  round  and 
has  a  much  more  distinctly  cystic  consistency  than  the  hematocele. 
All  these  conditions  in  a  given  case  produce  a  similarity  to  retro- 
flexion of  a  gravid  uterus.  The  differential  diagnosis  from  retroflexion 
of  a  gravid  uterus  is  based  on  th(*  same  points  as  in  the  case  of  hema- 
tocele. Demonstration  of  the  entire  uterus  in  front  of  the  sac  is  con- 
clusive; later  the  parts  belonging  to  a  young  fetus  may  be  found  in 
Douglas'  space. 
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8»    Extra-uterine,   and    int  ra-iiterine   pregnancy.     Mis- 


ers m  regard  to  thf;  ^ite  of  implantation  of  the  ovum  are  possible 
at  any  period  of  pregnancy.  From  the  first  to  the  liust  month  the 
difficulties  in  the  way  of  a  correct  diagnosiH,  in  thi^  re- 
spect, may  be  so  great  that  even  a  practised  diagnostician  aud  !► 
may  come  to  grief.  In  general  it  may  he  J^aid  that  here 
again  an  extra-uterine  pregnancy  is  more  frequently  incorrectly  diag- 
nosed than  an  intra-uterine,  and  accordingly  the  number  of  unneeei=«sary 
laparotomies  is  by  no  means  small  This  tendency  to  diagnose  extra- 
uterine pregnancy  too  frequently  is  in  part  due  to  the  fear  of  over- 
looking the  condition.  Any  abnormality  in  the  uterus  that  presents 
even  a  remote  similarity  to  extra-uterine  pregnancy  is  at  first  looked 
upon  with  suspicion,  and  then  incorrectly  interpreted.  The  mistake 
occurs  in  cases  of  pregnancy  in  whitdi  the  diagnosis  is  absolutely  posi- 
tive, both  by  the  history  and  by  the  physical  signs,  but  iti  which  certain 
conditions  in  the  uterus  make  it  difficult  to  decide  whether  the  fetus 
is  developing  within  or  outside  of  the  uterine  cavity.  It  is  almost 
neeilless  to  say  that  confusion  can  arise  in  extra-uterine  pregnancy 
only  when  the  ovum  is  attached  in  the  immediate  vicinity  of  the 
uterus,  or  develops  between  the  layers  of  the  broad  ligament  and 
lies  close  to  the  organ. 

Diagnostic  errors  are  more  frequently  due  to  certain  special 
conditions  in  the  wall  of  the  gravid  uterus: 

(«)  The  irregular  contractions  (see  page  128),  which  cause  the  uterus 
to  assume  a  very  irregular  shape,  the  contracted  portions  being  hard 
and  small,  and  the  non-contracted  portions  large  and  flaccid*  If  the 
former  happens  to  occupy  the  junction  betw^een  the  vaginal  portion  and 
the  uterus,  the  examiner  will  receive  the  impression  of  a  uterus  of  about 
normal  size  in  that  situation^  and  the  soft  portion  along  the  side  will 
appear  to  be  a  gestation-sac;  if  for  any  reason  this  condition  is  asso- 
ciated with  heraorhrage,  the  suspicion  of  tubal  pregnancy  is  increased. 

Caae  15,  Mis.  v.  B.  Iji^i  mens  t  mat  ion  November  7,  li)03;  when  on  Febnjjiry  4, 
1904.  henioiThikge  occurred  After  an  Injury,  a  ^peci&ltst  wa^  called.  He  believed  that  he  felt 
f  tumor  in  front  of  tlw?  uterus;  in  the  subsequent  examination,  under  anesthesia,  made  for 
purpode  of  eonfinning  the  diognoflis,  he  distinctly  felt  a  soft  tumor ^  broadly  attiw^hed 
to  the  uterus,  which  wiui  hard  to  the  touch  and  situated  behind  the  tiUDor.  Afl  he  made  a 
«k  of  extra-uterine  |>refiiancy  and  declared  tliat  aii  operation  waa  necessary,  I  waa 
sultad.  While  on  the  next  day  the  findings  were  exactly  the  opposite — the  soft  segment 
Ring  on  the  right  and  the  liarder  portion  on  tfie  left— 1  could  abo  detect  without  difhrulty 
tfiat  the  two  aqgromtA  togetFn?r  fonned  the  utertm.  which  wa«  in  I  ho  ordinnry  »tftte  af  (>ref- 
naney;    Alter  «k  montlia  the  woman  wba  eaaily  delivered  of  a  fidl  term  child. 

These  contractions  never  last  long  and  often  disappear  during 
pal(>aHon:  if  there  i.s  any  doubt,  it  is  easily  removed  by  waiting  and 
examining  the  patient  again. 
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(h)  The  projections  on  the  uterine  wall  over  the  site 
of  imi)lantation  (see  page*  129)  may  also  produce  a  picture  suggestive 
of  extra-uterine  pn^gnancy,  because  part  of  the  uterus  undergoes  eccen- 
tric enlargement  and  presents  a  soft  consistency,  while  the  part  not 
occupied  l)y  the  ovum  appears  harder  and  smaller.  The  former  is  then 
mistaken  for  the  gestation-sac,  and  th(»  latter  for  the  uterus,  and  the 
longitudinal  furrow  in  the  uterine  wall,  which  is  so  often  associated 
with  this  phenomenon,  heightens  the  mistaken  impression.  As  the  sup- 
posed gestation-sac  is  v(Ty  close  to  the  uterus,  with  a  broad  connect- 
ing surface,  an  interstitial,  or  at  the  most  an  isthmic  pregnancy  is  the 
condition  most  likely  to  be  suspected.  A  correct  diagnosis  can 
easily  be  made  undcT  anesthesia  by  demonstrating  the  gradual  transi- 
tion from  one  portion  to  the  other,  and  particularly  if  a  labor  pain 
occurs  during  the  examination,  the  tumor  at  once  gives  the  impression 
of  a  simple  gravid  uterus.  Palpating  the  beginning  of  the  adnexa 
beyond  the  soft  tumor  also  confirms  this  diagnosis. 

(c)  During  the  fourth  to  the  sixth  month  fresh  difficulties  in  the 
solution  of  this  (juestion  arise  on  account  of  the  marked  softening  of 
the  lower  uterine  segment,  as  the  result  of  which  the  gravid  uterine 
body  may  form  an  angle  with  the  cervix  and  occupy  a  lateral  or  poste- 
rior position  with  respect  to  it.  In  such  a  case  the  cervix,  the  upper 
extremity  of  which  can  be  felt  through  the  soft  uterine  wall,  is  mis- 
tak(*n  for  the  entire  uterus,  particularly  if  it  is  elongated  and  hard; 
and  the  body  of  the  uterus,  which  lies  to  one  side,  for  the  extra-uterine 
gestation-sac.  This  is  an  exceedingly  common  error  and  is  quite  often 
recognized  only  during  laparotomy  performed  for  the  purpose  of  extir- 
pating the  supposed  extra-uterine  gestation-sac.  The  best  way  to  avoid 
this  error  is  through  an  examination  under  chloroform  anesthesia. 
The  body  is  brought  into  the  median  line  and  in  this  position,  particu- 
larly if  the  fingers  are  carried  upward  along  the  lateral  aspects,  the 
transition  to  the  vaginal  portion  is  readily  recognized.  Another  good 
way  is  to  palpate  with  the  examining  fingers  wide  apart  so  as  to  grasp 
the  vaginal  portion  between  them,  and  then  to  push  one  of  the  fetal 
parts,  the  head  if  possible,  between  the  fingers  from  above.  By  this 
man(euvre  it  is  easy  to  decide  whether  the  fetal  part  is  in  the  uterine 
segment  or  to  one*  side.  Often  the  diagnosis  can  also  be  assured  by  find- 
ing th(»  round  ligament  and  the  ovaries.  The  history  may  give  valuable 
information  in  so  far  as  the  absence  of  disturbances  in  the  course  of 
l)r(*gnancy  up  to  the*  tinu*  of  examination  is  in  favor  of  intra-uterine, 
whil(*  the  above  mentioned  disturbances  point  to  extra-uterine  gestation. 

Case  10.  Mrs.  H.  In  1S<)1,  I  \va.s  summoned  to  a  large  city  in  Russia  to  perform 
an  oiKTation  in  a  case  of  exira-utorine  pregnancy.  On  my  arrival  I  found  everj-thing  ready 
for  tlie  ()f)eration.     Tlie  liistory  wliicli  I  obtaincil  from  my  colleague,  a  specialist  of  recog- 
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tii*ed  ability;  amiised  my  astonishment  heciiyse  there  had  been  tio  dietturtiance  of  any  kind 
(rwj  ht'jiiftrrli5ig<?,  no  ptiiii)  d\irin|E;  the  fi\'e  iijtmiiii^  that  the  pn?gnaiiry  had  htatc^J.  Under 
e!ilorc>fcirui  anesthesia  I  at  once  rcfrtgnijccKl  ihf  error.  My  foUeague  lia^l  niistjiken  ihe  hody 
of  the  iilents,  whirli  wa»  dit^fjlnceil  u*  one  siile  and  rel ro!lt'xed»  for  the  gejstat kni-siiiv  and 
the  rrr%'ix  for  the  entire  nteru».  As  sotm  a^  1  elevate*]  tlie  ImmIj  and  Ijrouicht  il  into  the  pto|jer 
relation  with  the  c*er%ix,  il  lieeame  evident  ihat  tht*  ciise  was  one  of  ordinwrj^  ijiira-ttterine 
pr^iaiiey.  The  juuetlun  Jx-lween  tlie  t-ervix  and  the  body  waa  diHtinctly  reeognijted  along 
tlie  blend  aapect«* 

(d)  During  the  last  months  the  differential  conditions  become  more 
and  more  favorable,  although  even  at  this  time  diffieulties  may  arise 
if  the  gestation-.sae,  e^^peciaJly  when  it  has  deveh>i>ed  Ijetween  the 
layers  of  the  broad  ligament^  is  so  close  to  the  uterus  that  the  tatter 
cannot  be  demonstrated  with  absolute  certainty.  The  median  position 
of  the  cervix,  or  the  course  of  the  round  ligament,  occasionally  ^supplies 
the  necessary  information.  Not  infrequently  the  thickness  of  the 
uterine  wall  overlying  the  fetal  portions  helps  to  solve  the  question 
whether  the  fetu.s  lies  within  the  thin  gestation-sac  or  whether  it  is 
covered  by  the  thicker  uterine  walh  There  can  be  no  difficulty  in 
demonstrating  the  parts  of  a  living  full-term  fetus  if  it  is  merely 
covered  by  tlijn  fetal  mendjranes;  and,  on  the  other  hand,  the 
diagnosis  of  intra-uterine  pregnancy  is  positive  if  a  muscular  wall, 
or  even  one  capable  of  contracting,  h  felt  between  the  fetal  parts 
aufl  the  palpating  hand.  Difficulties  of  various  kinds,  however, 
arise  to  mar  the  value  of  this  sign.  Thus  in  the  ease  of  ill-nourished 
miiltipar^^p,  the  uterine  wall  may  be  so  thin  that  one  apparently  feels 
the  fetal  parts  directly  under  the  alxiominal  wall;  on  the  other  hand, 
tht*re  may  be  inflammatory  thickening  of  the  wall  of  the  gestation-sac, 
or  the  latter  may  be  so  dee|Vly  placed  that  the  fetal  parts  cannot 
be  reacheil  through  the  abihuninal  vvalls;  or  again  the  wall  of  the 
gestation-sae,  in  the  ease  of  intraligamentary  pregnancy,  may  be 
considerably  thiekened  by  the  eonneetive  and  mu^seular  tissue;  and 
finally^  the  fetal  yrnris  themselves  may  no  longer  be  ijal|>aljle  because 
of  death  and  maceration  of  the  fetus.  The  greatest  difReulties  in 
this  respect  are  encountered  in  intraligamentary  pregnancy  when  a 
long  time  has  rlap^ieil  «inee  the  death  of  the  fetus^. 

Finally p  if  every  means  of  settling  tliis  queBtion  proves  futile,  it 
may  be*  permissible  to  make  a  cautious  use  of  the  sound  in  order  to 
liemonstrate  whether  the  uterine  body  is  empty.  I  consider  tliis  per- 
missible, however,  only  when  the  fetus  is  positively  known  to  be  dead. 
The  cliagnostic  difficulties  are  illustrated  by  the  following  case: 

Caiie  17,  Mrs.  W.  tielioves  lierself  ta  be  pre^iant  sinec  Beptrmhcr,  1S87.  In  Octo- 
bi*f,  IHKfl^  !he  xh.HjK'  utitl  di«ti*rition  of  tlie  nMdJiH'ti  were  ftmnul  tii  rorn*«jMjrid  to  the 
lai*t  monttis  of  pregnonfy.  ihv  ^itjdomina]  tumor,  which  e<juld  Ijc  tlistinetly  outlined^  was  of 
abciut  the  iihapc  r»f  the  gra%id  uferua;  ihe  aiirfaec  was  uniformly  smooth,  and  thc^  tnnn*r  ex- 
teuM  upwuftl  t>eyi»nd  thi>  naveL    On  vitginal  ^^x^miriniioii,  I  (oiuni  itwit  Oio  !ynior  extemdecl 
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into  the  pelvic  inlet,  where  the  fetal  skull  could  be  distinctly  felt.  The  cervix  occupied  the 
left  posterior  quadrant  and  could  be  outlined  only  for  a  short  distance.  The  history  showed 
amenorrhea  since  September,  1887,  and  numerous  irregular  hemorrliages  during  the  coum 
of  the  pregnancy;  two  severe  attacks  of  peritonitis;  no  discharge  of  decidua;  and  cessation 
of  fetal  movements  in  June,  1888,  accompanied  by  chills  and  another  attack  of  peritonitis. 
The  diagnosis  lay  between  missed  labor  and  intraligamcntary  or  extra-uterine  pregnancy. 
The  history  pointed  to  the  latter,  the  physical  signs  favored  the  former.  An  attempt  ^"as 
made  to  demonstrate  that  the  uterus  was  empty.  The  results  of  sounding  were  not  posi- 
tive; it  showecl  a  length  of  10.5  cm.  The  cervix  was  accordingly  dilated  with  laminaria 
tents,  and  even  then  I  could  not  introduce  the  finger  beyond  the  internal  os,  but  I  could  now 
determine  with  absolute  certainty  that  the  cervix  was  entirely  separated  from  the  gestation 
sac.    Laparotomy  showed  an  intraligamcntary  tulml  pregnancy  on  the  right  side. 

Extraordinary  diagnostic  difficulties  may  arise  when  extra-uterine 
and  intra-uterinc  pregnancy  exist  at  the  same  time.  This  complication 
is  not  so  rare  but  that  it  might  occur  in  the  experience  of  any  practising 
physician.  Up  to  1904  Neugobauer  collected  155  cases  from  the  liter- 
ature, 19  of  which  occurred  in  the  year  1903.  A  case  of  this  kind  is 
usually  brought  to  the  physician's  notice  under  circumstances  some- 
what like  the  following:  An  extra-uterine  pregnancy  has  caused  dis- 
turbances— such  as  internal  bleeding,  or  attacks  of  pain  with  slight 
external  bleeding — while  the  intra-uterine  pregnancy  continues  to 
develop  normally;  or,  less  frequently,  an  intra-uterine  abortion  occurs 
while  tubal  gestation  is  still  in  process  of  development.  Depending  on 
the  duration  of  the  intra-uterine  pregnancy,  the  latter  is  overlooked, 
and  the  entire  process  regarded  as  tubal;  or  the  intra-uterine  pregnancy 
is  positively  recognized  and  the  internal  hemorrhage  is  referred  to  some 
other  organ;  or  a  hematoma  alongside  of  the  uterus  is  mistaken  for  a 
neoplasm  or  an  exudate.  This  last  mistake,  which  is  probably  made 
oftener  than  any  other,  is  the  more  serious  of  the  two,  because  an  oper- 
ation which  would  save  the  patient's  life  is  not  performed. 

On  the  whole,  it  is  most  important  for  the  physician  to  demon- 
strate the  presence  of  extra-uterine  pregnancy,  which  must  be  done  by 
the  above  mentioned  signs,  except  that  discharge  of  the  decidua  is 
absent.  In  some  cases  it  may  be  possible  to  diagnose  a  coexisting 
intra-uterine  pregnancy  if  the  uterus  is  especially  soft  and  enlarged 
and  the  vagina  is  very  much  softened  and  discolored,  particularly  if  the 
case  is  one  of  ruptured  tubal  pregnancy.  If  the  intra-uterine  pregnancy 
is  already  so  far  advanced  that  it  is  recognized  at  the  first  glance,  one 
must  nevertheless  adhere  to  the  diagnosis  of  tubal  pregnancy  if  the 
symptoms  are  marked,  because  rupture  of  a  gravid  uterus,  which  might 
produce  a  picture  similar  to  that  of  a  ruptured  tubal  pregnancy, 
is  exceedingly  rare  during  the  early  months.  During  the  later 
months  the  intra-uterine  })regnancy  becomes  more  and  more  promi- 
nent, while  the  extra-uterine  gestation-sac  with  the  fetus,  which  is 
usually  dead   by  this  time,  lies  behind   or  to  one  side  of  the   uterus. 
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As  a  rule,  it  is  mistaken  for  a  neoplasm,  unless  an  accident  reveals 
the  presence  of  fetal  parts  within  iL 

W'ciljel  reports  o^  follows  concerning  I  be  rJifignoQUoiitioiifl  mflde  in  cues  of  this  kind: 
In  one  rjiw  a  correct  ctlai^riosiij  of  lititd  k]fid«  of  pregnanry  was  nmde  before  the  oeourrence 
of  iiny  tlmt urlMUpe  ;  in  10  citt*C'»  liie  iiiagnogw  was  made  after  the  occurrt'nco  of  rupture; 
in  2*i  case*  during  aJiortiiin  or  parturition;  in  3fi  after  ahirtion  or  pari  ttrit ion;  in  25  during 
the  operation  on  the  tubal  pregnancy;   and  in  8  iifter  the  opw^TBtion  for  fulial  pregnancy. 

It  follows,  therefore,  that  only  in  11  out  of  104  easea  waa  <he  diagnosia  eomectly  tnade 
^t  a  time  when  the  pliysician  was  still  eiUireJy  master  of  the  situation. 

Rarer  Forms  of  Extra-uterine  Pregnancy.  In  most  cases  the  phy- 
sician will  make  tht*  general  lUagnosis  of  extra-uterine  pregnancy  and, 
on  account  of  its  fretjuency,  will  be  justified  in  assuming  it  to  be  tubaL 
Under  specially  favorable  conditions,  howeverp  it  may  be  possible  to 
differentiate  the  kind  of  pregnaney  in  the  living  woman,  for  example, 
in  the  case  of  an  interstitial  or  ovarian  pregnancy,  or  one  situated  in  a 
rudinientary  cornu.  Because  extra-uterine  pregnancy  in  the  fimbriae 
and  tubo-uterine  pregnancy  are  anatomically  bo  difficult  to  characterize, 
a  clinical  diagnosis  is  out  of  the  question. 

Interstitial  gestation,  i.e.,  implantation  of  the  ovum  in  that 
portion  of  the  tube  eontaino»d  in  the  uterine  wall,  produces  certain 
special  ^igns  which  may  possii)ly  be  reeognissed*  The  ovum  develop- 
ing alongside  the  uppor  |>art  of  the  f urn! us  causes  a  marked  upward 
dii^placement  of  the  corresponding  uterine  cornu,  which  bi^comes  more 
and  more  marked;  while  the  other  cornu  is  pushed  downwanl,  bo  that 
the  uterus  lies  in  an  oblique  position  with  the  gravid  eornu  directed 
Upward.  Accordingly  the  origin  of  the  adnexa  on  the  two  sirles  is  very 
different;  on  the  non-gravid  side  Iow»  and  on  the  gravid  side  high  up 
on  the  gestation-sac  (Ruge's  sign).  The  round  ligament  passes  out- 
ivanl  from  thu  gestatiun-*sac,  making  it  possible  in  some  eases  to  dif- 
fereniiate  it  from  a  pregnancy  in  the  rudimentary  cornu.  So  far  as  its 
physieal  gigns  go,  it  most  nearly  resembles  rupture  of  the  gravid  uterus, 
from  which  it  may  be  distinguii^hetl,  however,  by  the  fact  that  rupture 
in  the  former  almost  always  oceurs  during  the  first  half  of  pregnancy, 
whih^  in  the  latter  rupture  takei*  |>iaec  during  the  later  months. 

Ovarian    gestation   may  be  suspected  clinically  when,  in  the 

[presence    of    a    positively    reeognizetl    extra-uterine  gestation-sae,  the 

rtube  i^  found  free  along  its  entire  extent  and  without  any  connection 

with  the  gestation-sae.     The  {>hysical  signs,  however,  are  hardly  ever 

definite  enough  to  make  such  a  tliagnosis. 

In  eontradislinetion  to  the  two  last  mentioned  varietieSp  gesta- 
tion in  a  rudimentary  cornu  of  the  uterus  presents  an  abnor- 
mality which  can  always  be  positively  recognized,  albeit  with  great 
difficulty-  The  cdinteal  picture  and  th*^  physical  signs  may,  it  is  true, 
be  quite  differentp  depending  upon   whether  the  gravid  cornu  has  a 
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short  or  a  long  podido,  whether  the  fetus  continues  to  develop  or  dies 
and  is  retained,  and  lastly  whether  the  symptoms  of  rupture  have 
already  occurred. 

For  the  .diagnosis  of  pregnancy  in  a  rudimentary  cornu  it  is 
necessary,  in  the  first  place,  to  demonstrate  a  tumor  corresponding  to 
a  g(»station-sac  alongside  the  non-gravid  cornu  of  the  uterus.  The 
pregnancy  as  such  is  easy  to  demonstrate  objectively  in  the  accessory 
cornu  if  the  fetal  signs  make  their  appearance  during  the  second  half. 
During  the  first  half  the  doughy  consistency  of  the  cornu  may  arouse  a 
suspicion  of  th(»  true  state  of  affairs.  If,  as  very  frequently  happens 
in  the  rudimentary  cornu,  the  fetus  dies,  all  signs  of  pregnancy  soon 
disappear  and  there  results  a  globular  tumor  on  one  side  of  the  uterus 
which  may  in  every  respwt  resemble  a  neoplasm — either  a  solid  ovarian 
tumor,  if  the  connecting  band  is  long,  or  a  subserous  myoma,  if  it  is 
short  and  thick.  Sometimes  contractions  occurring  spontaneously,  or 
following  traumatic  irritation,  may  reveal  the  pregnancy.  In  the  main, 
the  physical  signs  of  a  gravid  rudimentary  accessory  cornu  correspond 
to  those  produc(Ml  by  a  simple  gravid  uterus,  but  there  is  considerable 
deviation  of  the  tumor  from  the  median  line.  In  the  beginning  the 
gravid  cornu  is  markedly  oblitjue  and  situated  to  one  side,  gradually  it 
rises  out  of  the  pelvis,  and  during  the  latter  part  of  the  time  may  be 
almost  in  the  median  line  if  th(*  band  which  connects  it  with  the  non- 
pregnant cornu  allows  it  sufficient  mobility.  The  non-pregnant  cornu 
alters  its  position  in  the  same  degree^;  at  first  it  is  obli(iue,  but  gradu- 
ally it  is  crowded  more  and  mon^  downward  into  a  position  of  ante- 
flexion or  retroflexion.  The  presence  of  a  gestation-sac  is  also  suggested 
by  the  signs  of  softening  in  the  genitalia,  in  which  the  non-gravid 
cornu  also  takes  part,  undergoing  slight  enlargement  and  softening. 
After  the  death  of  the  fetus  these  phenomena  subside.  In  the  history 
there  is  nothing  characteristic  to  distinguish  the  condition  from  an 
ordinary  pregnancy,  if  no  symptoms  of  rupture  have  occurred;  if 
rui)ture  takes  i>lace,  as  happens  in  about  half  of  the  cases,  the  symp- 
toms resemble  those  of  a  tubal  pn^gnancy.  Not  infrequently  the  dis- 
chargi*  of  the  decidua  assists  in  establishing  the  diagnosis  of  pregnancy, 
and  its  cylindrical  shape,  with  only  one  cornual  point  and  one  tubal 
orifice,  may  confirm  the  diagnosis  of  a  bicornute,  gravid  uterus. 

Another  re([uisite  for  the  diagnosis  of  pregnancy  in  a  rudimentary 
cornu  is  the  demonstration  of  the  connecting  band  between  the  gravid, 
and  the  normally  developed  non-gravid  cornu.  The  thickness  of  the 
conncH-ting  piece  is  subject  to  great  variation,  from  the  thickness  of  the 
thumb  to  a  men*  membranous  plate,  softened  by  the  pregnancy  and 
barely  recognizable.  It  may  l)e  so  short  that  the  two  portions  of  the 
uterus  are  scarcely  separated,  while  in  another  case  there  may  be  a  con- 
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siilerable  interval  between  them.  Hence  the  physical  signs  in  a  case  in 
which  pregnancy  has  been  definitely  established  may  be  thase  of  inter- 
stitial |>regnanry;  or,  if  the  connecting  piece  is  of  uniform  thickncKs, 
those  of  pregnancy  In  a  bicornute  uterus;  while,  on  thci  othrr  hand, 
if  the  connecting  piece  is  long  and  thin,  a  pregnancy  in  tlie  lateral  por- 
tion  of  the  tube  or  even  in  the  ovarj%  may  be  simulated.  In  the  las^t 
ca^e  the  true  state  of  affairs  is  revealed  by  the  course  of  the  round  liga- 
ment, which  shares  in  the  general  hypertrophy  incident  to  prLgnancy 
and  h  usually  quite  easily  felt;  it  runs  from  in  front  upward  to  the  fetal 
sac  ami  uiiually  loses  itself  in  the  anterior  and  upper  part  of  the  sae. 
In  this  way  the  enlargement  is  recognized  as  the  uterus  and  is  sharply 
distinguished  from  a  tubal  gestation-sac* 

Occasionally  the  coincidence  of  a  double  vagina  may  suggest  the 
possibility  of  pregnancy  in  a  uterus  bicornis.  The  diagnostic  difficulties 
in  pregnancy  in  a  rudimentary  horn  are  shown  by  the  following  case: 

Case  18.  Mrs.  W.  pre$£*nts  a  tumor  about  as  large  as  a  man's  head,  round,  very  hard 
and  fifni^  and  uitdfr  ancatbeaia  exhiliiling  a  moderate  degree  of  mobilily.  The  uterus  is 
felt  lo  the  left  of  the  tumor  und  separate  from  it^  and  has  a  length  of  7  cm.;  tlie  left  adnexa 
are  nomiftl,  the  right  cannot  be  fell;  no  softening  or  discoloration  of  the  vagina.  Ac<?ording 
fo  the  objective  sign«^  a  diagnosis  of  a  right-sided  ovarian  tumor  (dermoid)  would  have  to 
be  miAcie;  but  the  history  ia  absolutely  conclusive  of  extra-uterine  pregnancy.  The  woman 
was  abciiit  28  ye^n  old,  liad  bc«n  married  eighteen  monttis,  and  had  hiid  her  last  matistnia- 
tion  on  ihc  lOtli  of  April,  1894;  on  the  11th  of  February,  1895,  two  flat,  fleahy  fragmentji^ 
out  4  to  S  cm  long*  were  pumed.  Four  weeks  later  there  was  diacliarge  of  bloody  mucus, 
after  that  anicnorrhca  until  the  present  imie  (liegianing  of  May),  On  the  17th  of  Sep- 
r,  lS9-f,  there  had  been  distinct  fetal  movements  kiting  three  weeks.  Swelling  of  the 
I.  which  exuded  milk,  took  phu-e  after  the  supposed  death  of  the  fettis-  Since  Januaty, 
iSf»5,  The  alMlonien  is  said  to  havo  dimini«hed  in  sixe.  From  thb  history  a  definite  diagntj«i*j 
of  pregiiiincy  could  Ix*  mafle,  and  the  physical  ensigns  made  it  pof^ible  tliat  the  fetus  had  deve)- 
opi*d  in  the  extreme  lateral  portion  of  the  tube»  although  the  firmness  and  mobility  of  the 
gciitation-«ae  were  not  in  accord  with  tliis  diagnosis.  Laparotomy  showed  a  gestation-fiac 
ahnijst  a«  l&r^  m  n  man'&t  l^ead  tn  the  extreme  la  tend  portion  of  the  right  nidimenturj'  c«mu^ 
with  I  he  right  adnexa  and  the  round  ligament  inat^rtcd  into  its  outer  surface.  The  eouneetion 
fw^lufen  tlie  ge^taiirin-tiae  and  the  fully  developed  uterus  was  thin^  muscular,  and  williaut 
&ny  tuinc^n;  thtj  fc*tus  W3us  macerated. 


Mtcroscoplc  Diagnosis  of  Pregnancy. 

The  diagiios^i.s  of  pregnancy  can  either  be  made  by  the  clinieat 
ygivf^.  or  it  may  be  bast f I  on  the  result  of  inaeroscopie  and  mieroseopic 
examination.     The  anatomie  diagnosis   is   baned   on   two         ^ 
differt*rit  points*     First,  the  recognition  of  the  products 
of  conception,  i.e.,  the   fetal    parts;   and,  second,  the  iWniiriria 

demonstration  of  changes  produeeti  in   indivittual  mater-  "'i^^*^<^y^ 

nal  ti^^^ues  by  pregnancy,     Eit  her  maternal  or  fetal  parts  alone^  or  the 
two  together,  suffice  for  the  diagnosis* 

With  rejipect  to  the  macroscopic  examination  of  the  prodiKt.s  of 
conception,  an   ovum   expelled  in  toto  is  recognized  by  the  viUi  which 
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surround  it,  and  by  the  contained  embryo  or  its  remains.     During  the 
earliest  part  of  pregnancy  the  embryo  may  diKsintegrate  and  become 
in  part  absorbed;  quite  often  nothing  remains  but  the  umbilical  cord, 
Macroscopic        with  a  Small  {)iece  of  the  embryonal  abdominal  wall  in 
Examination.       ^j^^,  j^j^g^^^  ^f  ^  yellowish-whitc  particle.     The  remnant  of 
the  umbilical  cord  suffices  for  the  diagnosis.     During  the  first  weeks 
the   ovum   may   be   expelled   (1)   free,    without   any   envelope,    or  at 
most  with  a  few  small   particles  of   the   decidua   basilaris   (maternal 
parts)  clinging  to  the  tips  of  the  villi;   or  (2)  the  material  presented  for 
examination  may  be  a  three-cornered  structure,  with  a  rough,  uneven 
outer  surface  corresponding  in  shape  to  the  lining  of  the  somewhat 
enlarged  uterine  cavity;    the  structure  is  hollow,  and  on  being  opened 
is  found  to  be  slightly  thickened  and  convoluted,  but  presents  never- 
theless smooth,  irregular  polygonal  fields,  and  punctate  areas  corre- 
sponding to  the  orifices  of  the  uterine  glands.     This  is  the  decidua; 
and  its  discharge  assures  the  diagnosis.     The  rough,  somewhat  villous 
outer  surface  corresponds  to  the  implantation  site;    the  deepest  por- 
tion of  the  altered  mucous  membrane  always  remains  behind.     Occa- 
sionally a  minute  scrutiny  of  the  material  discharged  in  abortion  in  the 
second  or  at  most  the  third  week,  will  disclose  the  ovum  still  adherent 
Ovule  in  to  thc  expcllod    decidua    (compare   Fig.   100).      The  spot 

the  Decidua.  whcrc  the  ovulc  is  lodged  (from  J  tq  1  or  IJ  cm.  in  diam- 
eter) is  usually  slightly  depressed  at  the  centre  and  thickened  at  the 
periphery,  and  the  surface  is  somewhat  smoother  than  the  surround- 
ing parts.  In  such  a  case,  therefore,  the  ovum  is  expelled  along  with 
the  uterin(»  uKimbrane  altered  by  gestation,  and  the  diagnosis  is  estab- 
lished. During  the  second  to  the  third  month  it  is  rare  that  the  entire 
lining  of  the  uterus,  with  its  connection  with  the  fetus,  is  discharged. 
The  ovum  surrounded  by  the  capsularis  merely  has  a  small 
froui  sorond  to     piecc  of  vcra  attached  to  it,  while  most  of  the  basilaris 

Third  Mouth.  ,,  ,  ,,      ,  .  ,  ,        .  , 

adheres  to  the  expelled  specimen;  hence,  during  the 
later  months  only  parts  of  the  maternal  tissue  and  fetal  parts  are 
expelled.  The  products  of  conception,  the  ovum  with  its  membranes, 
chorion  and  amnion,  may  also  be  incomplete  in  these  abortive  dis- 
charges. Sometim(\s  the  embryo  or  fetus  is  absent  and  only  the  mem- 
branes are  obtained  during  the  second  to  the  third  month;  after  the 
second  to  the  third  month,  the  total  product  of  gestation,  as  has  been 
mentioned,  is  never  expelled  in  conjunction  with  the  entire  altered 
mucous  membrane.  A  variable  portion  of  the  mucous  membrane, 
M.itpmai  both  vera  and  l)asilr.ris,  always  adheres  to  the  uterine  wall, 

^"'"^'''  the    muscular   layer   is    laid    bare    in  small  areas.  —  With 

regard  to  the  macroscopic  examination  of  the    maternal    parts    a 
ilistinciion  must  alwavs  be  made  between  the  first  and  the  second  half 
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of  pregnane}*.  The  tlechlua  reflcxa,  that  part  uf  the  uterine  mucc^a 
whic*h  surnmiids  the  ovum,  m  f^rnooth  ami  yellowiHh-white  from  fatty 
change?!  ami  the  deposition  of  fibrin.  Here  and  there  it  exhibits  red 
marbling  from  the  pre^^enec  of  small  extravasations.  The  f^>  tk>Mm. 
8urface    shows    large    Hat    depressions    eorressponding    to  K-sac^. 

the  orifiecs  of  the  enlarged  uterine  glands.  The  reflexa  becomes  fused 
with  the  decidua  vera  at  its  point  of  refieelion,  over  the  ovum.  The 
deeidua  vera,  expelled  in  early  months  of  pregnaneVj  presents  a  num- 
ber of  furrows  which  apparently  divi<!e  it  into  polygonal  ((,>  d^^iJua 
fields  of  varying  size.     The  uterine  giands,  which  cannot  ^^"^ 

be  seen  with  the  unaided  eye  in  the  non-gravid  state,  are  distinctly 
recognized  as  minute  openings*  The  surface  appears  cribriform  (lamina 
cribrosa),  croR^^-seetion^  distinctly  show  enlarged  vessels  of  the  mucous 
membrane,  and  in  it^  deeper  layers,  immediately  above  the  museu- 
larb,  the  dilated  glands  are  visible.  The  mucous  membrane  in  cross- 
section  is  seen  to  be  distinctly  divitled  into  a  compact  upper,  and  a 
spong)'  deeper  layer,  and  its  thickness  may  be  as  much  as  i  cm. — In 
abortions  the  deeidua  vera  is  usually  detached  in  the  deep  layer  of  the 
€omi>act,  or  in  the  upper  layer  of  the  spongy  portion,  and  when 
expelled,  appears  rough  and  shaggy  (see  above).  Demonstration  of 
the  deeidua  suffices  for  the  diagnosis. 

The    deeidua    basilaris    (formerly    called    serotina)    is    practically 

never  expelled  by  itself;    it  is  connected  with  the  ovum,  to  which  it  is 

firmly  adherent,  at  the  so-called  placental  site.    It  is,  therefore,  usually 

exprllcil  with  the  ovum;    but  during  the  earlier  periods  of         c^)  D?ruiu» 

pregnancy  the  greater  |>art  of  it  may  remain  behind  in  Bankriii, 

the  uterus,  in  which  case  the  expelled  ovum  presents  villi  at  the  point 

where  otherwis^e  the  deeidua  serotina  (basilaris)  would  be  found.     The 

deeidua  basilar Ls  forms  the  so-called  maternal  portion  of  the  placenta 

dn  a  full  term  pregnancy.     If  the  deeidua  basilaris  (serotina)  remains 

Ibehind  in  the  uterus  it  is  iisually  removed  on  account  of  some  disturb- 

inces  occurring  after  abortion,   either   with   tlie   curette  or   with   the 

Ifinger,     In  abortion  the  basilaris  is  often  compressed  and  sometimes 

drawn  out  in  length  by  the  act  of  expulsion.     The  individual  products, 

the  viUi  or  deciduE,  and  the  fetal  or  maternal  parts,  can  usually  be 

recognized  8ei>arately  by  careful  examination  according  to  the  above 

directionH,  ami  thus  assure  the  diagnosis.      If  the  individual  parts  are 

etainefl  for  some  time  in  the  uterus  after  abortion  and   become  satu- 

ited  with  bloinl  and  compressed  by  the  labor  painsj  the  moI«, 

iitructures  known  as  moles,  or  blood  moles,  are  produced.^ —         Bhwdoooi^ 

Tnless  the  material  expelled  ih  definitely  proved  to  be  some  fetal  or 

maternal  pro<luct  of  pregnancy,  or  of  the  changes  incident  to  preg- 

xiancy,  the  diagnosis  between  abortion  and  a  mucous  polyp  or  a  myoma 

12 
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saturated  with  blood,  or  coagula  and  masses  of  fibrin,  must  remain  in 
doubt.  Decidual  tissue  always  assures  the  diagnosis  of  pregnancy, 
but  does  not  tell  us  whether  we  have  to  deal  with  a  tubal  or  a  uterine 
gestation. — Hence  the  macroscopic  diagnosis  of  pregnancy  is  based  on 
the  demonstration  of  fetal  or  maternal  parts. — But  there  are  certain 
structures  of  the  uterine  mucous  membrane  and  of  the  uterus,  such  as 
necrotic  myomata,  or  even  blood-clots,  which,  owing  to  their  villous 
appearance,  resemble  placental  villi  and  likewise  often  closely  resemble 
fetal  parts  in  shape,  so  that  it  is  impossible  to  make  a  diagnosis  by 
macroscopic  inspection.  Even  the  material  obtained  by  curettage  in 
cases  of  retained  decidual  tissue  may  not  be  sufficiently  characteristic 
for  a  macroscopic  diagnosis.  In  such  cases  a  microscopic  examination 
is  essential  for  a  diagnosis.  Although  the  latter  must  be  the  final  resort 
in  many  cases,  the  macroscopic  examination  must  nevertheless  not 
be  neglected,  for  it  furnishes  valuable  information  and  renders  the 
subsequent  work  of  the  microscopist  easier. 

MicroBoopio  The  microscopic  examination,  like  the  naked-eye  inspec- 
^^*™^^*°°"  tion,  has  for  its  object  the  demonstration  of  the  prod- 
ucts of  conception,  or  of  alterations  in  the  tissues  incident 
to  pregnancy.  The  important  essentials  for  the  diagnosis  are  the 
recognition  of  the  villi  (fetal  parts)  and  the  decidua 
S^Fe't^^^SdTf     (maternal  parts). 

mD^idSf'    The    shape    of    the    chorionic    villi    varies    in    the    dif- 
ferent periods  of  pregnancy;    they  are  the  carriers  of  the 
fetal  blood-vessels,  both  afferent  and  efferent;  are  largest  in  the  chorion^ 
where  they  originate;   and  divide  and  subdivide  again  and  again  down 
to  their  terminal  branches.    The  simile  of  a  ''villous  tree"  is  most  apt. 
We  can  speak  of  the  trunk  and  of  the  branching  limbs* 
The  villous  tree  with  its  ramifications  is  situated  between 
the  chorion  and  the  decidua  basilaris;    the  trunk  is  attached  to  the 
chorionic  part  and  the  terminal  branches  to  the  decidua,  while  another 
part  ends  free  in  the  open  spaces  of  the  villous  tree.    In  the  intervillous 
space  the  trunk  is  thickest  at  its  point  of  origin,  and  the  branches  be- 
interviUoua         comc  thinner  and  thinner  as  they  undergo  subdivision,  the 
SiMoe.  thinnest    parts    being   the   terminal    branches.      Like   the 

trees  in  a  dense  forest  the  trunks  arc  far  apart,  while  the  terminal 
branches  are  close  together. — Two  parts  are  distinguished  in  the  villi: 
the  villous  stroma,  and  the  epithelial  covering  of  the  villi.  The 
(a)  Villous  stroma   (during  the  earliest  stage)  consists  of  connective 

Stroma.  tissuc,  which  usually  has  the  type  of  embryonal  tissue  and 

resembles  the  stroma  of  the  umbilical  cord. — In  the  mucin-containing 
ground  substance  (myxomatous  tissuc)  of  the  stroma  lie  the  cellular 
constituents,  which  are  round,  spindle-shaped,  or  stellate,  with  delicate 
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procemea  that  anastomose  with  one  another.  The  stroma  cells  stain 
but  faintly,  even  the  nucleus  doee  not  take  the  stain  well,  and  the 
villous  stroma  in  a  stained  nncroscopic  seetion  accordingly  appears 
translucent  and  pale.  The  villous  trunks  and  the  larger  branches  con- 
tain the  arteries,  which  have  well-developed  muscular  walk,  while  the 
veins  are  very  wide.  As  the  terminal  branches  of  the  chorionic 
Lvilli  are  approached,  the  vessels  lose  their  arterial  antl  venous 
Bharacter,   and   the   terminal    brancheii    themselves   consist    merely   of 

eapillaries   with   a   distinctly   recogni- 
zable endutheliunK     The  latter  form 


<? 


-e..:^^^ 


''^  ^ 


\k 


-S*^]:'^.*. 


/■■ 


Fto*  ftfi,— fi.  ViLLors  TiiKE.  from  the  ftnt  to  this  «ec4Mul  monik  of  pre^»ncy.  h*  Villouj*  tjws  mt 
MBd  of  ^ficnftopyv  c.  VOJouii  tree  {nit  maalllbi),  *bu«Ri|  llw  villi  4ipffjtm  duvru  <lneti  into  the  umt^rn*J 
m^  i^„  ttw  vmhU    lOiiginjil.) 

ft  immU-mcehed  eapillary  network,  ami  gradually  unite  again  to  form 
larger  veins  in  the  large  villous  trunks*  The  veins  bring  the  arte- 
rial blood  back  to  the  fetus*— As  in  the  pulmonary  alveoli  the  vessels 
project  somewhat  into  the  lumen,  so  the  capillaries  in  the  terminal 
branches  comt*  close  to  the  surface  and  often  produce  a  slight  bulging 
of  the  epithelial  investment.  The  structure  of  the  stroma  varies  some- 
what at  the  different  stages  of  pregnancy.  During  the  early  stages  the 
term  myxomatous  (embryonal  tissue)  is  quite  descriptive;  during  the 
later  mouths,  especially  in  the  larger  trunks,  the  stroma  assumes  the 
character  of  a  firm,  fibrillar,  fibrous  connective  tissue.  During  the 
early  stage  of  pregnancy  the  villi  are  short  in  comparison  to  the  later 
stagesj  thicker,  more  shapelees,  and  show  legs  ramification  (Fig,  86,  a). 
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In  the  earliest  stages  the  villi  are  small,  l)U(l-like,  epithelial  prod- 
ucts, which  invade  the  chorionic  tissue  along  with  the  chorionic 
vessels — the  mesodermal  connective  tissue  grows  into  the  ectoblast. 
— The  most  abundant  ramification  of  the  villous  tree,  and  at  the  same 
time  the  greatest  attentuation  of  the  terminal  branches  (Fig.  86,  6), 
is  seen  at  the  end  of  pregnancy;  in  the  early  stages  there  is  slight 
ramification  and  the  terminal  brandies  are  thick  and  strong  (Fig.  80, 
a).  While  even  the  gross  structure  of  the  stroma  necessitates  a  com- 
parison between  the  earliest  and  the  latest  stage,  such  a  subdivision, 
according  to  the  various  jjcriods  of  pregnancy  is  particularly  indicated 
in  the  study  of  the  epithelial  investment. 

As  compared  with  its  appearance  during  the  later  months,  the 
epithelial  covering  of  the  villi  possesses  a  special  composition  during 
the  early  months  of  pregnancy;  the  period  of  pregnancy  can  be  inferred 
.rx^.    1.,.  ,       from  the  character  of  the  villous  epithelium.     Hence  the 

(h)  Epithelial  ^  ^  »         ^ 

cx)veriiieof         villous    epith(»lium    is    of   considerable   importance    in    the 

the  Villi.  ...  -  .  ,     /.     .  1.  .  . 

decision  of  certain  dennite  diagnostic  questions  as,  for 
example,  between  abortion  and  a  pregnancy  of  some  duration.  Let  us 
first  study  the  villous  epithelium  of  the  first  two  to  two  and  a  half 
months.  At  this  time  the  epithelial  covering  consists  of  two  parts,  and 
th(^  earlier  the  pregnancy,  the  greater  the  difference.  The 
FiJ^rTwo^o  first  i)art,  tlie  external  covering,  which  separates  the 
hrif  MmilhT'  ^'^'1^  f^'O"^  ^^^^  intervillous  si)ace,  is  a  finely  granular  and, 
m^tm^T^hJ^i  therefore,  somewhat  opatjue  mass  of  protoplasm,  which 
stains  fairly  well  and  contains  here  and  there  some  vacuoles 
and  many  round  or  ai)pr()ximately  oval  nuclei.  The  nuclei  stain  well; 
they  are  arranged  in  a  single  row,  side  by  side;  but  the  earlier  the  stage 
of  pregnancy,  the  greater  the  probability  of  having  two  nuclei  super- 
imposed one  upon  the  other.  No  cellular  outlines  are  to 
*  be  seen  anywhere  in  the  mass  of  protoplasm,  which  covers 
all  the  villi  and  their  entire  ramification  and  is  distinctly  seen  at  the 
chorion,  where  it  forms  the  boundary  between  the  villi  and  the  inter- 
villous space.  It  also  covers  part  of  the  basilaris,  encroaching  on  its 
surface  from  the  villi  which  adhere  to  it.  The  protoplasmic  mass, 
without  cellular  outlines,  is  found  during  the  entire  duration  of  preg- 
nancy, but  its  thickness  diminishes  and  the  sliai)e  of  the  nuclei  changes. 
— During  early  pregnancy,  which  will  be  discussed  first,  the  thickness 
of  the  mass  is  (juite  considerable  and  fairly  uniform  on  the  trunk  and 
on  the  l)ranch(\s  of  the  villous  tree,  being  about  twice  the  diameter  of 
tlie  round,  or  approximately  oval  nucleus.  The  protoplasmic  mass 
witliout  cellular  outlines,  wliich  covers  the  villi,  represents  a  syncytium: 
the  ei)ithelial  investment  is  briefly  calleil  the  syncytial  covering  of  the 
villi,  or  siini)ly  syncytium  (Fig.  87). 
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The  second  part  of  tho  villous  epithelium  \s  formcil  of  ppIIh 
which  lie  underneath  the  syncytium;  the  more  recent  the  pregnancy,  the 
more  distinct  is  this  cellular  layer.  It  consists  of  pale,  vitreous,  trans- 
lucent elements,  often  resembling  9C|uamous  epithelium,  the  2.  Ect<Kimn»i 
villous  body  of  which  docs  not  take  the  stain,  while  the  ^*"*' 

nucleus  stains  very  well.^In  the  microscopic  picture,  even  under  low 
magnification,  the  two  layers  and  the  subjacent  t^yneytial  layer  are 
readily  distinguished  by  the  different  tingibility  of  the  individual  parts* 
This  second  layer  is  a  true  cellular  layer;  but  occasionally  the  individual 
elements  form  a  bulging,  here  and  there,  so  that  itr  appears  as  if  the  cells 
were  pressed  into  the  stroma  of  the  villus  instead  of  its  surface.    This 


/^^ 


/ 


^ 


Fi«.  ^7.— TmjLXBTnMA  Aifj*  Lokuitttdinai,  SitiTnosm  or  ViJXi  Cfourtb  to  fifth  weiok>*  Simpyiinl  (fpi- 
tlwtUiiJ  1  pffid-jae* — AJtiM  of  them  h%%vt  trtv — l^mif  hji.iu»'  i;ectfj$Jrrmftl }  rvlltiimf  lavf  r  urnJi^r  \h*>  nyncytiiiL  iMjveriiig 
of  xhe>  viili.  pmlilier»tifrti  of  IjnifhutiA'  ocUuIaj  layer  with  lyncyliiiJ  HernrtirH  4?tjniteeting  titm  twu  villu    (Ori|jrin«]0 

second  layer,  which  consists  of  di.stinct!y  separate  elements,  is  called 

the  ectodermal    layer  or   Langhans*  cellular  layer.     It   was   formerly 

erroneously  supposeti  that  this  i^eeond  layer  w^as  fetal  in 

origin    (hence    'ectodermarj,    while    the    syncytium    was     ftJ^*fy,*MJI!r"ii'd 

maternal     The  epithelial  covering  of  the  villi   (syncytial         ^'^'^IjI^, 

and  Langhans')  is  fetal  in  origin;   the  so-called  ectodermal 

cell  iLanghans'  cellular  lavf^r)  forms  the  matrix  of  the  syncytial  layer 

(Spuler).     This  ectodermal  iHycr  possessej^  a  diagnostic  value,  as  the 

tj'pical,  distinctly  regular  arrangement  occurs  only  in  the  first  two  or 

two  ami  a  half  months. 

The  rpithelial  covering  of  the  villi  during  the  first  two  or  two  and  a 
half  month;*,  which  we  have  just  studied,  presents,  in  atldition  tn  the 
two  epithelial  layers  (the  syncytial  and  Langhans^  cellular  layer)  certain 
other   peculiar   formations;    L   The  so-called    epithelial    hoods   at 
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the  ends  of  the  villi:  and  2.  the  epithelial  processes,  which  may 
be  found  at  any  point  of  the  epithelial  covering. — The  epithelial  hoods 
often  cause  considerable  thickening  of  the  syncytial  covering  at  the 
^  ■  r.  ..r.        tip  or  extremitv  of  the  villi,  and  may  contain  large  nuclear 

Epiinelial  Pro-  *  ^  "  "^  ^       ^  ^ 

cewes,  Epi-         accumulatious.      Thc^se  structures  bear  an  intimate  rela- 

thelial  Hoods.  .  ,  iri-iT/i  i» 

tion  to  the  growth  of  the  vuli  (lengthwise  growth) :  the  stroma 
grows  into  the  protoplasmic  mass  and  the  latter  continues  to  increase 
so  long  as  the  lengthwise  growth  of  the  villus  goes  on.  The  epithelial 
processes  (''villous  plugs'')  represent  outgrowths  of  the  syncytial 
investment  and  may  present  various  forms.  They  may  be  long  or  short, 
attached  to  the  surface  like  polypi  or  with  a  broad  base,  or  connected 
with  it  by  a  long-drawn-out  pedicle,  preparing  thus  for  constriction  and 
subsequent  separation,  ''tear-shaped,''  "fig-like,"  etc.  There  is  no 
doubt  that  many  of  the  epithelial  processes,  which  like  the  covering 
Se  ration  of  ^^  ^^^  epithelial  hoods  are  "syncytial,"  separate  from  the 
the  Epithelial  protoplasuiic  mass  and  remain  free  in  the  intervillous 
space.  They  may  from  this  point  reach  the  blood-vessels 
and  enter  the  maternal  circulation  (see  below). — The  number  of  nuclei 
contained  in  the  epithelial  processes  varies.  The  nuclei  stain  intensely 
and  in  the  microscopic  preparation,  owing  to  their  accumulation  in 
the  processes,  produce  conspicuous  dark  masses  adhering  to,  or  along- 
side of  the  villi. — The  protoplasm  of  the  epithelial  processes  is  finely 
granular  in  the  larger  ones,  and  presents  here  and  there  some  large, 
glistening  corpuscles.  In  the  smaller  processes  it  is  thin  and  drawn  out 
more  homogeneously,  and  contains  vacuoles. 

The  epithelial  processes  are  also  connected  with  the  growth  of  the 
villi;  but  they  more  freciuently  represent,  so  to  speak,  the  excess  of  epi- 
thelial investment,  which  undergoes  a  superabundant  proliferation  dur- 
ing the  growth  of  the  villus.  As  the  growth  begins  to  diminish,  the 
epithelial  processes  (villous  plugs)  disappear;  later  the  growth  continues 
more  slowly  and  more  systematically,  but  at  the  same  time  impercep- 
tibly forward.  The  epithelial  processes  disappear  between  the  fifth 
and  sixth  months  of  pregnancy,  i.e.,  at  a  time  when  the  growth  of  the 
placenta  has  not  as  yet  ceased. — Just  as  the  ectodermal  layer  (layer  of 
Langhans)  may  be  utilized  diagnostirally  during  the  first  two  to  two 
and  a  half  months,  so  the  epithelial  processes  represent  diagnostic 
features,  characteristics  of  villi  from  the  first  five  to  six  months. 

In  addition  to  the  epithelial  hoods  and  epithelial  processes  (the 
proliferation  of  the  villous  covering  of  the  villi  at  their  extremities  and 
along  the  trunk),  there  are  other  most  important  and  most  interesting 
processes  which  alTect  our  conception  of  the  pathologic  processes 
(chorionepithelioma  nialignuiii  or  syncytioma  malignum).  They  are 
the  l)enign  proliferations  of  the  entire  epithelial  investment  (both  the 
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syncytial  portion  and  the  layer  of  Langhans);  the  epithelial  hoods  and 
epilhcUal  processes  usually  present  only  proliferation  of  the  gyncytial 
invc\stment  (see  below,  syncytionia  benignuni).^The  villi  of  the  early 
months  (up  to  the  sixth  or  eighth  week)  even  to  the  naked  eye,  particu- 
larly if  the  villous  tree  is  floated  out  in  water,  exhibit 
delicate,  grayish-white  round  particles  which  may  be 
eoniparpfl  to  the  fruits  of  the  villous  tree  hanging  from 
its  branehejs,  anil  represent  proliferations  of  the  villous 
covering.  The  niieroseopic  picture  is  somewhat  less  uni- 
form.—The  villous  branch,  or  villous  hood,  in  the  microscopic  prepa- 
ration exhibits  bud-like  proliferations  broadly  attached  to  the  villus* 
At  hrst  these  prtiliferations  retain  their  covering  of  syncytial  proto- 
plasmic mass  which,  however,  is  visibly  distended,  as  if  it  were  torn  in 
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FifK  jtm.— 4rrx  t>r  a  VtU4i^«   tfrMirth  to  fifth  wv*kt  r    a,    Pnjlifpmlinn  of  I^rtflhAUM'  Mllular  \Ayer;    blld4ike 
rmpiimi  4ii  f  h*  tir4j|ifer«tiufi  into  llie  inteniUuVft  •ptux.    A.    lll«!iPr  (UfteiiiftoitiiMi.     i,Orj|[ifiiil.J 

places.  One  gets  the  impression  that  the  protoplasmic  envelopes  were 
trying  to  separate.  They  cover  a  mass  of  cells  which  is  distinctly  seen 
to  be  connected  with  the  layer  of  Langhans— vitreous,  translucent 
elements  with  nuclei  that  stain  much  less  deeply  than  the  nuclei  of  the 
synt^ytial  masses. — We  have  to  dral  with  a  proliferation  of  Langhans' 
laytvr  oidy,  causing  distention  and  att<.»iuuition  of  the  overlying  layer. 
Proliferation  of  this  kimi  is  ako  seen  at  points  where  Langhans'  layer 
has  broken  thrnugh  the  syncytial  invest ment:  syncytial  derivatives 
are  found  in  the  accumulation  of  Langhans'  rells  (Fig,  88,  6),  As  tlie 
villus  continues  to  grow,  largr  massi/s  of  cells,  which  can  be  seen  with 
th<"  naked  eye  and  which  we  have  just  compared  to  the  fruits  of  the 
villuus  tree,  are  pmdured. — Th(\He  prf)IiferatJons  may  cause  agglutina- 
tion of  adjacent  villi  at  their  apices  i  Fig,  87);  the  bifurcations  of  villi 
due  to  ill  vision  of  the  apex  may  be  filled  with  these  proliferations  of 
the  syncytial  covering.    As  a  rule  the  proliferation  of  the  cells  of  Lang- 
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hans  preponderates;  the  syncytial  parts  are  apparently  more  passive, 
although  since  the  proliferation  is  often  very  great,  it  is  possible  that 
the  syncytial  portion  also  takes  part  in  it. — If  we  call  the  epithelial 
covering  briefly  'chorionic  epithelium/  since  the  syncytial  portion  is  a 
derivative  of  the  layer  of  Langhans,  we  may  say  that  the  chorionic 
epithelium  consists  of  two  layers:  the  ectodermal  (in  close  appo- 
sition to  the  villous  stroma),  and  the  syncytial  layer,  which  every- 
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o 
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Fig.  89. — Vilm  at  the  End  of  Prkonancy:  Syncytial  covering  very  thin;  lAnghana' layer,  edlulu* 
layer,  no  lunger  denionstrahle;  nrntsion  of  the  niaternaJ  vessels,  encroachment  uf  the  villi  on  the  lumen.  The 
decidua  basilari-*  contains  a  few  so-calleil  syncytial  wander-cells.     (OriRinal.) 

where  covers  the  villi. — Hence  these  epithelial  proliferations  may 
be  (lesignatcMl  (•horionei)ithelioma  benignum  (in  contradistinction  to 
chorionepithclioina  inalignum).  — These  epithelial  proliferations  will 
be  referred  to  again  in  connection  with  the  attachment  of  the  chorionic 
villi  ro  the  decidua  basilaris  (.serotina),  and  also  in  connection  with 
hydatid  mole. 

There  is  no  doubt  that  the  difference  in  the  appearance  of  the 
various  epithelial  layers  —  the  syncytial  and  the  ectodermal — is 
very  conspicuous,  and  that  for  a  long  time  it  was  owing  to  this  diflfer- 
ence  in  the  api)earance  that  the  two  layers  were  supposed  to  have  a 
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different  origin.  It  m  only  when  the  syncytial  layer  comes  in  con- 
tact with  the  contents  of  the  intervillous  space,  and  in  pursuance 
of  its  object,  a  complicated  not  yet  fully  understood  metabolisra, 
that  its  appearance  becomes  different  from  that  of  the  matrix  (the 
ectodermal  layer).^ — 

But  little  need  be  added  to  the  above  description  of  the  villi  or 
villous  epithelium  of  the  first  two  to  two  and  one- half  months  to  make 
it  fit  their  appearance  from  the  third  to  the  sixth  month.  Until  the  end 
of  this  period  the  villi  continue  to  increase  in  length,  and 
the  picture  of  the  later  placenta  is  produced.  On  ihv  whole, 
the  villip  in  spite  of  their  growth,  become  thinner  owing  to 
the  constant  subdivision.  The  stroma  assumes  a  more  fibrous  character. 
The  vessels,  which  during  the  early  stage  of  pregnancy  do  not  exhibit 
a  distinctly  arterial  structure  within  the  villi,  begin  to  have  thicker 
walls.  The  epithelial  covering  toward  the  end  of  the  sixth  month 
dtminishes  in  thickness  and  the  nuclei  become  somewhat  smaller  and 
Btain  intensely.  Many  epithelial  processes  are  still  present,  hut  they 
also  are  smaller;  in  a  stained  microscopic  preparation  (examined  under 
low  magnification)  they  appear  as  small  particles  of  pigment  on  and 
bc*tween  the  villi. ^Tlie  epithelial  mass  no  longer  contains  Langhans' 
cells  (no  ectodermal  layer).  The  thin,  syncytial  investment  is 
apparently  in  direct  contact  with  the  stroma. — 

The  villi  from  the  sixth  month  to  the  end  of  pregnancy  go  through 
further  changes  in  length,  in  the  development  of  the  blood-vessels  and, 
by  further  ramification,  in  the  calibre  of  the  terminal  branches,  which 
become  attenuated. — Before  this  period  Langhans*  ecto- 
dermal layer  disappears;  at  this  time  the  epithelial  suthM^u^m 
processes    also    disappear    completely    and    the    epithelial  pr^^^^^y! 

investment  likewise  becomes  more  attenuated  and  assumes 
a  different  appearance. — Whereas  previously  the  covering  of  the  villi 
was  practically  uniform,  it  becomes  thinner,  anri  often  irregularly  thin 
during  the  last  months;  in  some  places  it  is  reduced  to  a  minimum,  and 
bf^re  and  there  it  appears  interrupted.  As,  however,  it  retains  its  markcii 
tingibility,  the  deeply  stained  epithelial  covering  contrasts  sharply 
with  the  paler,  imperfectly  stained  stroma- — In  microscopic  prepara- 
tions the  picture  often  appears  patchy  on  account  of  the  varying 
thickness  of  the  epithelial  layer. 

By  keeping  in  mtud  tliis  picture  of  the  chorionic  villi,  and  the 
changes  that  take^  place  at  the  various  periods  of  i)regnancy,  it  will  be 
found  easy  to  demonstrate  under  the  microscope  those  portions  of  the 
fetal  constituents  which  have  a  diagnostic  value.  The  presence  of 
fetal  constituents  indicates  [rregnancy,  since  villip  being  fetal  constituents 
(products  of  ^e^tatiuriL  eaii!t*it  **\ist  without  pregnancy.— 
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In  addition  to  the  above  description  there  are  to  be  mentioned 
certain  changes  of  the  fetal  parts  (villi),  lest  a  failure  to  recognize  these 
changes  lead  to  an  error  in  diagnosis. — They  are  the  changes  which  are 
produced  by  the  inclusion  of  vilU  in  blood-clots,  decidual 
masses  and  fibrin.  The  most  important  change  consists 
in  a  loss  of  the  syncytial  covering  (Fig.  90);  enclosed  in 
blood  or  blood-clots,  it  first  undergoes  granular  degeneration  and  is 
finally  absorbed.  In  places  it  may  be  preserved  in  the  form  of  small 
patches;  but  as  a  rule  the  villi,  which  previously  were  easily  recognized 
by  the  well-stain(Hl  epithelial  covering,  remain  within  the  coagula, 
fibrin  or  decidual  masses,  appearing  as  pale,  translucent  areas,  in  which 

some  stroma-tissuc  can  still 
be  recognized,  but  which 
by  their  translucent  char- 
acter, as  well  as  by  the 
shape  of  the  areas,  suggest 
chorionic  villi.  One  who  is 
familiar  with  the  picture 
will  at  once  recognize  the 
remains  of  the  villi,  hence 
the  importance  of  becoming 
familiar  with  this  villous 
alteration  (Fig.  90).— The 
syncytial  investment  is  oc- 
casionally retained  in  hyda- 
tid moles,  in  which  chor- 
ionic villi,  even  when  they 
are  included  in  fibrin  or 
decidua,  may  exhibit  con- 
siderable proliferation  of  the  epithelial  covering  (see  below). 

Having  studied  the  above  retrogressive  processes  in  the  syncytial 
investments,  let  us  now  consider  the  progressive  processes  in  the  epithe- 
lial covering — the  above-mentioned  epithelial  proliferations  in  hyda- 
tid moles. — The  processes  which  lead  to  the  conversion  of 
the  villi  into  hydatid  moles  belong  to  the  earliest  period 
of  gestation  when  the  ovum  is  beginning  to  attach  itself 
at  the  site  of  imi)lantation.  As  a  rule  the  entire  ovum 
is  affected;  sometimes,  however,  small  portions  only  of 
the  fetal  envelope  undergo  "hydatid"  change,  the  surrounding  parts 
remaining  normal. — The  cause*  of  this  metamorphosis  is  not  known. 
The  etiological  connection  with  numerous  lutein-cells  in  the  ovarj''  has 
never  been  demonstrated.  There  is  much  to  disprove  the  theory, 
particularly  in    the  case  of   completely  circumscribed   metamorphosis 
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Fio.  90. — Placental  Remains  (after  abortion 'J  :  Villi  eii- 
clo9e<i  in  fibrin  and  bloo4l.  liuvinK  lost  their  syncytial  covering; 
the  free  villi  with  epithelial  proces}*o.-<  have  retuim^i  their  cover- 
ing;  the  section  also  »ihows  islands  of  decidual  tissue.  (2d  to 
3d  month.)      (Orifcinal.) 


Progressive 
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of  individual  segments  into  hydatid  mole  (degcneratio  hjrdati- 
d osa  c  i re  u  m  » c  r  i  p  t  a  ) .— Macroscopically  the  hydatid  mole  is  easily 
recognized  by  the  grape-like  structures  of  variable  size; 
large  and  small  cysts*  connected  here  and  there  by  delicate 
strantb  of  lissue  forming  a  characteristic  picture.  Indeed  a  single 
cyst  (** berry/'  "hydatid  cyst'')  which  has  been  discharged  from  .the 
uterus  h  enough  after  a  little  practice  to  suggest  the  diagnosis  to 
the  examiner*  Any  one  who  has 
iad  his  attention  called  to  these 
structures  cannot  fail  to  recog- 
nize theuL  If  a  shapeless  mas8 
of  blood-clots  containing  cysts 
(raola    hydatidosa)   is   dis- 

Lcharged,    naked    eye    inspection 

'may  not  suffice  and  a  micro- 
scopic examination  must  be  made. 
This  very  often  shows  the  most 
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Ftfj*  fli. — Villi  or  Hti>atto  Mm*ia»!  o.  SomewliBf  rotlmpMvJ  vlllu*,  wiik  centraJ  Boftralns  proBfetatioiw 

of  lhi<  BybcytiAl  %tu\  tf^HniKfttml   tjjifaxliiu^*  ^  ivlja.    if*  llydntjiJ   muUt — i^iUrnJ   liqiu'^fmctiaii ;  fb*  irilltlv  rests 

m  ttiv  ilrciiliJA   huMtitjirit;   »tt  «rui»Hi  the  viIIua,  pnulifDratiuti  tif  ih/e  trpiilteltid    ifrtjil;  uivetfinumt.  pmrtiGU- 

||irl>'  Dtrrll  ijievifliupcii  Hi  the  cU^atluji  juact^au  ,  proUlcimliuu  of  the  «ctod«ruuJ  ceiU  u&d  *CMttU«di  Byii«yti«l 

interesting  epithelial  proliferative  processes,  which,  as  t>efore  mentionedp 
afford  a  key  to  the  genesis  of  malignant  forms  ( c  h  o  r i  o  n  e  p i  t  h  e  1  i  o  m  a 
or  syncytioma  ma  lignum). — It  is  difficult  to  decide  whether  the 
formation  of  hvdatid  mole  is  due  to  primarv  disease  of  the 

,*  ,  r    .1        '    *   1     f  .1  Hydatid  MoJ©. 

stroma  or  to  primary  disturbance  of  the  epithehum;   the 
forroer  ia  more  jirobable.    The  villous  tissue  presents  irregular  prolifer- 
ations.    Constrictions  are  produced  in  the  form  of  tleUcate  cords  con- 
noctitig   the  spherical   enlargements   wbich   later  become  cystic.    The 
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size  of  these  connecting  bands  increases  with  their  distance  from  the 
extremity  of  the  villus.  This  type  of  proliferation  points  to  a  primary 
connective  tissue  origin. — In  the  proliferated,  mucin-containing  tissue 
^    ,  ,.  .  softening  and  liquefaction  occur  at  the  centre,  and  a  bunch 

Epithelial  ^  *  .,1.1.  « 

i*r«iiferation  in  of  cysts  may  prcscut  first  an  epithelial  covering,  then  a 
*  /  °*"  layer  of  connective  tissue  apparently  embryonal,  and  cen- 
tral li(iuef action;  in  the  stroma  which  is  still  preserved  at  the  periphery, 
as  elsewhere,  large  round  or  stellate  elements,  with  large  nuclei  and  a 
relatively  large  quantity  of  intercellular  substance,  are  found;  neither 
Softening  of  the  cell-bodies  nor  the  nuclei  take  the  stain  well. — Diflfer- 
the  Stroma.  cnccs  arc  obscrvcd  in  the  epithelial  covering.  In  some  cases 
there  is  an  apparently  normal  syncytial  layer  overlying  the  ectodermal 
layer;  at  another  place  in  the  immediate  vicinity  there  may  be  irregu- 
lar proliferation  of  the  epithelium — the  cells  of  Langhans  proliferate, 
apparently  break  through  the  syncytial  layer,  and  continue  to  grow 
beyond  it  in  places,  so  that  the  syncytium  is  found  in  the  midst  of  the 
proliferated  tissue  as  well  as  on  the  surface.  Along  with  the  prolifera- 
tion of  the  cells  of  Langhans  the  syncytium  apparently  breaks  up,  in 
some  cases,  into  large  solitary  elements  (Fig.  91,  6).  A  conspicuous 
feature  in  this  proliferation  are  the  large  vacuoles  often  found  side  by 
side  (Fig.  91,  a). — These  epithelial  proliferations  are  sometimes  very 
slight  and  at  others  completely  surround  the  berries. — The  descendants 
of  the  epitheluim  may  also  proliferate  into  the  stroma-tissue  of  the  villi 
and  are  in  that  case  regarded  as  forerunners  of  the  existing  or  impending 
malignant  syncytionia  (Neumann). 

Of  the  changes  due  to  pn^gnancy  in  the  maternal  parts  the  most 
important  from  a  diagnostic  standpoint  is  the  formation  of  the 
decidua. — At  the  beginning  of  gestation,  and  under  its  influence,  the 
Decidim  uterine    mucosa   is   rapidly    converted   into   the   so-called 

Formation.  mcmbrana  decidua,  or  briefly,  decidua. — The  change  that 

is  brought  about  in  the  uterine  mucous  membrane  by  gestation  is  recog- 
nized in  the  constituents  of  the  mucosa:  in  the  epithelial  portions  (sur- 
face and  uterine  glands)  and  in  the  stroma  (in  the  stroma-cell).  Under 
the  influence  of  pregnancy  the  stroma-cell  becomes  the  decidual  cell. 

A.  The  effect  of  pregnancy  on  the  epithelium  is  variable,  de- 
pending on  wliether  tlie  surface  or  the  glandular  epithelium  is  affected, 
and  it  varies  also  in  the  diflf(»rent  periods  of  pregnancy. — In  the  sur- 
face.' ei)it helium  the  chancre  is  merelv  a  change  of  shape:  the 
Kpithriium:  la)  Cylindrical,  well-staming  cleinents,  with  a  centrally  situ- 
ated nucleus  that  also  takes  the  stain  well,  become  shorter, 
appear  more  cuhoidal,  the  arrangement  of  the  elements  is  somewhat 
more  irregular,  and  th(»  tingibility  diminishes.  As  the  uterus  becomes 
greatly  distended  by  the  growing  fetus,  tliis  change  in  the  shape  of  the 
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cA\s  increases;  willi  the  ealargomcnt  of  llir  iitiTino  cavity  and  the 
accompanying  cnlHrgement  of  the*  uif^rine  surfac*%  the  rpithelium 
bpcornes  shorter,  almost  flat^  and  directly  attached  to  the  surfat'e  like 
eiiduthclium, — As  a  re*sult  of  the  adhr.sion  which  often  occurs  later  be- 
tween the  dceidua  vera  and  the  docidua  rcfloxa,  the  surface  epithelium 
dii^appears  altogether*     The  t^urface  epithelium  is  of  no  par-  ^^^  tn  um 

ticular  diagnoHtic  importance.— The  changes  that  take  place  t^'^"'*"**i-»*H 
during  pregnancy  in  the  uterine  glands,  on  the  other  hand,  tlepend 
chiefly  on  the  period  of  pregnancy  and  are  particularly  important  for 
the  diagnoi^is  of  pregnancy  in 
the  fir^it  months.  They  may 
throw  light  upon  the  question 
whether  or  not  an  abortion  has 
taken  place, — The  alteration  of 
the  uterine  mucous  nicmbrane 
during  the  first  months  of  preg- 
nancy coneists,  in  the  first  place, 
of  an  enormous  increase  in  the 
thickness,  which  may  be  I J  cm. 
and  more,  Macroscopieally  (see 
above)  the  mucous  membrane 
prc»»i*nls  an  upper  compact,  and 
a  deeper,  spongy  layer,  while  thr 
in  if  rose  o j>i  e  i  *i  c  t  u  re  rese  m  I  jle.s 
that  of  glandular  endometritis; 
the  uterine  glands  in  the  coin- 
pact  portion  are  compressed  ami 
thin,  and  represent  the  narrow 
ducts  of  the  greatly  dilated  and 
closely  aggregated  glands  in  the 
deeper,  spongy  portion  (Fig.  92). 
—The  epithelium  of  the  com- 
pressett,  narrow  excretory  ducts  is  short,  cuboidal  and  without  special 
significance;  in  the  spongy  part,  where  the  glands  are  greatly  dilated 
ami  closely  packed  together,  a  most  interesting  change  is  often  observed 
in  the  epithelium.  Wliile  tliese  changes  are  not  pathognomonic  of  preg- 
nancy they  occur  so  often  in  that  condition  that  they  cannot  be  denied 
a  certain  diagnostic  importance. 

The  glands  are  converted  into  Opit&*Gebhard  glands*  Both 
investigators,  but  more  particularly  Opitx,  have  pointed  out  these 
alterations.  Whenever  it  is  found  in  typical  form,  pregnancy  must  at 
least  be  thoughl  of  in  connection  with  the  etiology,  and  the  diagnosis 
of   pregnancy   must    be   consiilered.— The   conversion    of    the    uterine 
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glands  into  Opitz-Gebhard  glands  consists  in  an  interesting  alteration 
of  the  epithelium  and  its  structure  (Fig.  93,  a,  b,  c). — Instead  of  a 
simple,  cylindrical  epithelium,  the  glands  present  considerable  prolifer- 
Transformation  ^^^^^  ^^  *^^  epithelial  cclls;  on  the  walls  of  the  glands 
into  Glands  of  projcctions  or  Icdgcs  are  formed,  which  in  crossHsections 
(Opits-  look  like  papillae,  and  around  these  ledges,  or  papilla-like 

projections,  the  epithelial  cells  arc  grouped  in  a  somewhat 
loose  arrangement.  There  results  a  palisade-like  structure;  the  cells  over- 
lap one  another  and  form  several  layers.  In  addition  to  this  curious, 
multiplication,  this  stratified  arrangement  of  the  cells  with  a  loosening 
of  their  connections,  certain  other  changes  take  place  in  the  cells  them- 
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Fig.  93. — a  ami  h.  Cibcumacribed  Chanovs  op  the  Glaums  in  Preqnanct  :  Part  of  the  epitlwlial 
ooverinic  i»  unchanged ;  the  other  part  ehowM  Opits-Gebhard's  proliferation,  c.  Epithelial  prolifeimtioa  after 
Opiti-Gebhard  under  high  magnification.     (Original.) 

selves.  In  the  first  place  the  shape  becomes  cuboidal  or  round;  in  the 
second  place  they  take  the  various  stains  less  readily  than  before.  At 
first  the  alteration  appears  like  an  ordinary  proliferative  process;  later, 
the  picture  suggests  a  beginning  proliferation  with  desquamation  and, 
finally,  necrobiotic  processes. 

There  is  no  doubt  that  these  peculiar  processes  may  be  in  some  way 
connected  with  pregnancy;  the  irritation  which  in  inflammatory  pro- 
cesses leads  to  the  production  of  identical,  or  very  similar  formations 
may  l)o  exerted  also  by  pregnancy. — Interesting  as  are  these  changes  in 
the  glands  during  pregnancy,  they  are  not  specific,  and  the  glands  cannot 
be  described  as  *^ glands  of  pregnancy''  in  the  strict  sense  of  the  term. — 

During  the  later  months  of  pregnancy  the  proliferation  of  the 
uterine  mucous  membrane  (decidua  vera)  falls  behind  the  enlargement 
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of  the  uterus  (Figs.  fi4  and  95).  The  decidua  vera  is  spread  out  and 
becomes  thinner,  and  a  distinction  between  a  spongy  and  a  compact 
portion  is  no  longer  possible  with  the  unaided  eye;  in  the  microscopic 
preparation  there  are  seen  in  the  deeper  layers  cleft-shaped 
vacuoles  which  correspond  to  long-drawn-out  uterine  glands, 
while  here  and  there  the  epithelial  covering  is  still  dis- 
tinctly visible,— The  Opitz-Gebhard  glands  have  disap- 
peared; they  are  still  preserved  in  that  portion  of  the  birth 
canal  which  even  in  the  8th  or  9th  month  has  not  yet  become  involved 
in  the  general  dilatation  of  the  uterine  cavity  ;see  below),  and  which, 
with  the  cervical  canal,  still  exhibits  the  structure  of  a  canal  (Fig,  102). 
Here  the  uterine  mucous  membrane  is  not  as  yet  spread  out  as  in  the 
body  of  tho  uterus,  and  therefore  the  Opit2-Gebhard  glands,  or  so* 
called  ** glands  of  pregnancy/'  persist  for  some  time  longer;  whereas^ 
owing  to  their  irregular,  t««., 
relatively  vigorous  growth, 
they  have  disappeared  from 
the  upper  layer. — As  the 
entire  birth  canal,  as  far  as 
the  internal  os,  is  utilised 
for  the  formation  of  the 
uterine  cavity  and  for  the 
reception  of  the  fetus  at  the 
end  of  pregnancy — indeed  as 
goon  as  the  upper  portion  of 
the  cervix  becomes  dilated 
toward  the  end  of  gestation 

(almost  regularly  in  pri  mi  parse,  Olshausen) — the  uterine  raucous  mem- 
brane of  this  portion  also  becomes  so  stretched  that  the  true  gland- 
formations  disappear,  leaving  mere  cleft-shaped  spaces  to  represent  the 
remains  of  the  glands. ^The  epithelial  changes  in  the  uterine  glands 
during  pregnancy,  in  the  form  of  the  so-called  glands  of  pregnancy 
(Opit2-Gebhard  glands),  in  spite  of  the  interesting  pictures  which  they 
produce,  possess  only  a  relative  diagnostic  value  riuring  the  first  montlis 
(particularly  in  abortion);    during  the  later   months  they  have  none. 

The   rhanges  prot lured    by   pregnancy  in  the  uterine 
mucosa  affect  ill  the  first  place  the  epithelial  constituents      ^rrmii!!4i* 
of  the  membrane  (surface  epithelium  and  glands)  and  have  pre^p^Tc^ 

been  discussed.     The  second  change  affects  the  stroma  and 
is  the  most  important  for  the  diagnosis  of  pregnancy  basetl  on  the 
maternal  parts^Conversion  of  the  stroma  cells  into  the  decidual  cells* 

B,  The  stroma  cell  of  the  uterine  mucosa  is  a  small  round  clement 
in  which  the  cell  body  cannot  be  recognized.     There  are  also  spindle* 
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o(t  ttie  tieriduii  Are  teen  the  TetAl  awTubmncfl  (^nmLoii  »ad 
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shaped  cells  which  arc  also  almost  coipplotely  filled  by  their  nuclei.  Ab 
has  been  stated,  the  mucous  membrane,  owing  to  the  similar  appear- 
ance of  its  elements,  is  usually  described  as  a  lymphade- 
noid,  cytogenous  tissue. — Under  the  influence  of  pregnancy 
th(^  stroma-cell  enlarges  and  becomes  a  largo,  delicate 
and  finely  granular  element  with  indistinct  outlines,  round  or  approxi- 
mately oval  in  shape,  and  containing  a  large  nucleus  (Fig.  96,  a).    The 
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Fio.  95. — Utkrine  MiTcors  Mrmrra.se  tn  the  ^th  Month  of  Pregnancy  immediately  above  tlie 
internal  os;   in  the  deopcr  layers  the  uterine  niucou:*  membrane  ha«>  nut  yet  become  altered  (does  not  | 
the  appearance  of  ilcci<iua;.  and  the  uterine  glands  are  f«een.    (Original.} 


tingil)ility  of  the  nucleus  particularly  is  diminished  as  compared  with 
that  of  th(»  simjile  stroma  cell;  hence  the  mucous  membrane  of  preg- 
nancy, wliich  consists  solely  of  decidual  cells,  is  faintly  stained  and  in 
the  micr()sco|)ic  jticture  appears  i)al(*  and  translucent. — The  spindle- 
shape<l  elements  are  converted  into  large  sj)indle-shaped  oval  elements 
with  more  oval  nuclei.  -Sulxlivision  of  the  membrane  into  layers 
of  round,  decidual  cells  and  sjnndle-shaped  elements  is,  however, 
somewhat   force(l  and   too  diagrammatic. — 
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The  supporting  structure  (intercellular  substance)  which  accom- 
modates the  stroma-cells,  or  in  pregnancy  the  decidual  cells,  under 
normal  conditions  consists  of  a  finely  granular  material  in  which  the 
decidual  cells  are  embedded  as  in  a  soft  mass. — The  intercellular  sub- 
stance during  pregnancy  merits  attentive  examination  because  it 
sometimes  becomes  important  in  the  differential  diagnosis  between 
membranous  dysmenorrhea  and  pregnancy  or  decidual  endometritis. — 
Pregnancy  produces  a  decidual 
change  in  the  greater  portion  of 
the  mucous  membrane,  particu- 
larly in  the  upper  portion; 
wherever  the  alteration  takes 
place  it  is  uniform:  the  cells  are 
arranged  side  by  side,  separated 
by  short  intervals;  the  decidual 
cells  are  almost  all  of  the  same 
size,  they  occasionally  have  two 
nuclei  without,  however,  being 
thereby  altered  in  their  general 
characteristics. — It  is  not  possible 
to  make  a  distinction  between 
these  decidual  cells  which  sur- 
round the  vessels  and  the 
more  distantly  situated 
cells;  even  in  the  earliest  jS^"^*^-. 

pictures  of  the  mucosa 
in  man  the  conversion  of 
the  uterine  mucous  mem- 
brane into  decidua  is  /•• 
everywhere  uniform  and 
quite  independent  of  the  no.  ga.—a.  dfcidla  vkra  (3*i  to  4th  month);  the  stroma- 

I  rpi  «.w#^«  4-r^w*       ^^^*  *'*  converte*!   into  larfce  deculual  cell.** ;   6.  hiRher  niaKnifica- 

VeSSeiS. ine      greater       ,ion;    r.  decidual  cell   (abortion)  after  death  of   fetus.    (Original.) 

portion    of    the    uterine 

mucosa  indicates  a  decidual  change,  i.e.,  the   uterine   mucosa,  which 

has  been  described  above  as  divided  macroscopically  into  a  compact. 

and  a  spongy  portion,  shows  the  decidual  change  chiefly 

in  the  compact,  upper  portion.     When  the  spongy  portion        ^Ifl^cyThe 

is  well  developed,  the  stroma  is  not  uniformly  converted     ^S^heMu^^ 

into  decidual  tissue  in  the  deeper  layers  of  the    mucous     underK*(I^M*'uni! 

membrane   and    around    the    glands;    indeed    the   deepest      f«"n  Decidual 

\  ,  Transformation. 

layer,    particularly    in    those    cases    in    which    the    glands 
encroach  somewhat  on  the  muscularis,  n»niain.<  unchanged,  or  at  least 
does  not  exhibit  a  characteristic  decidual  transformation.     The  glands 
13 
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also  and  their  epithelial  cells  do  not  take  part  in  the  alteration.  An 
interesting  condition  is  produced  when  only  one  part  of  the  gland 
(the  superficial  part)  shows  epithelial  change  and  is  converted  into 
half  a  gland  of  pregnancy  (Figs.  93,  «,  6,  and  102,  b). — Such  a  finding  is 
important  for  the  decision  whether  or  not  the  upper  portion  of  the 
cervix  becomes  decidual  during  pregnancy  (see  below). — 

The  decidual  cell  is  found  in  the  mucous  membrane  (whether  it  be 
decidua  vera,  basilaris  [serotina]  or  refl(»xa)  during  the  entire  duration  of 
pregnancy,  even  though  fatty  degeneration  of  the  cells  may  oecur 
early  in  the  reflexa,  and  even  though  the  cellular  elements  almost 
disappear  when,  as  occasionally  happens,  the  decidua  reflexa  and 
decidua  vera  become  fused. 

The  finely  granular  and  indistinctly  outlined  decidual  cells,  which 
stain  but  indifTerently,  may  undergo  changes  that  are  not  without 
Change  in  the  dlaguostic  importance,  as,  e.g.,  the  changes  that  take  place 
If?er*Dil»[h"  after  fetal  death.— The  outlines  of  the  decidual  cell 
oftheFetuM.  bccomc  distinct;  the  finely  granular,  smoky  protoplasm 
becomes  transparent  and  almost  like  glass;  the  nucleus  is  smaller, 
round,  and  more  sharply  outlined   (Fig.  90,  c). 

Whenever  decidual  cells  are  found,  the  diagnosis  of  pregnancy  is 
assured — the  diagnosis  of  pregnancy  from  maternal  parts  is  based  on  the 
demonstration  of  decidual  cells. 

The  diagnosis  of  pregnancy  is  made  by  the  fetal  elements  (villi) 
and  the  maternal  elements  (decidua),  or  by  both. — If,  after  abortion  or 
I)rematur(»  labor,  the  fetal  membranes  have  not  been  discharged,  if  the 
uterus  still  retains  the  n^mains  of  chorionic  villi  with  the 
Vy\l^\vhT'''  decidua  basilaris,  or  <I(H-i<lua  vera,  the  resulting  symptoms 
MaTenmi^PartH.  "^^^X  Hccessitate  Curettage  or  digital  removal  of  the  re- 
tained matcM'ial. — In  the  remains  of  the  abortion  fetal  and 
maternal  elements  can  be  demonstrated;  conversely,  if  there  is  a  doubt 
whether  abortion  has  taken  place,  it  will  be  cleared  up  by  the  demon- 
stration of  maternal  and  fetal  elements. — Whenever  the  uterus  still 
contains  villi,  some  of  the  deeidua  is  also  preserved. — When  there  are 
remains  of  an  abortion,  or  there  are  placental  polypi,  which  are  usually 
retained  for  some  tinii*  in  the  uterus,  the  changes  which  demand  atten- 
tion are:  (1)  Those  which  occur  in  villi  by  their  inclusion  in  fibrin  or 
blood-clots;  (2)  those  which  occur  in  the  decidual  cells  after  fetal  death 
(see  above). — While  it  is  an  axiom  that  the  prescmce  of  villi  in  the  scrap- 
ings indicates  the  probable  i)n'sence  of  decidual  cells,  the  converse  of 
this  is  not  true.  In  excei)tional  cases,  when  the  development  of  the 
deeidua  is  ([uite  marked,  involution  of  tlie  decidua — even  in  the  absence 
of  villi  -may  be  delayed  for  some  time,  or  the  process  of  involution  may 
lack  uniformity;    islands  or  decidual  tissue  of  variable  size  may  persist 
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in  the  midst  of  the  regenerated  portions  of  the  mueous  mrmbrane  (Fig. 
97),  A  niut^t  intCTei^tifig  picture  is  i^rodiired  when  the  decidual  islnnds 
ron^^ifit  only  of  a  few  cells  and  are  di^tributetl  over  large  areas  of  the 
mucous  membrane.  In  the  main  the  decidual  ceUs  di^sappear  rapiiUy 
when  the  uterus  no  longer  contains  fetal  tissue,^ 

The  decidual  cell  represenlt!  the  stroma-cfll  of  the  uterine  mucous 
membrane  Iran^sformed  by  pregnancy;  hence  it  h  incorrect  to  speak  of 
decidual  cells  in  any  other  situation  than  the  uterine  mucosa*  It 
iH  un<leniable  that  in  pregnancy  greatly  enlarged  celk^  reBembling 
deciiiual  celb^  oecasionally  occur  in  variouK  .situations,  as  in  the 
cervical  tissue  (Gebhard),  hi  the  vai^inal  portion^  and  in  the  entire 
extent  of  the  uterus  (underneath  and  on  the  peritoneum,  Rob,  Meyer), — 

As  the  name — 
decidua  —  indicates, 
the  uterine  mucosa^ 
after  the  cessation  of 
pregnancy  ami  the  re- 
moval r>f  all  the  fetal 
parts,  rapidly  under- 
goes transformation ; 
either  it  m  expelled  in 
the  lochia  in  large  or 
i<mall  pieees,  or  the 
cells  regenerate  an*! 
more  or  le^s?  perfectly 
regain  their  original 
8tatc, — The  large*  fine- 
ly granular  celli*  be- 
come s  mailer ;  the 
nufdeui<  also  contracts  by  the  excretion  of  a  fine  protoplasmic  material, 
which  renuuns  for  a  short  time  among  the  iiucki  ami  is  then  absorbed. 
The  regeneration  of  the  ilecidual  eelln  takes  jilace  gradually  and 
goes  on  «lowly,  until  the  microscopic  picture  is  no  longer  charac- 
teristic, and,  finally,  the  original  stroma-eell  reappears, — A  gradual 
regeneration  of  the  deeidua— *of  the  decidual  cell  — lakes 
I*  I  ace, — While  a  positive  diagnotiis  of  pregnancy  is  bssed  on  the 
maternal  and  fetal  tissues— the  villi  and  the  decidua — it  should  be  men- 
tioned al^'o  that  the  development  of  the  blood*vessels  in  the  decithia 
may  suggi'^t  llie  pndmbility  of  pregnani-y.  Tiie  cai>illarii*i*  wliicli  tlevelop 
in  the  decidua  of  pregnancy  are  large  and  wide — at  least  their  w*alls  are 
jrmcil  only  by  endothelium,  which  is  in  contact  with  the  decidual  cellj5, 
fn  fact  the  decidual  cells  seem  to  form  the*  vessel  walls.  Arteries  or  veins^ 
except  in  the  very  early  stages,  are  practically  never  demonstrable. 
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Thus  large  l)loo(l-v(»ss(*ls  or  blood-spacos,  filled  with  blood,  and  in  cases 
of  abortion  often  thrombotic,  also  point  to  a  change  due  to  pregnancy 
and  may  assume*  importance  in -a  diffen^ntial  diagnosis  (from  decidua 
membranacea). — 

A  diagnosis  of  pregnancy  by  the  microscopic  demonstration  of  the 
maternal  tissues  (d(»cidua)  seems  very  simple,  yet  many  mistakes  may 
be  made,  as  th(»  uterine  mucosa  presents  a  nund)er  of  cell-cJianges  which 
appear  to  be  decidua  but  in  reality  have  nothing  to  do 
Jnfhe^Di^-  ^^'ith  pn^gnancy.  A  familiarity  with  these  changes  is  only 
i>ircid^i*c>ibj.  acipiired  by  practice,  which  will  enable  the  examiner  to 
recognize*  them  at  the  decisive  moment.  The  stroma-cell 
which  has  been  transformed  into  a  decidual  cell  under  the  influence  of 
pregnancy  is  not  in  itself  specific,  it  is  merely  suggestive  of  pregnancy. 
The  small  round,  or  spindle-shaped  stroma-cell,  which  is  usually  com- 
pletely filled  by  the  nucleus  so  that  no  cell-body  is  recognizable,  may  be 
stimulated  to  further  growth  by  irritants  other  than  that  of  pregnancy. 
The  inflammatory  changes  in  glandular  endometritis,  especially  the 
form  which  accompanies  myomata  and  which  must  be  designated 
endometritis  interstitialis  superficialis  glandularis  pro- 
funda, i)roduce  alterations  of  the  stroma  in  the  mucous 
IrH^IIl^l"p^Ji  meml)rane,  which  is  endowed  with  great  proliferative 
il"^iesTroml  powcrs;  tlic  rouud,  deeply  staining  nucleus  of  the  stroma^ 
Rosomhiing  IV-    ^.^\\  hccomcs  hirgeM"    more  oval  and  less  tingible,  and  the 

cidual  rissuc.  o      7  o  7 

cell-body,  which  was  not  recognizable,  becomes  quite 
distinct;  the  i)rotoi)lasm  is  finely  granular,  although  the  contour  of  the 
cell  is  cjuite  distinct.  Larger  cells  are  easily  mistaken  for  decidual  cells, 
the  more  so  as  not  only  the  single  c(*ll,  but  whole  columns  of  cells  are 
s(*en,  so  that  large  i)()rtions  of  the  mucosa  (often  the  entire  upper  layer) 
are  occupied  by  the  altercMl  stroma-cells. — The  important  differential 
point  is  that  in  pregnancy  the  gn^ater  portion  of  the  mucosa  is  charac- 
terized by  a  peculiar  uniformity,  the  decidual  cells  being  arranged  in 
regular  order  side  by  side;  the*  mucous  membrane  is  more  translucent  in 
the  microscopic  picture.  After  the  cessation  of  pn^gnancy,  however,  a 
change  soon  occurs  in  th(*  (lecidua;  retrogressive  processes  begin  and  a 
positive  diagnosis  Ix'comes  difficult:  the  great  vascular  dilatations, 
however,  an*  not  found  in  glandular  endometritis  (see  above). — Here 
again,  as  is  so  often  the  case  in  the  field  of  microscopic  diagnosis,  a  final 
decision  will  be  reaehecl  by  the  coriperation  of  clinician  and  patholo- 
gist.—  In  addition  to  the  changes  which  take  place  in  the 

Strimi:i-<fll  in  n        •  i  i     i  •    •  i  i  •    t      i         * 

M..ii.».rfiiMM..        stronia-eells  m   ghuulular  endometritis  and  which  lead  to 
yuuunrrxLA.     ^.^,jjf ^j^j^ ,j^  y^.\^]^  d(M*i(hial   tissuc,   w(»   have  a  similar  trans- 
formation occMsionally  in  membranous  dysmenorrhea.     The  importance 
to  the  gynecoloizist  of  escajniig  the  error  of  diagnosing  pregnancy  in  a 
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virgin  suffering  from  membranous  dysmenorrhea  needs  no  comment. 
The  ordinary  microscopic  picture  of  membranous  dysmenorrhea,  which 
is  commonly  seen,  does  not  give  rise  to  confusion:  the  small  round  cells 
of  the  stroma  are  widely  separated  and  apparently  compressed  by  the 
intervening  exudate,  the  glands  have  a  crumpled  appearance  (Gebhard) 
and  are  narrow.  Even  if  in  the  deeper  layers  of  the  membrane  the 
round  cells  of  the  stroma  are  enlarged  and  both  nucleus  and  cell-body 
are  distinctly  recognizable,  yet  the  unecjual  size  and  more  fibrillar  char- 
acter of  the  intercellular  substance  suffice  to  guard  against  diagnostic 
errors  (Fig.  98,  a).  But  there  are  cases  of  membranous  dysmenorrhea 
in  which  the  enlarged  stroma-cell,  in  the  microscopic  picture,  so  closely 
resembles  the  decidual  cell  that  a  diagnosis  of  pregnancy  may  easily  be 


Fig.  08. — a.  Membranous  Dtsmenorrhf.a.  with  Cri'mpled  (Gebhard)  Glands  :  Interstitial  exuda- 
tive en<lometritis.  6.  Membranous  (iynmenorrhea  with  greatiy  enlarged  xtroma-ceUs  ohowing  decidual 
change.    (Original.) 

made  (Fig.  98,  6;  compare  with  the  microscopic  diagnosis  of  endome- 
tritis). By  the  most  careful  and  thorough  examination,  taking  into 
consideration  all  the  factors — the  nature  of  the  vessels;  that  of  the 
intercellular  substance  and  also  of  the  glands,  although  the  latter  are  less 
important;  the  entirely  different  pictures  seen  in  other  portions  of  the 
mucous  membrane  and  also  by  sul)jecting  the  suspected  material  to 
macroscopic  scrutiny — a  definite  judgment  may  finally  be  reached.  An 
examination  of  this  kind  is  often  exceedingly  difficult  because  on  it 
depends  the  decision  of  delicate  questions;  fortunately  cases  of  this 
kind  are  rare. 

Although  the  irritation  of  pregnancy  has  certain  peculiarities  and 
regularly  produces  changes  of  very  great  extent,  the  irritation  is  never- 
theless not  specific.  Other  irritants  may  produce  cells  resembling  decid- 
ual cells;  other  irritants  may  produce  changes  in  the  ei)ithelium  exactly 
like  the  Opitz-Gebhard  glands,  although  it  should  b(*  emphasized  once 
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iiioro  that  tho  ('i)itholial  changes  in  tho  utorino  mucosa  incident  to  preg- 
nancy by  no  means  possess  the  same  significance  as  the  transformation 
of  the  slroma-eell  into  the  (hH'idiial  cell. — Klements  resembling  decidual 
^  .    ,  .  c(»lls  occur  also  in  the  absence  of  gestation:  Opitz-Gebhard's 

Otlier  Irritant «  "  '         *■ 

Pnxiuce  ciianKeM  glauds  are  se(»n  in  the  non-pregnant  state. — The  transfor- 

in  Xhv  Slroina  .  -      ,  n        i  ^^  11  -       1 

aiwi  ill  the  Epi-  uiatiou  of  the  stroma-c(»ll,  the  small  round  elements  entirely 
iwS)Who^  filled  by  its  nucleus,  into  large  cells  resembling  decidual 
of  irt-Knaiio.  ^^^jj^  uuder  thc  influence  of  pathologic  irritants  or  inflam- 
matory affections,  has  led  to  serious  errors;  this  simple,  although  inter- 
esting, transformation  has  been  mistaken  for  sarcomatous  degeneration. 
A  failure  to  interpret  correctly  the  physiologic  or  pathologic  cell-changes 
may  l(»ad   to  the  adoption  of  incorrect  methods  of  treatment.     Points 

of  importance  in  the  differential  diagnosis  are 
ffj^  that  in  the  changes  of  pregnancy  the  cellular 

iW^^^^i**^  (<h*<*idual)   transformation    affects    the  greater 


'|l£^^^^  difference   in  the   nuclei,   which  also  take  the 

^jftfy^*^*  stain    more    intensely;    in   rare   instances    the 

't*  differential     diagnosis     between     membranous 

dvsnienorrliea  and  physiologic  and  pathologic 
.-howinit  iriHaiiiniatorx  iiiiiitratioii     changcs     (bctwecn     prcguaucy    and    endome- 

(roun«l-cell  infiltration'.  .    .     '     ,  .  v  ,  '  i«        1         i</v        1 

tritic  alterations)  may  be  exceedingly  difficult. 
In  connection  with  tht»  microscopic  diagnosis  of  pregnancy  by  the 
maternal  tissues,  /.c,  the  decidual  cells,  it  is  important  that  the  examiner 
should  be  familiar  with  the  change  which  is  sometimes  produced  in  the 
decidua  by  an  inflammatory  affection  —the  picture  of  so-called  decidual 
ivria.iai  endometritis  (Kig.  09),  which  api)ears  in  various  forms.    In 

Kndometriti...  ^j^^,  acut(»  varietv  tlicn*  is  marked,  small-celled,  inflamma- 
tion infiltration  of  the  mucous  membrane;  in  many  portions  the  small 
round  cells  are  closely  packed;  in  microsc()i)ic  sections  they  are  usually 
intensely  stained,  contrasting  with  the  decidual  cells  and  their  delicate, 
somewhat  smoky  cell  bodies  and  faintly  staining  nuclei.  They  escape 
observation  altogether  in  a  casual  inspection  of  the  microscopic  prepa- 
ration, and  the  diagnosis  of  interstitial  endometritis  during  pregnancy 
is  misseil.  Again,  \hv  proliferation  of  the  decidual  tissue 
may  prcxluce  i)olypoi(l  excrescences  on  the  surface,  or  bridge- 
like  proliferations  of  the  mucous  mend)rane  may  be  formed — thc 
decidua  may  be  converted  into  a  decidua  tul)erosa  or  polyposa.     Micro- 
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scopic  examination  will  guard  against  the  danger  of  overlooking  this 
alteration,  which  is  due  to  pregnancy:  in  this  condition  also  a  cellular 
multiplication  takes  place. — Finally,  there  is  a  more  ^'chronic''  form  of 
alteration — if  it  be  permissible  to  use  such  a  word  in  connection  with  a 
condition  of  such  comparatively  short  duration  as  pregnancy.  The 
decidua,  which  usually  represents  a  delicate  covering  of  the  placenta 
(decidua  basilaris),  or  a  delicate,  soft,  spongy,  mucous  membrane,  is 
rigid,  and  the  basilar  portion  is  converted  into  a  thick,  slightly  undu- 
lating, yellowish  layer  suggesting  convolutions.  This  is  due  to  changes 
in  the  interstitial  tissue,  the  intercellular  tissue  of  the  mucous  mem- 
brane; the  decidual  cells  often  appear  smaller,  are  widely  separated  and 
forced  apart  by  the  increased  intercellular  substance.  This  change  is 
usually  the  result  of  a  previously  existing  interstitial  endometritis. 
Owing  to  the  nutritive  disturbances,  particularly  in  the  decidua  basil- 
aris, which  it  brings  on,  this  alteration  is  important  in  the  diagnosis  of 


Fio.  100. — Ovum  vbom  the  Earliest  Pkriod:    Mai^ified  five  timen  (7.5  mm.  Ions,  3.0  mm.  high);  in  the 
decidua  capiml&ns  the  closure  (»ite  of  implantation)  is  seen  at  i.     (Original.) 

the  cause  of  abortion.  Not  infrequently  these  alterations  are  especially 
well  marked  in  the  decidua  basilaris:  large  strands  of  connective 
tissue  may  be  seen — the  cellular  elements  are  wanting  over  compara- 
tively large  areas,  or  they  may  be  increased  in  number  by  chorion-cells; 
the  vessels  appear  in  part  thrombotic;  here  and  there  fatty  degenera- 
tion, or  even  calcareous  deposition,  is  observed;  large  masses  of  fibrin 
(fibrin-plugs)  are  present.  Villi,  enclosed  in  fibrin  and  enveloped  in 
decidual  and  chorion-cells,  may  be  demonstrated.  All  these  inflammatory 
changes  combine  to  produce  a  condition  which  may  be  designated 
cirrhotic   decidua    (vera,    basilaris). 

In  the  interstitial  inflammatory  changes  the  epithelial  constituents 
mostly  play  a  minor  part.  In  addition  to  the  latter,  there  are  also 
changes  in  the  glandular  apparatus — in  fact  we  may  speak  of  a  gland- 
ular decidual  endometritis:  the  glandular  layer,  and  with  it  the  entire 
thickness  of  the  mucous  membrane,  is  hypertrophied  (pro- 

-,-,,,  *"  1^1  ^^^  Cilamlular. 

liferated),  and  the  latter  may  measure  as  much  as  IJ  cm. 

In  microscopic  preparations  the  Opitz-Gebhard  glands  are  so  densely 

packed    that    the    appearance    of    malignant    degeneration — malignant 
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adenoma  —  is    producc^d.       The    picture    of    a    fungous    and     greatly 
hypertrophied  mucous  membrane  is  also  seen. — 

Most  important  for  the  microscopic  diagnosis,  especially  in  the  dis- 
tinction bet\ve<ai  benign  anil  malignant  syncytioma,  is  a  thorough  ac- 
quaintance with  the  decidua  basilaris.  The  appearance  during  the 
Decidua  carly  months  of  pregnancy,  and  during  the  last  months  are 

Basilaris.  j^^,^^   dcscribcd   separately. — During   the   first    months    the 

decidua  basilaris — in  comparison  with  the  decidua  vera  (see  above) — is 
irregular  and  hilly;  the  villi  are  attached  everywhere  and  dip  down  into 
the  superficial  depressions.  There  is  still  a  sufficient  interval  between 
the  villi  so  that  one  can  see  between  them;  whereas  at  the  end  of  preg- 
(a)i)urinKthe  uaucy  the  villi  (of  the  basilaris)  are  so  closely  packed  that 
First  Months.  ^j^-^  -^  j^^  longer  possible.  In  the  decidua  basilaris,  as 
in  the  decidua  vera,  there  are  still  found  well-marked  glands  in  the 
deeper  layers,  so  that  in  the  beginning  a  spongy  layer  can  be  recognized 
even  with  the  unaided  eye. — During  the  last  months  this  plainly  visible 
glandular  layer  disappears,  and  only  the  clefts  corresponding  to  the 
glands  are  seen  in  microscopic  preparations,  besides  blood-vessels.  Dur- 
ing the  early  months  there  is  nothing  to  be  seen  of  the  strip  of  fibrin 
which  later,  to  a  greater  or  less  extent,  occupies  the  superficial  layer  of 
the  basilaris  (Xitabuch). — In  addition  to  the  large,  delicate  decidual 
cells,  oihi'Y  peculiar  cells  are  very  often  found  in  the  basilaris.  They 
are  large,  often  resembling  the  decidual  c(»lls,  and  traverse  the  basilaris 
from  above  downward  either  singly  or  in  larger  aggregations; — they 
may  extend  as  far  as  the  muscularis,  or  even  beyond  the  boundary  and 
push  their  way  in  Vx'tween  the  muscle  cells. — These  cells  are  usually 
Chorion  c^iis  distinguished  by  their  nuclei,  which  are  often  verj"  large 
mthencciaiia.  ^j^^j  ^oinetimcs  shapeless,  taking  the  stain  well:  the  cells  in 
question  are  so-called  syncytial  wandering  cells,  i.e.,  fetal  parts  derived 
from  the  covering  of  the  villi.  The  presence  of  these  syncytial  elements 
is  th(»  result  of  the  attachment  of  the  villi  to  the  basilaris  and  of  the 
increase*  of  the  chorionic  elements;  the  syncytial  elements  grow  into  the 
latter  (Fig.  101;  c()mi)are  also  Fig.  91). — The  attachment  of  the  ovum 
to  the  basilaris  is  efl'ected  by  means  of  th(»  villi  in  a  variety  of  diflFerent 
ways.  I'nlil  recently  it  was  genc^rally  believed  that  the  originally  naked 
Attnrhni.-nt  ovuiu,  provided  oulv  wlth  small,  bud-like  projections  which 
of  Ovum.  jj^^^.j.  ^j.^.^^.  ijj^^j  ^.|jji   j^ttached  itself  to  the  decidua  or  lodged 

in  a  fold  of  the  greatly  hypertrophied  mucous  membrane;  and  that  the 
de<*idua  then  continued  to  proliferate*  until  it  completely  surrounded  the 
ovum  (cai>sularis)  and  united  above  tlu*  ovum,  shutting  off  the  latter 
(ovum-space)  from  tlie  uterine  cavity.  In  fact  during  the  early  stage  of 
attachment,  when  the  hrd  of  the  ovum  is  from  1  to  It  cm.  wide,  the 
rcMuains  of  the  line  of  closure  can  be  seen  in  microscopic  sections  (Fig. 
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100,  at  i).  As  the  ovum  grows  and  the  villi  proliferate,  the  mucous 
membrane  envelope  of  the  capsularis  becomes  larger — the  ovum,  accord- 
ing to  this  theory,  lies  in  a  cavity  lined  with  mucous  membrane. — 
According  to  the  most  recent  view  (Spec  in  the  guinea-pig,  Hubert  Peters 
in  man),  the  ovum  while  still  small  passes  through  the  epithelium  of  the 
uterine  surface  and  becomes  embedded  in  the  mucous  membrane;  the 
villi  grow  into  the  surrounding  tissue,  which  becomes  transformed, 
softened  and  filled  with  blood.  Hence  the  ovum  is  lodged  in  the  mucous 
membrane  itself  and  not  in  a  cavity  lined  with  mucous  membrane. 
The  fissure  which  is  seen  in  the  microscopic  preparation  and  which  was 


Jj 


Flo.  101. — Villus  from  the  fourth  to  the  fifth  week,  attached  to  the  decidua  baHilaris  by  a  cell-column. 
Breftkins  up  of  the  syncytial  and  ectodermal  cuveriuK.  Hyncytiul  epithelial  procesw-s.  alonK»ide  of  which  are 
seen  villi  penetrating  the  decidual  basilaris;    loos  of  the  covering  (attaching-villi).     (Original.) 

formerly  regarded  as  the  remains  of  the  closure,  marks  the  point  where 
the  ovum  has  dipped  down  through  the  mucous  membrane  (site  of  im- 
plantation).— The  proliferating  villi,  which  at  first  uniformly  surround 
the  small  ovum,  become  loosely  attached  to  the  surrounding  tissue; 
later  the  villi  which  are  destined  to  form  the  placenta  (basilaris)  develop 
in  greater  numbers  at  these  points. — The  attachment  of  the  villi  as  seen 
in  the  basilaris  during  the  early  months  may  be  a  simple  process  of 
agglutination — the  villus  is  merely  applied  to  the  surface; 

,  ,j,  J        t  t  f         Various  Modes 

or  the  villus  may  penetrate   the   basilaris,  leaving  its  epi-  ofviUous 

thelial  covering  behind  on  the  surface  of  the  basilaris;   or, 
finally,  the  villus  may  not  come  in  direct  contact  with  the  mucous  mem- 
brane and  become  attached   to  it  by  a  prolongation  of  the  hood-like 
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epitholial  covoring,  which  is  converted  into  a  " cell-column  *'   (Fig-  101 
[villus  to  the  left]).— This  cell-column,  which  consists  of  syncytial  con- 
stituents and  ectodermal  cells,  instead  of  merely  attaching  itself  to  the 
surface,  quite  often  shows  a  peculiar,  spreading  formation  of  its  cellular 
elements    (chorion-cells)    growing   into   the   basilaris.     The   syncytium 
apparently  breaks  uj)  into  large,  syncytial  elements  (''syncytial"  wan- 
der cells);   the  ectodermal  cells  multiply  and  fill  the  tissue  in  all  direc- 
tions and,  as  they  frequently  enlarge  at  the  same  time,  it 
Jhri™cidSa"^       niay  at  last  be  difficult  to  distinguish  them  from  the  mater- 
cho^rion-ceiis.       ^^^  ^^''^^  ((lecidual  cells)  that  are  present.    In  other  words, 
the  attachment  of  the  villi  by  cell-columns  is  occasionally 
accompanied  by  an  infiltration  of  the  maternal  tissue  with  fetal  elements. 
— A  similar  infiltration  of  the  maternal  tissue  with  ectodermosyncytial 
(chorionepithelial)  elements  may  take  place  from  each  villus  instead  of 
from  the  cell-columns. — p]pithelial  proliferation  may  also  occur  in  the 
villi  that  become  attached  to  the  surface,  without  the   epithelial  cells 
invading  the  maternal  tissue. — The  proliferation  of  the  villous  epithe- 
lium is  most  interesting.    It  occurs  (1)  in  the  growing  villus  during  the 
early  months,  (2)  in  hydatid  moles,  and  (3)  during  the  attachment  of 
the  villi  to  the  basilaris,  and  in  the  latter  condition  the  chorionepithe- 
lial elements  may,  in  addition,  greatly  infiltrate  the  maternal  parts. 
If  the  infiltration  (invasion)  is  very  great,  the  suspicion  of  a  malignant 
process  may  be  arous(Ml;    under  the  influence  of  powerful  irritants  of 
unknown  origin  (in  myoma  with  pregnancy,  Rob.  Meyer)  an  extensive 
and  v(»ry  severe  infiltration  of  this  kind  with  fetal  elements  takes  place 
in  the  decidua  and  niuscularis,  and  an  inexperienced  observer  is  very 
apt  to  make  a  mistaken  diagnosis  of  malignant  chorionepithelioma. — 
Wlietlier  the  giant -cells  in  the  basilaris  (serotina),  which  were  described 
long  ago,  are  merely  derivatives  of  the  epithelial  covering  of  the  villi, 
or  whether  non-epithelial  structures  of  this  kind  occur  in  the  basilaris 
also,  is  difficult  to  (h^'ide.    It  has  at  least  been  definitely  observed  that 
most   giant-cells  are  derived   from   chorion-cells;    they  may  represent 
large   giant-cells   with   large,   shapeless,   well-staining  nuclei,   or  giant- 
cells  with  numerous  i)ale  nuclei  that  do  not  stain  well.     During  the 
later  months  the  attachment  of  the  villi  is  apparently  more  simple; 
besi(h\s  simple  agglutination  of  the  villi  with  the  surface — cither  the  tip 
or  part  of  th(5  villous  surface  attaching  itself  to  the  nmcous  membrane — 
a  number  of  them  penetrate  directly  into  the  tissue,  often  to  a  consider- 
able depth,  either  vertically  or  approximately  parallel  to  the  surface 
(attaching-villi);    these  have  no  epithelium  and  are  easily  distinguished 
from   the  decidual   maternal  tissue   by  their  stroma  and   paler,   more 
translucent  tissue  (Kig.  101,  villus  to  right). — In  specimens  in  which  the 
felal  vessels  have  been  injected  with  some  pigmented  material,  small 
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vessels  given  off  by  the  villi  and  entering  the  decidua  may  be  seen. 
During  the  later  months  the  so-called  ^ septa*  of  the  placenta  in  the  de- 
cidua serotina  demand  attention:  flat,  columnar  projections  of  decidual 
tissue  of  varying  thickness — forming  *  septa' — penetrate  the  placenta 
as  far  as  the  place  where  the  chorionic  villi  originate;  the  villi  attach 
themselves  to  the  septa  also. — 

In  addition  to  the  attachment  of  the  villi  to  the  basilaris,  mention 
must  be  made  of  the  villous  proliferations  in  the  vessels  (veins),  which 
occur  almost  regularly  to  a  limited  degree;  under  pathologic  conditions 
the  villi  may  proliferate  far  beyond  the  decidua  and  enter  the  maternal 
tissues  (compare  Fig.  86,  c).  In  hydatid  moles  altered  villi  are  seen  in 
the  vessels  beyond  the  uterine  muscularis. — The  villi  invade  the  basilar 
veins  from  the  intervillous  space  and  erode  the  vessels,  which  have  no 
special  walls  of  their  own;  the  villi  then  follow  the  blood-stream. — 
According  to  the  observations  of  some  authors  (Bumm,  Hofmeier), 
small  arterial  vessels  empty  their  contents  into  the  intervillous  space: 
and  in  this  way — hand  in  hand  with  the  veins,  which  often  contain 
villi — an  intervillous  circulation  is  established  in  the  human  placenta. — 
(A  detailed  description  of  the  intervillous  space  and  the  intervillous 
circulation,  a  description  of  the  method  of  attachment  of  the  ovum, 
of  the  changes  in  the  uterus  and  its  mucous  membrane  after  expulsion 
of  the  fetus,  and  of  the  development  of  the  cavity  of  the  ovum  during 
pregnancy  must  be  sought  elsewhere). — 

As    has    been    previously    stated,    the    microscopic    diagnosis    of 
pregnancy  is  based  on  the  demonstration  of  the  changes  incident  to 
pregnancy  and  of  the  products  of  gestation — on  the  demonstration  of 
maternal  and  fetal  tissue,  the  decidual  cells  and  the  chorionic 
villi. — The   decidual   cell   is   the   small,    round   stroma-cell    The  Microscopic 

,  Diagnosis  is 

of  the  mucosa  of  the  uterine  body  altered  by  the  irritation  Based  on  the 
of  pregnancy;  and  although  cells  exhibiting  decidual  ofthVi>ecidIia" 
changes  and  resembling  these  cells  occur  occasionally  chorionic  vlui! 
under  special  circumstances,  the  above  statement  is  never- 
theless in  the  main  correct. — It  has  never  been  proven  that  there  is  a 
regular,  constantly  occurring  transformation  of  the  elements  in  any 
other  situation  but  the  mucous  membrane  of  the  body  of  the  uterus, 
excepting  the  occasional  occurrence  in  the  mucous  mem- 
brane of  the  tubes  in  the  immediate  vicinity  of  the  ovum  uai^r^nsforSi 
(see  above). — The  doctrine  of  the  transformation  of  the  piawoIiy^Tn 
cervix  and  its  mucous  membrane  into  decidual  tissue,  Muwl^Tevei 
likewise  that  the  upper  portion  of  the  cervix  undergoes  theCenix^ 

decidual  change  and  is  converted  into  a  dilatation  of  the 
uterine  cavity  in  order  to  accommodate  the  growing  ovum,  is  false: 
while  it  is  true  that  the  cervix  occasionally  becomes  dilated  and  takes 
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part  in  the  formation  of  the  cavity  for  the  reception  of  the  ovum,  it 
is  nevertheless  always  preserved  as  a  cervix  and  recognizable  as  such. 
— Wh(»reas,  on  the  theory  of  the  transformation  of  the  cervix  into 
decidual  tissue,  the  exact   location  of  the  internal  os  cannot  be  pasi- 

tively  demonstrated  under  the  micro- 
""^***~  scope,  since  the  originally  well-de- 
fined boundary  between  the  cervical 
and  the  uterine  epithelium  becomes 
blurred  by  the  transformation,  it  can 
on  the  contrarj'  be  demonstrated  that 
the  internal  os  is  a  fixed,  immovable 
point.  The  proof  of  this  is  furnished 
by  the  fact  that  the  mucous  mem- 
brane, which  becomes  greatly  swollen 
and  transformed  into  decidual  tissue 
during  pregnancy,  remains  unchanged 
in  the  deepest  layers,  that  is,  the  part 
in  contact  with  the  muscularis  (Fig. 
102); — in  this  situation  the  character- 
istic uterine  glands  can  always  be 
demonstrated.  There  arc  no  cervical 
glands,  which,  if  present,  ought  surely 
to  be  demonstrable  in  this  deepest 
layer  of  the  mucosa,  if  it  were  derived 
from  the  upper  portion  of  the  cervix. 
In  the  gravid,  as  well  as  in  the  non- 
gravid  uterus  the  internal  os  is  situ- 
ated at  the  boundar)''  line  between 
uterine  and  cervical  epithelium  and 
glands;  it  is  not  necessary  to  distin- 
guish between  a  histologic  and  an 
anatomic  internal  os.  The  decidual 
cell  is  the  transformed  stroma-cell  of 
the  corpor(»al  nmcosa.  The  demon- 
stration of  this  fact — that  the  internal 
OS  is  a  fixed  point — that  no  regu- 
lar, constant  decidual  transformation  takes  place  in  the  cervix — supplies 
a  firm  foumhition  for  the  anatomical  doctrine  of  the  lower  uterine 
segment,  located  between  the  internal  os  and  the  point  of 
cervical  attachment.  During  tlie  expulsion  of  the  fetus  this 
portion  occasionally  becomes  considerably  distended  (drawn 
out  in  the  hmgitudinal  axis  of  the  uterus),  whereas  the  cervix  takes 
part    only   to   a   very   limited    tlegrec    in   this   longitudinal   distention, 


Fig.  102. — n.  Position  of  the  intem.il  os  iO.lA 
between  the  fourtli  and  the  fifth  month*-  of  prejr- 
nancy;  sliarplydefineii  houn<inry  hetween  e<.'r\ical 
anil  rorporeal  nnicou>  menihran**.  The  latter 
ifhows  two  layer.":  innnetiiately  U-neath  the  sur- 
face the  iniieosa  exhibit >.  ileeiilual  change,  the 
(!e<*i)er layer  lin  contact  uitli,  ami  in  part  jw^netrat- 
inp  the  ni!i.-*culari> '  con-i-f>-  r)f  unalteretl  uterine 
mucous  m«>mlirane  with  unaltered  uterine  (glands. 
b.  Uepinninir  <  )pitz-C;ehhard  change  in  a  uterine 
gland,  which  lie-  close  to  the  muscularis.  lOri^inal.) 


The  (Vnix  Re- 
main«-,  IVr-ist.-? 
a.-«  a  Cervix. 
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and  instead  undergoes  principally  a  transvci*se  distention,  i.e.,  *' dila- 
tation/'— By  means  of  a  microscopic  examination  it  is  possible:  (1) 
to  decide  the  question  whether  pregnancy  exists;  (2)  to  refute  the  doc- 
trine of  cervical  transformation:  (3)  to  explain  the  doctrine  of  the 
lower  uterine  segment:  and  at  the  same  time  to  prove  (4)  that  the 
(luestion  in  regard  to  the  internal  os  is  not  decided  by  the  attachment 
of  the  ovum  to  the  uterine  mucous  membrane,  which  is  entirely  a  mat- 
ter of  accident;  but  that  (5)  the  junction  of  the  cervical  and  uterine 
epithelium  alone  determines  the  position  of  the  internal  os. 


Microscopic   Diag^nosis  of  the  Membranes  Expelled   from   the  Qenitalia, 
Especially  from  the  Uterus. 

(Fibrin-Membranes,  Dysmenorrheic  Membranes,  Decidua  Graviditatis.) 

Examination  of  the  material  expelled  from  the  genitalia,  especially 
from  the  uterus,  consists  in  distinguishing  between  the  material  actually 
expelled  and  material  said  to  be  expelled,  which  is  occasionally  given  the 
physician  for  examination.  The  findings  of  the  latter,  while  extremely 
interesting,  will  not  be  included  in  the  present  description. — The  cor- 
rect interpretation  of  material  actually  expelled  from  the  genitalia 
may  be  of  the  greatest  importance  in  individual  cases;  an  error  in  diag- 
nosis may  harm  the  patient  and  damage  the  physician's  reputation. — 
The  prognosis  depends  on  the  correct  interpretation. — To  make  a  diag- 
nosis of  pregnancy,  e.g.,  in  the  case  of  membranous  dysmenorrhea  in  a 
virgin,  may  be  fraught  with  the  most  serious  consequences.  The  gravest 
errors  in  treatment  may  result  if  a  benign  condition  is  mistaken  for 
malignancy,  or  degenerated  myomatous  material  for  villi. — As  has 
been  repeatedly  emphasized,  the  material  received  for  examination 
must  first  be  subjected  to  careful  macroscopic  scrutiny.  In  many 
cases  an  experienced  gj-necologist  will  be  able  to  make  a  Maciwcc.pic 
diagnosis  without  any  further  examination,  although  even  inspection. 

the  expert  may  fail  to  interpret  the  condition  from  the  macroscopic 
appearance  alone,  or  may  actually  be  led  to  make  an  erroneous  diag- 
nosis.— Microscopic  examination  is  necessary  both  for  the  Micro..oi»pic 
purpose  of  controlling  a  previously  formed  opinion  and  of  Examination. 
confirming  the  diagnosis.  —  Depending  on  its  character,  material 
expelled  from  the  genitalia,  especially  from  the  uterus,  must  be  worked 
up  in  various  ways.  Fluid  material  may  rerjuire  chemical, 
bacteriologic  or  microscopic  treatment,  depending  ui)on 
whether  one  expects  to  find  albumin  or  mucin,  tubercle  bacilli  or  cocci 
(gonococci),    or    minute    tissue    elements    suspended     in    the    fluid. 
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The  (lucstion  to  bo  decided  may  be  purely  legal:  are  gonococci,  sperma- 
tozoa, or  particles  of  tumor  i)resent? — In  other  cases  a  portion  of  solid 
f6.  Solid  material    may   be    submitted   for    examination. — For    the 

Material.  examination   of  fluids  cover-slip   preparation    may  suffice, 

or  the  fluid  may  recjuire  centrifugation  in  order  to  obtain  cellular 
material.  Dry  preparations  may  hav(*  to  be  made  (see  above,  Micro- 
_      .    ,     .      scopic   Examination). — Semi-solid    material,   of   which   we 

OrKaniie«l  and  ' 

Unonraiiiieti        shall    hcrc  considcr   only  the  membranous  structures  ex- 
pelled  from   the  uterus,   may  be  divided   into  two  large 
groups:    organized   membranes  expelled  from  the  genitalia,  especially 
from  the  uterus,  and  unorganized  matters. 

Of  the  unorganized  membranes  expelled  from  the  genitalia 
the  most  important  are  those  consisting  of  fibrin,  the  expulsion  of  which 
is  often  attended  with  violent  pain.  Macroscopically  they  may  closely 
resemble  organized  mucous  membrane;  under  the  micro- 
scope we  find  a  network  of  fibrin  of  variable  thickness, 
made  up  of  fine  fibres  and  small  meshes,  and  containing  numerous 
colorless  blood-corpuscles,  mueus-cells  and  epithelia,  which  at  the  first 
glance  are  very  apt  to  give  the  imj^ression  of  organized  tissue.  So- 
callcMl  *  canalised  fil)rin' strongly  sugg(»sts  in  its  composition  preparations 
of  bone  and  bone-corpuseles  with  their  radiating  Haversian  canals. — 
Next  to  the  fil)rin  membranes  we  have  l)lood-clots,  which  are  also  held 
together  by  fibrin,  and  depending  on  their  age,  the  changes  produced 
in  them  by  the  action  of  fluids  in  tlieir  immediate  neighborhood,  and 
also  owing  to  tli(»ir  h^minated  arrangement,  are  often  difficult  to  diag- 
nose maen)se()i)ieally.  If  the  bl<)o<l  is  the  result  of  a  slow  and  scanty 
hemorrhage*.  esi)eeially  hcMuorrhage  into  fluid,  the  coagula  may  present 
such  a  striking  resemblance  to  chorionic  villi  or  to  a  beginning  hydatid 
mole,  that  a  strict  observance  of  the  rule  to  resort  to  the  microscopic 
confirmation  is  the  only  certain  means  of  i)rotection  against  diagnostic 
errors.  Coagulated  masses  of  mucus,  of  gelatinous  consist- 
»[rl*^^uHots  ency,  owing  to  the  large  roun<l  cells  embedded  within  them, 

foi-'^vmi"  assume  the  most   bizarre  shapes  by  distortion,  frequently 

resembling  larg(»  sarcoma  cells  or  even  syncytial  elements, 
and  may  give*  rise  to  error.  Immersion  in  alcohol  causes  these  masses 
to  shrink  and  harden  and,  after  they  have  be(»n  cut  in  sections,  stained 
and  washed  in  water,  tliey  again  become  glairy  and  gelatinous. 

The  most  important  among  the  organized  membranes  expelled 

from  the  uterus  are  the  dysnienorrlieic   membranes,  the  discharge  of 

which  is  often  attend<*(l  with  intense  pain  and  in  some  cases 

continues    witli    great    regularity    for    years,   the    external 

ap])earan('(»   usually  remaining   practically  unchanged.     In  other  cases 

they  make  their  apjx'arance  unexpectedly  at  longer  or  shorter  inter- 
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vals.  The  membrane  which  is  expelled  in  membranous  dysmenorrhea  is 
also  called  decidua  menstrualis,  a  term  which  is  based  on  an  old 
erroneous  conception  and,  as  it  is  likely  to  lead  to  error,  will  not  be 
used  in  this  place. — With  regard  to  the  anatomical  struc-  Dy«menorrheic 
ture  and  microscopic  composition,  great  differences  are  Membranes. 
to  be  noted.  In  the  main,  however,  it  may  be  said  that  the  majority 
of  observers  agree  with  regard  to  the  anatomical  and  microscopic  pic- 
ture, that  the  typical  features  are  only  exceptionally  obscured,  and  the 
diagnosis  therefore  is  difficult  only  in  exceptional  cases. — The  dys- 
menorrheic  membranes  represent  portions  of  the  uterine  mucous  mem- 
brane of  varying  size,  indeed  the  entire  upper  portion  of  the  uterine 
mucosa  may  be  expelled.  In  these  large  pieces,  eliminated  in  ioio  from 
the  uterus,  it  is  occasionally  possible  to  recognize  distinctly  the  region 
of  the  tubal  orifices  and  that  of  the  internal  os.  The  thin,  delicate 
membranes  are  usually  of  uniform  tenuity  and  pale  in  color;  they 
possess  a  smooth  surface,  corresponding  to  that  of  the  uterus,  and  a 
slightly  villous,  rough  surface,  corresponding  to  the  line  of  separation, 
or  avulsion,  from  the  uterine  mucous  membrane  (which  remains  be- 
hind).— In  membranes  that  are  expelled  in  ioto  the  part  correspond- 
ing to  the  reflexion  from  the  posterior  to  the  anterior  wall  is  especially 
thin. — The  histologic  composition  of  dysmenorrheic  membranes  corre- 
sponds to  the  picture  of  interstitial  exudative  endometri- 
tis; the  small  spheroidal  stroma-cells  are  forced  apart  by  ^^Memb^^n'** 
the  exudate;    the  latter  appears  in  the  preparation  as  a  Present  the 

finely   granular,    dust-like,    often    transparent    mass;     the  intemuiai 

small  round  cells  of  the  stroma,  however,  are  crowded  EndometrilL! 
apart  and  appear  small  and  compressed. — In  many  prep- 
arations the  framework  of  the  intercellular  substance  is  quite  con- 
spicuous.— The  glands  are  somewhat  obscured  in  the  microscopic 
picture;  their  epithelium  also  appears  smaller,  and  the  glands,  instead  of 
being  straight  (rectilinear),  are  compressed,  showing  zigzag  forms  or, 
to  use  Gebhard's  expression,  crumpled. — The  tingibility  is  diminished 
and,  as  the  exudate  itself  does  not  take  the  stain,  the  membranes 
appear  in  the  picture  only  moderately  well  stained. — This  picture, 
which  is  frequently  seen  and  may  be  said  to  be  the  most  common  pic- 
ture of  dysmenorrheic  membranes,  is  occasionally  modified  by  complica- 
tion with  inflammatory  affections  of  the  mucous  membrane  and  with 
hemorrhage;  the  stroma-cells  are  increased  in  number  and  accordingly 
more  densely  packed,  the  glands  showing  proliferation,  so  that  the 
[above  described]  picture  of  glandular  paucity  and  crumpled  appear- 
ance of  the  glands  is  not  seen;  instead,  the  picture  of  endometritis 
interstitialis  exudativa  glandularis  hsemorrhagica  is  produced. — The 
rough  external  surface  shows,  in  the  microscopic  picture,  glands  which 
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are  often  almost  eoinplet(»ly  isolated  from  their  surroundings,  and 
portions  of  stroma  that  are  forced  apart,  but  nowhere  the  expected 
picture  of  an  inflammatory  layer  (reaction-zone).  The  microscopic 
picture  supports  the  view  that  the  membranes  are  mechanically  sepa- 
rated l)y  the  exudative  swelling  which  takes  place  in  them,  the  sepa- 
ration being  attended  by  painful  contraction  of  the  uterus.  A  very 
interesting  and  noteworthy  condition  is  presented  by  the  stroma-cells 
in  the  deep  laycTs,  near  the  line  of  separation;  whereas  the  stroma- 
cell  of  the  uterine  mucous  nu^mbrane  is  usually  spherical  or  oval,  and 
completely  filled  by  its  nucleus,  certain  deviations  from  this  typical 
picture  are  occasionally  seen.     The  stroma-cells  in  the  deep  layers  of 

the  membrane  are  larger  than  usual;  in  some  of  the  cells 
Lawriiitiie       the   protoplasui   is   visible   and   the   nucleus   is    distinctly 

seen  within  a  round  or  oval  cell. — The  size  of  the  cells 
varies;  they  are  not  closely  aggregated  and  are  surrounded  by  round 
c(»lLs  which  are  compl(»tely  filled  by  their  nuclei;  these  enlarged  and 
altennl  cells,  which  are  found  in  the  deep  layers  near  the  line  of 
separation,  often  resemble*  small  decidual  cells. — 

The  above-described  condition  may  be  regarded  as  the  most  com- 
mon in  dysm(»norrh(»ic  membranes;  i.e.,  the  membrane  is  organized 
and  presents  the  picture  of  interstitial  exudative  stroma  alteration. — 
The  cells  in  the  deep  layiTs  particularly  occasionally  resemble  decidual 
cells. — Prei)arations  are  also  encountered  which,  even  to  the  unaided 
eye,  present  by  tluur  greater  thickness  and  grayish-brown  appearance 
certain  deviations  from  the  usual  i)icture  of  dysmenorrheic  membranes. 
In  the  microscoi)ic  picture  the  stroma-cells  in  or  near  the  deep  layers, 
or  throughout  the*  entire  membrane  up  to  the  surface  epithelium,  are 
converted  into  large  elemc^nts  with  cell  l)odies  and  nuclei.  It  is  very 
easy  to  fall  into  the  error  of  attributing  this  change  to  pregnancy. — 
In  such  cases  even  the  experienced  (»xaminer  finds  it  difficult  to  pick 
out  the  points  of  imi)ortance  for  a  dilTerential  diagnosis. — The  stroma- 
cells    no    longer    men»ly    nvsemble    decidual    cells    but    have    actually 

assumed  the  character  of  decidual  elements. — It  is  true  that 
strnma-ooiis  j^  ^jie  (jecldua  vcra,  which  repn»sents  an  alteration  due  to 
ivruiuaKviN      pregmuicv,  the  cells  are  of  uniform  size,  particularly  those 

an«l  JIvi'iituully        ,  ,..'  .  ri  i  i«i»i 

AH-uiiu'ih.-  Ill  adjoining  portions  of  tli(^  membrane,  while  m  dysmenor- 
in.ru\'iaiVvn       rJKMc  ineinl)ranes  there  is  apt  to  be  some  variation  in  size. 

The  inteiTcllular  substance*  in  the  mucosa  of  pregnancy 

is  more  finely  granular,  ofttMi  <iuite  h()mog(Mief)us,  like  a  soft  mass  in 
whicli  tlie  cells  lie  enilxMldcMl  as  though  they  had  been  pressed  in;  while 
in  the  (lysnu'iiorrheic  meiiibranes  the  intercellular  substance  is  more 
fi))n>us,  and  iiia<le  \\\)  of  delicate  fibrils.-— The  blood-vessels  in  the  decidua 
are  distended  with  ))lood,  ainl  lined  with  endothelium  only,  whereas  in 


SPECIAL   DIAGNOSIS 


200 


Dedduftl 


thf?  non-gravid  state  the  mucosa  shows  ihick-walled  and  usually  rather 
narrow  vessels.  It  is  evident  from  what  has  lit  en  ^ai*!  that  in  indi- 
viihial  rasas  thf*  dilTerontml  diaj^iosis  betwi»rn  pathologic  conditions 
(dyjiinciiorrheic  mcmibrancH)  and  change;?  due  to  pregnancy  may  be 
exceedingly  difficult. — It  is  interesting  to  note  that  there  arc,  in  addi- 
tion to  the  irritation  of  pregnancy,  other  etiologic  factors  that  are 
capable  of  producing  decidual  changes, — 

In  addition  to  the  dysmcnorrheic  membranes,  true  decidual 
membranes  are  also  expelled:  the  microscopic  examination  and  the 
macroscopic  appearance  of  the  decidua  havo  already  been  deseribf^d  (see 
above).  The  demonstration  of  the  decidual  character  of  the  membrane 
in  itself  sufBces  to  establish  a  diagnosis  of  pregnancy; 
but  it  doe^  not  determine  its  seat,  since  decidual  tissue  is 
formed  in  the  uterus  in  both  intra-uterine  and  extra-uterine  pregnancy. 
Histologic  differences  between  the  decidua  of  intra-uterine  and  that 
of  extra-uterine  pregnancy  have  been  described:  it  is  said  that  in  extra- 
uterine pregnancy,  in  accordance  with  the  lesser  enlargement  of  the 
uterus,  thp  decidual  cells  are  smaller,  the  decidua  as  a  whole  thicker, 
and  the  glands  less  numerous.  But  the  differences  are  not  sufficiently 
characteristic,  and  the  material  submitted  for  examination  is  often  too 
scanty  for  a  thorough  study,  being  just  enough  for  a  diagnosis  of  preg- 
nancy-^If  chorionic  villi  arc  found  among  the  membranous  portions, 
il  IB  a  proof  that  the  ovum  is  situated  within  the  uterus. 

Occasionally  cystic  structures  of  varying  size 
are  di^cliarged  along  with  the  membranous  material,  and 
ftlso  sometimes  without  it,  but  always  accompanied  by 
hemorrhage.  The  tnacroscopic  appearance  of  ihe  cysts  suggests 
hydatid  inole,  and  the  provisional  diagnosb  is  usually  confirmed  by 
thr  niicrosc*»pe. 

Occasionally  material  consisting  of  thick,  membranous  shreds  of 
ii:<^ye.  often  tubular  in  sliupe  or  of  irregular  outline,  is  submitteil  to  the 
examiner  as  having  been  expelled  from  ilw  genitalia.  Sometimes  it  is 
poHsible  with  tlu*  unaided  eye  to  ideraify  such  material  as  coming  from 
thf  vagina  by  the  partially  preserved  ealumna  rugarum;  while  micro- 
scopic examination,  which  is  often  quite  difficult  on  account  of  the 
gangrenous  change  in  the  material,  taken  together  with  the  macroscopic 
appearance,  establishes  the  diagnosis  of  exfoliative  vaginitis 
(particularly  after  some  grave  disease).— After  severe  cau- 
terization (ehlorid  of  zmv)  large  ptjrtions  of  the  uterine 
tuucoi^a  and  muscular  layer  are  expelled.  With  the  aitl  of 
the  microscope  the  origin  of  these  membranous?  masses  of  varjing 
thickness  may  be  determined.  But  often  without  prr*vious  cauteriza- 
tion large  *'meml)ranous'*  pieces  may  be  discharge*!  after  parturition 
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(metritis  exfoliativa),  and  here  again  the  microscope  must  decide  as  to 
the  origin  of  the  suspected  material. 

Besides  these  firm,  compact  masses,  delicate,  whitish,  thin 
membranes,  made  up  of  stratified  squamous  vaginal  epithe- 
lium, are  observed.  Along  with  the  squamous  epithelium 
^MStTiS?  the  tips  of  the  papillae  are  seen  in  these  structures  (Fig. 

EpithSihliL.  103),  which  represent  the  exfoliated  superficial  laver,  and 
often  almost  the  entire  vaginal  mucous  membrane.  The 
causes  of  this  condition  are  cauterization,  irritation  with,  or  local 
application  of,  liquor  ferri  chloridi,  chlorid  of  zinc,  or  alum. 

Morbid  products  from  the  bladder  are  sometimes  expelled  from 
the  genitalia  in  the  shape  of  small,  membranous  particles  and,  owing 
to  the  marked  proliferation  of  the  surface  epithelium,  may  be  mistaken 
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Fio.    103. — Vaginal  Mkmbkan'e:    Vaginal   cpitltcriuin  with  the  tips  of  papilla.      (Oricinal.) 

for  carcinoma;  but,  before  a  diagnosis  of  carcinoma  can  be  made,  it 
must  be  demonstrated  that  the  epithelium  has  slowly  crept  into  the 
stroma;  although  it  is  quite  true  that  papillary  fibromata  of  the 
bladder  may  possess  very  little  connective  tissue.  (Compare  micro- 
scopic diagnosis  of  polypi  and  particles  of  tissue  obtained  from  the  uterus.) 
— Mycelium  from  the  vagina  (Gidium  albicans)  is  usually  expelled  in 
the  form  of  membranous  shreds  mixed  with  squamous  epithelium. 

It  appears,  therefore,  that  from  the  genitalia,  and  from  the  uterus 
in  particular,  unorganized  and  organized  products  of  gestation,  alter- 
ations due  to  pregnancy,  and  benign  and  malignant  masses  may  be 
expelled. — In  most  cases  the  nature  of  the  material  expelled  can  be 
positively  determined  by  microscopic  examination,  or  the  microscope 
confirms  the  diagnosis  based  on  naked-eye  inspection.  The  question 
whether  the  susi)ected  material  is  malignant — whether  it  is  carcinoma, 
sarcoma,  or  chorionic  epithelioma — cannot  in  most  cases  be  decided 
without  the  microscope. 
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Displacements  of  the  Uterus  and  Adjacent  Organs. 


DefiuiiloiiA. 


The  normal  uterus  ia   movable  within   wide  limits.     Under  the 
luence  of  abdominal  pressure,  and  when  the  adjacent  organs  are  full, 
Sthe  uterus  may  alter  its  position;    but  it  returns  to  its  normal  position 

^BB  soon  as  the  cause  has  been  removed,  provided  the  peri- 
toneum and  its  reinforcing  ligaments  and  the  pelvic  con- 

laective  tissue  possess  their  normal  elasticity;  these  are  physiologic 
dieplaeements.  In  contradistinction  to  physiologic^  we  designate  as 
pathologic  displacements  those  which  are  permanent.  The  causes  of 
these  permanent  dispjacements  reside  in  conditions  which  perma- 
nently affect  the  uterus.  Of  course,  even  these  displacements  may 
correct  themselves,  and  the  uterus  may  return  to  its  normal  position, 
if  the  permanent  cause  is  removed;  thus,  e.g.,  a  uterus  which  has  been 
displaced  forward  by  an  ovarian  tumor  in  Douglas'  space  may  return 
to  ita  normal  position  if  the  tumor  is  removed. 

Displacements  of  the  uterus  also  involve  the  tubes,  ovaries  and 
vagina;  in  addition,  the  adjacent  organs,  bladder  and  rectum,  also 
suffer  a  change  of  position.  As  the  position  of  the  uterus  usually  con- 
stitutes the  characteristic  feature  of  the  clinical  picture,  displacements 
are  classified  according  to  the  position  of  the  uterus,  as  follows: 

1.  Positions.  Displacement  in  which  the  uterus,  while  retain- 
ing its  normal  curve,  varies  its  position  in  relation  to  the  pelvis.  Taking 
the  pelvic  axis  as  a  basis,  we  speak  of  anteposition  (anterior  position — 
"the  uterus  is  forward'')  when  the  entire  uterus  is  dis- 
placed   forward;     retroposition,    when    the    dislocation    is 

^backward;  and  lateroposition,  when  the  organ  is  displaced  to  one  side 
of  the  pelvic  axis.  In  the  same  manner  the  uterus  may  be  displaced 
upward  in  the  pelvic  axis,  elevation;  and  downward,  descent  or 
prolapse  of  the  uterus. 

2,  Versions  are  changes  in  the  position  of  the  uterus  in  which 
the  body  de  via  tea  to  one  aide  of  the  pelvis  and  the  cervix  to  the  other; 
in  this  condition  the  uterus  rotates  around  s  pivotal  point  situated  in 
the  upper  portion  of  the  cervix,  where  it  is  held  fast  by  the 
pelvic  connective  tissue.  The  version  is  designated  with 
reference  to  the  normal  position  of  the  uterus,  and  we  accordingly 
speak   of   anteversion,    when   the    body   is    displaced    forward   on    the 

tbiadder;  retroversion,  when  it  turns  over  backward;  and  lateroversion, 
when  it  inclines  to  one  side*  In  this  anomaly  the  uterus  is  usually 
drawn  out,  elongated. 
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3.  Flexion  indicates  a  displacement  of  the  uterine  body  with 
reference  to  the  c(Tvix  and  implies  a  change  in  the  cervico-corporeal 
angle.  We  speak  of  anteflexion  when  the  angle  is  much  more  acute 
than  in  the  normal  uterus,  and  of  retroflexion  when  the 
body  is  turned  over  backwards  so  that  the  angle  presents 
posteriorly.  Lateroflexion  is  exceedingly  rare  because  the  uterus  does 
not  readily  benil  in  this  way,  and  most  apparent  lateroflexions  are  really 
anteflexions  or  retroflexions  combined  with  torsion. 
^    .  4.  Torsion  or  rotation  of  the  uterus  around  its  long  axis. 

T<»n*i<»n.  ... 

5.  Inversion   indicates   an   invagination   of   the   uterine 

111  version.  ,,   .  , 

wall  into  the  uterine  cavity. 
*""*'  6.  Hernia  is  a  displacement  of  the  uterus  into  a  hernial 

sac.  So  far  inguinal  and  crural  herniae  of  the  uterus  are  the  only  ones 
that  have  been  described. 

The  diagnosis  of  these  displacements  must  include,  besides  the 
determination  of  the  position  of  the  uterus  and  adjacent  organs,  the 
causes  of  the  dislocation.  Most  displacements  are  secondary  and  due 
to  causes  acting  on  the  uterus  from  without.  These  causes  in  most 
cases  are  much  more  important  from  a  pathologic  standpoint  than  the 
displacement  itself:  thus,  e.g.,  dextroposition  of  the  uterus  is  in  itself 
an  entirely  indifferent  affection,  while  its  cause,  right-sided  parame- 
tritis with  adhesions,  or  a  left-sided  intraligamentary  tumor,  is  the 
real  source  of  the  symptoms.  This  is  particularly  true  of  malpositions 
and  versions  of  the  uterus,  whereas  i)rolapse  and  the  various  forms  of 
flexion  are  in  themselves  of  considerable  pathologic  importance. 

Anteposition  of  the  Uterus. 

The  entin*  utcTus  is  crowded  forward:  the  vaginal  portion  is 
immediately  behind  {\w  symphysis  at  its  normal  level  opposite  the 
lower  bonier  of  the  bone*;  the  fundus  is  felt  immediately  behind  the 
Palpatory  abdominal  walls,  and  sometimes  the  adnexa  in  immediate 

FimiinKs.  connection  with  it;   the  vaginal  vault  is  also  displaced  for- 

ward, so  that  the  vagina  runs  upward  behind  the  symphysis  (Fig. 
79).  Not  infrecjuently  the  greatly  distended  bladder  is  found  imme- 
diately behind  (underneath)  the  abdominal  walls  in  anteposition  of 
th(»  uterus,  l)ecaus(»  evacuation  of  the  urine  is  interfered  with  by 
compression  of  the  urethra  or  of  the  floor  of  the  bladder. 

The  most  frcMjuent  cause  of  anteposition  of  the  uterus  is 
a  retro-uterine  tumor  which,  in  order  to  gain  room  for  its 
development,  has  displaced  the  uterus  forward.  Such  arc  tumors  of 
th(»  ovary  and  tube  occui)ying  Douglas'  si)ace.  The  most  advanced 
form  of  anteposition  occurs  with  lar^e  retro-uterine  hematoma  or 
serous  or  purulent  pelvic  exudates;    i\w  uterus  is  often  so  close  to  the 
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anterior  wall  of  the  exudate  that  it  cannot  be  palpated  with  certainty. 
More  rarely  the  uterus  is  displaced  forward  by  traction  and  fixed  by 
adhesions;  e.g.,  a  hematoma  or  exudate  in  the  vesico-uterine  excava- 
tion may  become  inspissated,  with  the  formation  of  adhesions  that 
draw  the  uterus  forward  and  produce  permanent  union  with  the  peri- 
toneum of  the  anterior  abdominal  wall.  The  cicatricial  tissue  resulting 
from  parametrial  lacerations  or  exudates  also  draws  the  cervix,  and 
with  it  the  body  of  the  uterus,  forward.  Combinations  with  latero- 
position  occur  when  the  tumor  occupies  a  lateral  position,  or  traction  is 
exertetl  forward  and  to  one  side — with  elevation,  when  the  tumor 
develops  underneath  the  uterus  and  pushes  it  upward. 

The  diagnosis  of  this  form  of  displacement  may  be  difficult  when 
the  uterus  cannot  be  felt  with  the  external  hand,  and  particularly  when 
it  cannot  be  differentiated  from  retro-uterine  tumors  by  palpation.  By 
making  the  most  of  the  internal  fingers  and  pushing  the 

1  11  1  1  r       1  •  11  Diafl^nosis. 

anterior  vagmal  wall  upward,  enough  of  the  anterior  wall 
of  the  cervix  and  body  of  the  uterus  may  be  felt  to  justify  the  assump- 
tion that  the  entire  uterus  is  forward.     If  the  bladder  is  distended  it 
must  be  evacuated  in  order  to  make  it  possible  to  demonstrate  the 
uterus  in  its  forward  position. 

Retroposition  of  the  Uterus. 

In  retroposition  of  the  uterus  the  vaginal  portion  is  posterior, 
while  the  external  os  is  directed  downward  and  somewhat  forward;  the 
body  of  the  uterus  is  in  the  hollow  of  the  sacrum  imme-  -paipatoo- 

diatcly  in  front  of  the  anterior  sacral  wall,  with  the  fundus  Findings. 

directly  under  the  promontory;  the  normal  curve  is  preserved  (Fig.  104). 

In  retroposition,  more  than  in  any  other  displacement,  the  anom- 
aly itself  is  of  no  significance  whatever,  while  the  causes  of  the  dis- 
placement are   entirely   responsible   for  the  symptoms.     Occasionally 
retroposition  is  present  in  the  recumbent  position  due  to 
relaxation    of    the    ligaments,    permitting    the    uterus    to  "^' 

fall  backward;  this  of  course  has  no  pathologic  significance.  It  must 
be  borne  in  mind  also  that  the  retroposition  may  be  due  to  a  distended 
bladder,  which  sometimes  cannot  be  discovered  by  palpation.  The 
most  frequent  cause  of  retroposition  is  inflammation  behind  the  uterus 
with  adhesions.  The  inflammation  may  be  in  Douglas'  space  and 
may  represent  the  remains  of  an  evacuated,  perforated  or  inspissatetl 
hematocele  or  pelveoperitonitic  abscess,  which,  in  the  recent  stage, 
cause  anterior  displacement  of  the  uterus  and,  as  the  inflammatoiy 
tissue  contracts,  draw  the  uterus  backward  and  i)roduce  a  retroposi- 
tion; or — what  is  unquestionably  a  more  frtHjuent  cause — inflamma- 
tory  adhesions   are   formed   in   the   parametrium,    particularly   in   the 
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two  folds  of  Douglas  and,  by  displacing  the  upper  cervical  segment 
backward  and  upwaril,  produce  a  combination  of  retroposition,  ante- 
flexion and  elevation.  A  rare  cause  is  found  in  tumors  situated  in  front 
of  the  uterus,  lifting  the  uterine  body  from  the  bladder  and  crowding 
the  entire  viscus  backward;  they  are  usually  ovarian  tumors,  easily 
movable  pus-tubes  and,  occasionally,  hematomata  or  exudates  in  the 
peritoneum  or  in  the  antecervical  connective  tissue. 

Combinations  of  retroposition  and  laterodisplacement  are  very 
frequent,  when  the  contraction  takes  place  in  one  of  the  folds  of  Douglas 


Fio.  104. — Rftkopobition  of  tiik  I'TKHrs  FROM  PoHTERiOR  PARAMETRITIS.    P.-F.    ?a.    (Original.) 

and  draws  the  uterus  toward  that  side;  with  retroversion,  when  the 
contraction  acts  chiefly  from  behind  on  the  body  of  the  uterus,  the 
vaginal  portion  turning  forward  and  the  os  being  directed  backward 
ami  a  little  downward. 

The  diagnosis  is  easy,  provided  it  is  possible  to  feel  the  uterus 
at  all.  The  posterior  position  of  thci  vaginal  portion  at  the  pelvic  wall, 
with  the  OS  directed  downward,  is  in  itself  distinctive,  and  may  estab- 
lish the  diagnosis  if  the  abdominal  walls  are  so  thick  that  the  uterus, 
which  lies  posteriorly  and  deep  in  the  pelvis,  cannot  be  reached.  If 
the  anterior  vaginal  vault  is  pushed  up  as  far  as  possible  and  it  can 
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be  demonstrated  that  the  uterus  is  flexed  on  its  anterior  wall,  the 
diagnosis  can  bo  made  with  the  internal  liand  alone.  Not  infrequently 
general  anesthei^ia  is  required  for  the  diagnosis  of  this 
displacement.  Retroposition  13  very  frequently  confounded 
with  retrofiexion  because  the  two  terms  are  used  indiscriminately,  and 
practitioners  are  in  the  habit  of  regarding  every  uterus  that  cannot  be 
felt  in  front  as  a  retroflexed  uterus  (see  p.  246). 

The  diagnosis  of  the  eause  is  more  important*  Posterior 
fixation  is  readily  recognized  by  drawing  the  uterus  forward  with  both 
bands,  or  with  one  hand  only  through  the  posterior  vaginal  vault :  if 
the  procedure  is  accompanied  by  pain,  the  cause  must  be  sought  in  an 
inflammatory  condition.    The  distinction  between  posterior  perimetritsa 


Fra,  lOfi-^OtXTiicii^OBiTTOK  or  the  UTERtni  ntru  -po  a  Lmrr-ftmso  Itrr&dU.i(iAiti^XTA]iT  Otabus?  TtTMDik 
P^F.  H'  lOnciuuilO  Cyitic  owua  tumoir,  ch«  mat  of  An  Apple,  in  tine  kft  brtmd  JigMTtuni,  ttAtaohfld  i<i  tt^ 
pvlvie  wall  |:v  Ailb«ioai  ptMAmttntiy  mhI  oa  Ihm  Ml  ffuk.  Tbe  u(«nM  4»  oocapl«t«ly  dkplAwcl  «ut«  tb*  rii^^)'  luilf 
of  llac  pdvU, 

and  parametritis  is  also  quite  easy.  If  the  body  of  the  uterus  is  covered 
with  adhesions  and  fixed  at  the  point  where  it  is  covered  with  perito- 
neum, the  cause  is  perimetritis;  if,  on  the  contrary,  the  external  hand 
readily  passes  down  behind  the  uterus  into  Douglas'  space  without 
feeling  any  adhesions,  while  the  attempt  to  push  up  the  posterior  vault 
of  the  vagina  at  once  meets  with  the  resistance  of  resilient  tissue  or 
inflammatory  bands,  the  cause  is  a  parametritis* 

Lateroposltion  of  the  Uterus  (Dextroposition,  Sinlstroposltion). 

The  uterus  is  displaced  to  the  Lateral  wall  of  the  pelvis  and  retains 
ltd  normal  flexion.  The  Ijody  lies  on  the  bladder  or  occupies  a  partiaUy 
erect  position;  the  vaginal  vault  on  the  side  toward  which  the  uterus 
IB  displaced  is  narrowed  to  a  mere  slit  by  the  vaginal  portion,  while 
on  the  other  side  the  vault   is  well  developed-     The  adnexa  between 
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the  uterus  and  the  i)elvic  wall  are  difficult  to  palpate,  while  on  the 
other  side  they  are  drawn  into  the  middle  of  the  pelvis  (Fig.  106). 

Lateroposition  in  rare  cases  is  due  to  congenital  shortening  of 
the  broad  ligament.  Among  acquired  causes  tumors  of  the  adnexa, 
developing  laterally  between  the  uterus  and  the  pelvic  wall,  play  a 
prominent  part.  If  the  tumors  arc  pedunculated  they  do 
not  greatly  affect  the  position  of  the  uterus,  and  occupy 
Douglas'  space  or  emerge  from  the  pelvis  as  they  grow.  On  the  other 
hand,  adherent  tumors  of  the  tube  and  ovary,  especially  intraligamen- 
tary  tumors,  must  crowd  the  uterus  to  one  side  in  order  to  gain  the 
necessary  space  for  their  development  (Fig.  105).  Typical  cases  of 
lateroposition  are  found  with  intraligamentary  hematomata  and  exu- 


FlO.    lOTi. — DEXTnOPOBITTOK    OP    THE   UteRUS    FROM    RlOHT-BrDKD    PARAIfETRITIS    WITH    AdHBUOX*. 

P.-F.  Va.  COriRinal.)  The  uterus  b*  entirely  witliin  the  right  half  of  the  pelviii,  fixed  by  the  inflamed  and 
contract e<l  right  fold  of  IJouglasi.    The  loft  adnexa  arc  drawn  into  the  middle  of  the  pelvis. 

dates.  When  the  tumor  occupies  the  upper  portion  of  the  broad  liga- 
ment it  merely  disi)laces  the  uterus  to  one  side,  and  lateroversion  re- 
sults; when  it  is  in  the  vaginal  vault,  a  slight  degree  of  elevation  is 
often  associated  with  the  lateral  displacement.  In  cases  of  bilateral 
intraliganu^ntary  tumors  the  uterus  is  caught  between  the  two  and 
forced  upward.  Another  cause  of  laterodisplacement  is  found  in 
chronic  inflammation  resulting  in  adhesions  which  contract  and  draw 
the  uterus  to  the  pelvic  wall.  The  original  exudate  may  have  been 
intraligamentary,  or  may  have  occupied  the  upper  portion  of  the 
pelvic  connective  tissue;  or  Douglas'  folds  on  one  side  may  contract, 
in  which  case  the  uterus  also  suffers  a  slight  backward  displacement 
(Fig.  100).  In  this  way  a  recent  intraligamentarj''  exudate  may  cause 
disi)liicom(uit  of  the  utcM'us  to  on(»  side  and,  after  absorption  has  taken 
place,  draw  the  viscus  through  the  niiddh*  of  the  pelvis  to  the  opposite 
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wall.     Inflammatory  processes  resulting  in  adhesion  are  less  common 
in  the  peritoneum  and  in  the  adnexa. 

Slight  grades  of  lateroposition  are  usually  overlooked.  They  are 
most  readily  recognized  by  marking  the  median  line  with  the  internal 
hand,  introduced  in  approximately  the  same  manner  as  for 
measuring  the  diagonal  conjugate,  and  determining  the 
relative  position  of  the  uterus.  In  this  way  it  may  be  recognized  that 
the  lateral  aspect  of  the  uterus  projects  beyond  the  median  line  into  the 


DiagnosiM. 


Flo.  107.— Elbtation  of  the  Utkbus  fbom  Fixation  or  the  Oroan  after  C^cbarian  Section.    P.-F. 

>^.    (Original.) 

other  half  of  the  pelvis,  and  that  mobility  in  one  direction  is  dimin- 
ished. If  the  lateroposition  is  due  to  a  large  tumor,  palpation  of  the 
uterus  may  be  quite  difficult.  Lateral  fixation  is  recognized  as  the 
cause  of  lateroposition  by  attempting  to  bring  the  uterus  into  the 
median  line,  using  both  hands,  and  noting  the  elastic  resistance 
encountered  and  the  pain  elicited  by  the  manipulation. 

Elevation  of  the  Uterus. 

In  elevation  of  the  uterus  the  organ  is  lifted  out  of  the  pelvis  in 
the  direction  of  the  pelvic  axis  and  brought  slightly  nearer  the  ante- 
rior abdominal  wall.     The  vaginal  portion  may  be  found  above  the 
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upper  margin  of  the  symphysis,  while  the  fundus,  even  when  the 
uterus  is  not  enlarged,  may  rise  almost  to  the  navel.  The  utenis  may 
Palpatory  "se  spontaneously  if  it  becomes  so  much  enlarged  that  it 

Findings.  j^^  longer  finds  room  in  the  pelvis  (pregnancy,  myomata). 

This  form  of  elevation  can  be  determined  only  by  finding  the  vaginal 
portion  at  a  higher  level  than  normal  and  cannot  be  deduced  from  the 
level  of  the  fundus. 

The  causes  of  elevation  arc  usually  external  to  the  uterus — com- 
monly a  tumor  which  has  developed  underneath  the  uterus  and  pushed 
it  upward,  such  as  hematocolpos,  large  carcinomata  and  sarcomata  of 
the  vagina,  large  submucous  uterine  myomata  and  tumors  of  the  recto- 
vaginal septum,  that  have  been  expelled  into  the  vagina. 

****'"  Tumors   situated  in  Douglas'  space   produce  anteposition 

as  well  as  elevation.  Much  more  rarely  the  uterus  is  drawn  out  of  the 
pelvis  by  tumors  attached  to  it  by  pedicles,  such  as  ovarian  tumors,  or 
by  adhesions  attached  to  the  anterior  abdominal  wall.  Such  adhesions 
give  rise  to  pronounced  elevation  only  when  they  have  been  formed  at 
a  time  when  the  uterus  was  high  up  and  in  contact  with  the  anterior 
abdominal  wall,  i.e.,  during  pregnancy,  parturition  or  the  puerperium. 
Adhesions  of  this  kind  form  after  Ciesarian  section  or  result  from  pyosal- 
pinx  during  the  puerperium.  They  do  not  really  elevate  the  uterus, 
but  merely  hold  the  organ  fast  in  its  high  position  and  prevent  it  from 
sinking  back  into  the  pelvis  during  involution.  Ellevation  of  the  utenis 
in  addition  results  from  artificial  'fixation,  as  in  ventrofixation,  myo- 
motomies,  securing  ovarian  stumps  with  sutures,  and  the  like  (Fig.  107). 
The    diagnosis     of     elevation    is    easy    and    presents 

lagnww.  difficult i(»s    Only   when  the  vaginal   portion   is  so  high  as 

to  be  out   of   reach,   or  the  uterus  is  so  firmly  adherent  to  tumors 
that   its    outlines    cannot    be    determined. 

Prolapse. 

Prolapse  is  the  time-honored  term  for  downward  displacement  of 
the  uterus  and  includes  a  number  of  anomalous  positions  of  the  uterus, 
vagina  and  adjacent  organs  that  arc  etiologically  quite  different  and 
represent  entirely  distinct  clinical  pictures.  The  physician 
must,  therefore,  never  content  himself  with  a  diagnosis  of 
*' prolapse."  He  must  include  in  his  diagnosis  the  changes  present  in 
all  the  organs  that  take  part  in  the  prolapse.  For  this  purpose  system- 
atic examination  of  the  vulva,  with  the  floor  of  the  perineum,  and  of 
the  i)elvis,  the  vagina,  uterus,  bladder  and  rectum  is  necessary. 

The  various  forms  of  complete  i)rolapse  represent  the  final  stages  of 
gradually  developing  changes,  and  are  usually  very  much  alike.  Most 
cases  of  i)rola{)se,  howevtT,  that  come  under  the  physician's  observation 
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are  incomplete,  or  still  in  the  process  of  development,  and  differ  in  cer- 
tain important  points,  until  they  finally  reach  the  terminal  stage  which 
is  practically  the  same  in  all  forms.  As,  however,  the  process  may 
become  arrested  at  any  stage,  it  is  not  proper  to  base  a  diagnosis  exclu- 
sively on  the  terminal  conditions;  the  transitional  stages  must  also  be 
described  as  separate  and  distinct  clinical  pictures,  bearing  in  mind, 
however,  that  the  transition  to  the  final  stage  is  often  quite  rapid. 
Thus  one  woman  may  suffer  from  moderate  descent  of  the  vagina 
and  continue  in  the  same  condition  until  the  end  of  her  life,  while 
in  another  patient  a  moderate  degree  of  descent  of  the  vagina 
(partial  prolapse)  may  within  a  few  months  become  converted  into 
complete  prolapse  of  the  vagina.  Similar  changes  occur  in  the  uterus. 
For  this  reason  I  have  subdivided  the  various  clinical  pictures  which  are 
included  under  the  generic  term  *' prolapse. " 

The  various  stages  of  development  afford  a  good  opportunity  for 
investigating  the  mode  of  prolapse,  and  as  several  distinct  therapeutic 
principles  are  based  on  the  genesis  of  the  condition,  certain  etiologic 
factors  must  be  included  in  the  diagnosis.  Thus,  treatment  is  materi- 
ally influenced  by  the  question  whether  a  prolapse  of  the  uterus  is 
primary  or  secondary. 

I  employ  the  term  descent-  for  displacement  of  the  vagina  or 
uterus  down  to  the  plane  of  the  vulva;  prolapse  when  the  parts 
descend  below  the  vulva;  and  by  inversion  I  mean  invagination  of 
the  vagina  from  above  through  the  cervix. 

The  position  of  the  patient  is  extremely  important  in  making  a 
diagnosis  of  prolapse.  Theoretically  the  erect  posture  is  the  best,  be- 
cause under  the  influence  of  abdominal  pressure  the  displacement  of 
the  organs  is  found  in  the  exact  condition  that  produces  the  symptoms 
as  the  woman  pursues  her  daily  occupation.  In  the  recumbent  posi- 
tion minor  grades  of  prolapse  disappear,  while  the  more  pronounced 
forms  become  considerably  smaller,  and  only  a  complete  prolapse 
remains  practically  unchanged.  But  as  examination  in 
the  standing  posture  is  hardly  decent,  and  bimanual  th^woiSlirn 
palpation  and  the  use  of  the  sound  are  impossible,  it  is  E^^SSSion! 
best  to  examine  for  prolapse  on  the  examining-chair; 
having  the  patient  bear  down  or  drawing  the  prolapsed  structure  as 
far  out  of  the  vulva  as  possible  with  forceps  or  fingers.  In  some  cases, 
however,  it  is  well  to  examine  afterwards  in  the  standing  position  in 
order  to  determine  the  degree  of  displacement  present. 

The  examination  should  be  begun  with  inspection  of  the  vulva. 
In  minor  grades  of  descent  of  the  vagina  and  uterus  the  closure  of  the 
vulva  is  still  almost  complete;  but  on  bearing  down,  the  labia  separate 
and  the  prolapsed  parts  come  into  view.    In  severer  grades  the  vulva 
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gapes  to  a  degree  corresponding  to  the  volume  of  the  prolapsed  parts. 
In  such  cases  the  width  of  the  introitus  can  only  be  determined  by 
replacing  the  prolapse.  Scars  or  perineal  tears  are  very  frequently, 
although  not  constantly  present;  even  when  the  peritoneum 
is  intact  it  appears  greatly  shortened  and  compressed  by 
the  prolapse,  but  the  frenulum  and  fossa  navicularis  can  still  be  brought 
out.     Perineal  lacerations  of  medium  grade  which  have  obliterated  the 


Vulva. 


Fio.  108. — Anterior  and  Poatkrior  Descent  of  the  Vagina,  with  Descbmt  of  thb  Umiai. 
P.-F.  }n.  (Original.)  Doth  vaginul  walls  protrude  as  far  as  tiie  iiitroitufl;  modermte  cqrstooele;  snMll 
rectooele.  Uterus  Momewhat  prolapsed.  The  transverse  line  in  these  iiluatrationa  of 
prolapse     indicates     the     plane     of     the    vulva. 

fossa  navicularis,  so  that  the  skin  of  the  peritoneum  merges  directly 
with  the  prolapsed  posterior  vaginal  wall,  are  the  most  common.  In  the 
rare  cases  of  prolapse  in  nulliparte  the  shortened  remains  of  the  greatly 
separated  hynien(^al  folds  are  seen  at  the  introitus.  The  anus  and  the 
internal  orifice  of  the  urethra  must  also  be  inspected,  because  prolapse 
of  the  urethra  and  of  the  rectal  mucou.s  membrane  is  very  often  asso- 
ciated with  prolapse  of  the  vagina.  Umbilical,  inguinal  and  femoral 
herniio  are  also  fairly  common. 

Th(»  vagina  takes  part  in  all  varieties  of  prolapse,  and  the 
following  conditions  may  be  distinguished: 
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Descent  of  Both  Vaginal  Walls. — In  most  cases  both  vaginal  walls 
protrude  into  the  introitus  as  the  woman  bears  down,  the  anterior 
usually  more  than  the  posterior  (Fig.  108);  circular  descent  Descent  of 

of  the  vaginal  wall  is  rare.  The  relaxed  posterior  columna  ^^p^t'erk,^ 
rugarum  is  very  often  obliquely  placed  because  one  side  va«inai  waii*. 
has  been  torn  away  by  a  vaginal  laceration  and  the  columna  is 
drawn   over  to   the   other  side   by   the    force   of    its    own   elasticity. 


Fio.  109. — Anterior  Vaginal  Prolapse  with  Secondary  Descent  of  the  Uterus.  P.-F.  l^. 
(Orisinal.)  The  anterior  vacin&i  wall  is  ballooned  out  in  front  of  the  vulva,  and  contains  a  large  cystoocle 
drawing  the  uterus  down;   the  poitterior  vaginal  wall  in  inverted  above,  in  bUu  below;   no  rectocele. 

Prolapse  of  the  anterior  vaginal  wall  causes  a  tumor  of  variable 
size  in  front  of  the  vulva,  consisting  of  the  prolapsed  anterior  vaginal 
wall.  The  lateral  portions  of  the  vagina  are  drawn  down  somewhat 
by  the  tumor;  the  posterior  vaginal  wall  in  complicated 
cases,  so  far  as  its  lower  portions  are  concerned,  remains 
completely  in  situ,  while  the  posterior  vaginal  vault  is 
inverted  by  the  uterus,  which  also  descends.  A  cystocele  is  always 
present  and  varies  in  size  with  the  degree  of  vaginal  prolapse  (Fig.  109). 

Prolapse  of  the  posterior  va^rinal  wall  is  one  of  the  rarest  forms. 
The  upper  third  of  the  vagina,  as  far  as  its  attachment  with  the  peri- 
toneum  of  Douglas'  space,  may  be  pushed   down  from    above,  while 
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the  lower  half  remains  in  its  normal  position.  This  form  of  prolapse 
is  most  frequently  observed  in  cases  of  great  ascites;  the  uniform 
pressure  of  the  fluid  slowly  forces  the  posterior  vaginal 
wall  downward  until  it  appears  in  the  vulva.  In  a  similar 
manner  this  portion  of  the  vaginal  wall  may  be  protruded 
by  the  pressure  of  coils  of  intestine  occupying  Douglas'  space  (poste- 
rior vaginal  enterocele).    In  rare  cases  of  infantile  development  congeni- 
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Fio.  110. — Primary  Isolated  Prolapse  of  the  PoeTERioR  Vaginal  Wall  with  Laboe  Rectocele. 
P.-F.  3s*  (Original.)  The  senile  uteruH,  also  the  anterior  vaginal  wall,  occupies  the  nomud  level.  Tlie 
posterior  vaginal  wall  furniA  a  large  pouch  in  front  of  the  vulva  and  contains  an  extensive  rectooele. 

tal  abnormal  depth  of  Douglas'  pouch  is  the  cause  of  the  descent  of  the 
posterior  vaginal  vault.  Prolapse  of  the  posterior  vaginal  wall  usually 
affects  the  lower  half  of  the  structure,  which  protrudes  into  the  vulva 
like  a  flal)l)y  pouch  or  transverse  fohl,  or  sometimes  .like  a  globular 
tumor,  and  often  can  ho  drawn  down  a  considerable  distance  below  the 
vulvar  plane.  The  lateral  i)ortions  of  the  vaginal  wall  usually  take  part 
to  some  extent  in  the  i)rola{)se,  while  the  anterior  vaginal  wall  remains 
completely  in  situ.  Rectocele,  or  i)rotrusion  of  the  anterior  rectal  wall, 
is  regularly  preisent  in  cases  of  marked  prolapse;  perineal  tears  are 
fre(iu(mtly,  but  not  ahva3's  present  (Fig.  110). 
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In  prolap5e  of  the  entire  vasrina  the  latter  is  entirely  in  front  of  the 
vulva  (Fig.  112),  and  the  reflexion  of  the  mucous  membrane  is  there- 
fore seen  in  the  form  of  a   complete  circle  immediately  behind   the 
introitus.    Posteriorly  the  fossa  navicularis,  which  belongs 
to  the  vestibule,  of  course  remains  in  situ;  the  appearance  Proi»p«e 

of  this  fossa  often  gives  the  impression  that  the  posterior  ^    ***"*' 

vaginal  wall  is  not  completely  prolapsed,  but  the  mucous  membrane  is 
easily  recognized  as  belonging  to  the  vestibule  by  the  absence  of  wrinkles 


Fio  111. —  Pbimabt  Dxscknt  of  thb  Utkbits  wttb  Intersion  of  thb  Vagina.  P.-F.  K< 
(Onginal.)  Retrovertod  mad  prolapMd  utenia,  7  em.  The  intitntua  is  oontraotad.  The  vacuui  below  in 
wiiu  aod  above,  inverted. 


and  folds  (rugae).  Occasionally  the  prolapsed  vagina  may  present  irreg- 
ular retractions  produced  by  bands  of  scar-tissue  connecting  such  points 
with  the  pelvic  wall  and  fixing  this  portion  of  the  vagina.  In  this  manner 
fixation  of  the  cervix  may  occasionally  keep  up  the  entire  vaginal  vault, 
while  the  lower  portions  lie  in  front  of  the  vulva  in  complete  prolapse. 
Inversion  of  the  vasrina,  in  contradistinction  to  prolapse  of  the 
vagina  in  which  the  lowest  portions  are  always  first  to  be  displaced, 
is  a  circular  invagination  of  the  vagina  beginning  at  the  vaginal  vault 
and,  in  its  subsequent  development,  successively  causing  downward 
displacement  of  the  lower  portions  of  the  canal  (Fig.  111).    Inversion 
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is  the  result  of  a  primary  descent  of  the  uterus;  if  the  uterus  drops 
from  above  it  carries  with  it  the  vaginal  vault,  while  the  lower  portions 
of  the  vagina  either  r(»main  completc^ly  in  situ  or  merely  suflfer  slight 
relaxation.  In  severer  grades  of  uterine  prolapse  the  vagina  becomes 
invereionof  shortcr  and  shorter,  until  the  vaginal  portion  appears  in 
the  Vagina.  ^]^^,  introitus.  When  the  vagina  is  completely  inverted  it 
often  lies  in  front  of  the  vulva  in  the  same  way  as  in  total  primary 
prolapse.  Combinations  of  inversion  and  descent  of  .the  vagina  are 
fnniuently  encountered:  the  1ow(t  portions  are  relaxed  and  prolapsed, 
while  the  vaginal  vault  is  somewhat  depressed  and  invaginated.  The 
intermediate  parts  may  at  first  remain  unchanged. 

The  parts  of  the  vagina  that  are  prolapsed  in  front  of  the  vulva 

and  no  longer  covered  by  the  mucous  membrane  of  the  introitus  and 

of  the  labia  majora,  lose  their  character  of  mucous  mem- 

Secondary 

chanjtesin  branc,  bccouic  drj'  and  horny  and  assume  the  appearance 

of  skin.  Owing  to  the  absence  of  sebaceous  glands  they 
lose  their  softness  and  elasticity,  and  the  surface  becomes  fissured  and 
covered  with  crusts.     Occasionally  pigmentation  takes  place. 

As  a  result  of  external  irritation  decubital  ulcers  may  develop  on 
all  the  prolapsed  parts,  particularly  the  vaginal  portion  of  the  cervix. 
The  ulcers  are  usually  circular,  sometimes  irregular  in  outline  or 
stellate,  with  a  sharply  defined,  somewhat  infiltrated  border  and 
no  tendency  to  cicatrization.  The  floor  of  the  ulcers  is  usually  covered 
with  a  yellow  exudate;  they  are  soft  and  therefore  readily  distinguished 
from  carcinoma.  Constriction  of  the  i)rolapsed  parts  of  the  introitus 
may  produce  ed(»matous  swelling  of  the  mucous  membrane,  which 
becomes  thick  and  glistening,  and  its  wrinkles  occasionally  stand  out 
in  heavy  ridges.  In  cases  of  chronic  prolapse  this  leads  to  the  develop- 
ment of  hypertroi)hic  conditions  of  the  entire  vagina. 

Diagnosis    of    the    displacements    of    the    vagina.      The 

labia  majora  are  separated  and  the  patient  is  asked  to  bear  down  with 

moderate  force;    this  is  followed  by  protrusion  into  the  introitus  of  a 

tumor    of   variable?   size,    which    is   recognized   as    vaficinal 

ni-pia.-eiiwiits      mucous    membrane    l)y    its    transverse    folds.      Whether 

of  tiie  Vagina.  .  .  .  ."l  ii»i  -iiai  •• 

it  consists  of  one  or  both  walls  is  determined  by  the  position 
of  the  luiiK^n  of  the  vagina,  which  forms  a  transverse  cleft,  and  the 
merging  of  the  prolapse  with  the  anterior,  or  the  i)osterior  commissure. 
The  initial  stages  of  prolapses  of  the  vagina,  which  consist  merely  in 
n^axation  and  loosening  of  its  attachments  to  neighboring  structyres, 
are  recognized  in  the  anterior  vaginal  wall  by  the  fact  that  it  yields 
more  readily  to  the  pressure  of  the  finger;  in  the  posterior,  by  its  greater 
mobility  and  looser  attaduuenl  to  the  rectum,  and  the  ease  with  which 
it  can  1h»  i/icked  up  in  folds.     A  beginning  inversion  is  recognized  by 
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the  descent  of  the  vaginal  vault.  If  tlie  vagina  lies  entirely  in  front  of 
the  vulval  it  may  be  difficult  to  decide  betvveeu  prolapse  and  inversion : 
a^  a  rule  a  hiot  is  obtained  from  the  fact  that  in  inversion  only  so  much 
of  the  vagina  h  outsitle  of  the  vulva  as  haj^  been  carried  down  by  the 
cervix,  t,e,,  as  much  as  is  necessary  for  covering  the  cervix  and  no 
more;  whereas  in  a  primary  prnlapjie  the  relaxed  vagina  is  very  much 
increased  both  in  length  and  in  width  and  liet^  in  front  of  the  vulva 
in  large  fohb.  In  primarj^  prolapse  of  the  posterior  vaginal  vault  the 
ascitic  collection,  if  prei^ent,  may  be  discovered  by  a  dull  percussion 
note  over  Douglas*  space,  and  by  the  ease  with  which  the  fluid  can  be 
pushed  back;  the  posterior  vaginal  enterueele  is  recognized  by  the 
tympany  and  by  feeling  the  ribbon-like  coils  of  intestine. 

After  the  condition  of  the  vagina  has  been  dett  rnuned,  the  extent 
to  which  the  uterus  is  prolapsed  is  investigated.  In  a  few  cases  it 
y  not  involved  in  the  vaginal  jirolajise  at  all  and  is  found  at  its  normal 
level  and  in  correct  anteversion*  This  condition  is  most 
frequently  seen  with  a  moderate  descent  of  the  lowest 
portion  of  the  vaginal  wall,  and  occasionally  also  with  greater  degrees 
of  prolapse  of  the  posterior  wall  (see  Fig.  UD).  In  the  great  majority  of 
ea.^es  of  prolapse,  however,  the  desc(?nt  of  the  uterus  plays  a  most 
importan!  jmri.     We  distinguisli  two  different  conditions. 

K  Primary  Descent  and  Prolapse  of  the  Uterus. — This  occurs  in 
conditions  of  relaxation  of  the  peritoneum  and  its  ligaments  and  of  the 
pelvic  connective  tissue.  It  is  therefore  regularly  asso- 
ciated with  retroversion,  which  occurs  from  the  same  D«<^orfc^ 
cause.  The  vaginal  portion  is  in  the  pelvic  axis  below  the  JbT  u^^ 
inten^iiinal  line.  The  upper  portion  of  the  vagina  is  in- 
verted, while  the  inlroitus  and  the  lower  segments  may  be  normal 
(Fig.  Ill):  in  most  cases,  however,  the  latter  are  also  relaxetl  and 
displaced  downwariL  In  more  severe  grades  of  primary  descent  the 
vaginal  portion  enters  the  introitus,  anil  in  a  fully  lievelojiett  total 
prolapse  the  uterus,  covered  with  the  completely  inverted  vagina,  lies 
in  front  of  the  vulva,  usually  in  retro versioflexion,  rarely  in  anteflexion 
(Fig,  112).  In  a  smaller  number  of  cases  the  uterine  prolapse  is  asso- 
ciated  only  with  prolapse  of  the  posterior  vaginal  wall,  while  the 
anterior  wall  merely  presents  a  slight  iiegree  of  invention  from  above. 

2,  Secondary  Descent  of  the  Uterus  with  Elorig^ation  of  the  Cervix. 
—This  condition  alsrj  is  ushered  in  by  a  slight  descent  of  the  uterus  with 
retroversion,  ilue  to  relaxation  of  the  peritoneal  ligaments  and  pelvic 
connective  tissue,  whicli  usually  develops  simultaneously  with  the 
relaxation  of  the  vaginal  walls.  As  the  relaxation  continues,  however, 
the  uterus  is  tlrawn  down  by  the  prohipscfl  anterior  vaginal  wall  aided 
by  a  eystocele,  which  is  connected  over  a  wiile  extent  with  the  anterior 
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wall  of  the  vagina  and  cervix.     The  uterus  offers  no  resistance  to  the 

pull  thus  exerted  until  the  vaginal  portion  approximately  reaches  the 

introitus.     (In  this  manner  secondary  descent  of  the  ut-orus 

Secondary  ,  ,  ,  "^ 

i)e«cent  of  the      is   produccd   m  primary  prolapse   of  the   anterior   vaginal 
Elongation  Wall  with  cystocolc,   Fig.   109.)     Further   displacement  is 

temporarily  prevented  by  the  peritoneal  ligaments  and 
the  pelvic  connective  tissue,  and  instead  the  cervix  is  slowly  dis- 
tended by  the  continued  pull  of  the  anterior  vaginal  wall  and  of  the 


Fig. 


112. — Total  Proi.aphe  of   Vagina   and  Uterus.     P.-F. 
large  cystocle,  no  rectooele. 


(Original.)     Uterus  7  col.; 


cystocele;  elongation  of  the  cervix  is  produced.  This  at  first,  it  iff 
needless  to  say,  affects  chiefly  the  anterior  wall  because  it  is  directly 
KionKation  conucctcd  with  the  bladder;  but,  as  the  cervix  represents  a 

of  the  cenix.  coherent  mass,  the  elongation  must — although  to  a  slighter 
degree — cause  elongation  of  the  lateral  and  posterior  walls  also.  The 
two  walls  of  the  cervix  do  not  share  equally  in  the  elongation.  In  the 
anterior  wall  only  the  supravaginal  portion,  with  which  the  bladder 
is  directly  connected,  becomes  elongated;  while  in  the  posterior  wall 
the  (elongation  may  affect  both  the  supra-  and  infravaginal  segments. 
If  the  infravaginal  portion  only  is  affected  and  there  is  no  primary 
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descent  of  the  uterus,  the*  posterior  vaginal  vault  is  found  completely 
at  its  normal  level  (Schroder's  hypertrophia  intermedia).  This  form 
is  very  rare,  however,  because  in  thij^  ease  also  there  usually  Ofeuns 
primarily  a  slight  descent  of  the  uterus  with  inversion  of  the  vagina* 
As  a  rule  the  reflexion  of  the  posterior  wall  is  found  at  about  the  rniddtt' 
of  the  vagina  (Fig.  114),  and  the  elongation  involve.Hi  the  supravaginal. 
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VuAM  TW»  VBiittj-tTwas*  AMU  HMi-ro-tTWHHA  Ex<avation*»     P,-F,     Hi.     (OrininiiU) 

and  in  a  smaller  drgroe  the  infravaginal,  portion*^  of  the  posterior  cervical 
walL  In  rarer  cfusr'?^  the  supravaginal  |Hjrlion  only  of  the  posterior 
cervical  wall  is  elongated  (Fig,  115).  This  occurs  in  those  easels  in 
which  there  is  a  primary  prolapse  of  the  lower  portion  of  the  posterior 
vaginal  wall,  and  in  which  the  inversion  of  the  vagina  caused  by  the 
descent  of  the  uterus  has  continued  until  it  coincides  with  the  primary 
vaginal  prolapse,  and  the  entiru  vagina  is  rolled  down.  The  entire 
posterior  wall  of  the  vagina  in  that  case  lies  in  front  of  the  vulva  in 
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large  folds,  and  the  elongation  of  both  cervical  walls  aflfects  only  the 
portion  lying  above  the  vagina. 

It  appears,  thert^fore,  that  secondary  i)rolapsc  of  the  uterus  usually 
terminates  in  elongation  of  the  cervix;  exceptional  combinations  of 
primary  vaginal  prolapse  and  primary  uterine  prolapse  may  occur. 

All  the  parts  lying  in  front  of  the  vulva  may  become  edematous 
from  circulatory  disturbances  and,  if  the  latter  are  protracted,  hj'per- 
trophic;    as  a  result  the  vaginal  portion  becomes  thickened,  hard  and 


Fig.  114. —  Proi.apwk  of  thk  Antkrior  Vaginal  Wall  with  Elongation  of  the  Certix.  P.-F. 
H.  (Original.)  The  anterior  wall  is  completely  prolap.<«e<I;  the  poriterior  han  desoended  from  above  and  u 
in  nitu  heluw.  The  supravaeinal  portion  of  the  eer\-ix,  particularly  in  the  anterior  wall,  is  elongated.  Hie 
utent"*  11  cm.,  in  retroflexion. 

sometimes  a  little  longer  than  normal.  In  nulliparae  it  retains  its  shape 
in  the  main,  and  the  os,  which  occasionally  is  so  small  that  it  can  barely 
b(»  found,  remains  normal;  in  multiparie  marked  changes  in  the  shape 
occur  on  account  of  the  bilateral  tears  which  are  usually  present.  The 
two  lips  of  the  cervix,  with  their  lateral  tears,  are  drawn  apart  by  the  pull 
of  the  two  i)rolapsed  vaginal  walls  to  such  an  extent  that 
a  large  (»ctroi)ion  is  formed,  and  the  external  os  is  displaced 
to  the  outer  surface  of  the  prolapse,  while  the  lowest  point 
of  the  prolapse  is  formed  by  tli(»  inner  wall  of  the  cervix  or  occasionally 
l)y  the  internal  os:    as  a  result  the  external  os  is  enormously  dilated. 


Secondary 
ChanKP.-  in 
the  l't«»rus. 
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If  there  i^  only  one  lateral  tear,  only  one  ectropion  is  formed  on  the 
rurresponiling  side  and  the  os  becomt^s  oblique.  The  mucous  membrane 
of  the  eervix  which  h  expoKeti  by  the  eftropion  become.s  covered  with 
Fiquanious  epithelium,  as  do  alstj  the  small  mucou.^  polyps  which  not 
infretjuently  de%*eIop;  the  epithelium  remains  thin»  however,  appears 
blui^sh  and  is  easily  injured.  In  spite  of  the  changes  in  the  epithelium 
the  arbor  vita?  is  still  distinctly  recognizable.  Shallow,  decubital  ulcers 
are  very  apt  to  form  on  the  inner  surface  of  the  cervix.    Elongation  of 


.C3 


Fin.  nS.-*Evoiuioi^«  Puou^Mt:  or  tii*:  Kntiiih  Vaoiva  wmt  Et-o??<*ATiow  fir  ttiie  Ci^Rvnc*  P.-F, 
K.  (Orntinftl.}  V^sxiiia  %'ery  tluok,  wdommUju,*^  wrinkl«d  beliitut ;  cystitmh  wiUi  ulafkifd  aucluatiuti ;  tni 
f*«o»le;   Tjif  rii»  19^  cm.    Eetropioii  <»f  the  ccfvU. 

the  cervix  must  also  be  regardid  fl*s  a  secondary  alteration;  those 
portions  of  the  elongated  cervix  which  lie  within  the  pelvis  jKJssesj?  their 
normal  thickness  or  may  be  greatly  attenuated,  while  the  parts  in  front 
of  the  vulva  become  hy|KTtrnphied. 

It  is  not  difiieuU  to  determine  whether  the  uterus  has  shared 
in  the  prolapse.  If  the  uterus  is  still  within  the  peh%,  its  position  is 
determined  by  bimanual  examination  through  the  vagina, 
taking  great  care  not  to  displace  the  organ  upward.  The 
points  to  be  decided  are,  in  the  main,  the  level  of  the 
uterus,  which  is  determined  by  the  position  of  the  vaginal  portion  with 
respect  to  the  intorspinal  Unt\  and  whether  the  organ  is  normally  ante- 
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verted  or  in  retroversion.  If,  however,  the  vaginal  portion  has  descended 
as  far  as  the  introitus,  the  position  of  the  uterus  can  no  longer  be  deter- 
mined by  vaginal  examination,  because  in  doing  so  it  would  be  forced 
upw^ard;  in  that  case  the  position  of  the  organ  is  determined  by  rectal 
examination,  while  the  patient  is  asked  to  bear  down  or  the  cervix  is 
drawn  down  with  a  tenaculum.  If  the  vaginal  portion  protrudes  far 
below  the  vulva,  or  if  the  entire  vagina  is  prolapsed,  the  main  question 
to  be  decided  is  whether  one  is  dealing  with  a  total  uterine  prolapse  or 
an  elongation  of  the  cervix.  This  is  decided  by  palpation  and  by  attempt- 
ing to  outline  the  uterus,  which  is  covered  by  the  prolapsed  vagina. 
If  the  fingers  can  still  be  brought  together  above  the  fundus  and  in 
front  of  the  vulva,  the  entire  uterus  is  prolapsed.  If,  however,  external 
palpation  shows  that  part  of  the  uterus  is  within  the  pelvis,  the  con- 
dition is  an  elongation  of  the  cervix,  and,  in  order  to  determine  whether 
it  extends  farther  into  the  pelvis,  a  rectal  examination  is  necessary. 
The  junction  between  the  cervix  and  the  uterine  body  can  sometimes 
be  recognized  by  the  attachment  of  the  folds  of  Douglas.  If  the  intra- 
pelvic  portion  of  the  uterus  is  not  elongated,  the  fundus  can  be  drawn 
down  in  front  of  the  vulva  through  the  rectum,  and  an  elongation  appar- 
ently converted  into  total  uterine  prolapse.  A  much  simpler  means, 
however,  of  distinguishing  between  total  uterine  prolapse  and  elonga- 
tion is  the  sound.  In  total  uterine  prolapse  the  length  of  the  uterus 
is  found  to  be  normal,  while  in  elongation  it  may  measure  as  much  as 
20  cm.  (It  must  be  borne  in  mind  that  in  prolapse,  ow4ng  to  the  retro- 
version, the  sound  must  be  introduced  with  the  concavity  directed 
backward.)  Peculiar  differences  in  the  length  of  the  uterine  canal  are 
sometimes  obtained  with  the  sound;  if  the  elongated  cervix  is  com- 
pletely drawn  out  (extended)  and  lies  partly  within,  and  partly  in  front 
of  the  pelvis,  a  measurement  of  12  cm.  is  obtained;  if  the  uterine  body 
is  brought  out  through  the  rectum  and  placed  in  retroflexion,  the  cervix 
collapses  in  folds  like  a  harmonica  and,  as  these  folds  are  not  included 
in  the  measurement,  the  sound  shows  a  length  of  7  cm.  For  the  same 
reason  great  differences  may  be  obtained  in  the  results  of  sounding 
immediately  before,  and  after  replacement  of  the  uterus.  The  extent 
to  which  the  cervix  shares  in  the  entire  elongation  cannot  be  determined 
with  the  sound  alone  because  the  internal  os  is  not  sufficiently  well 
marked.  More  reliable  information  is  often  obtained  by  palpating 
the  sacro-uterine  ligaments  which  are  attached  a  short  distance 
below   the   internal    os. 

The  question  which  part  of  the  cervix  is  elongated  merits  a  careful 
study.  In  the  anterior  wall  it  is  only  the  supravaginal  portion  that 
lengthens  out;  in  the  posterior  we  have  several  possibilities — the  infra- 
vaginal  portion  alone,  or  the  supravaginal  portion,  or  both  may  be 
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rloiigated.  The  <liffermtiatioii  between  these  three  eonditionf!  is  ma<le 
by  the  level  of  the  vaginal  vault.  In  the  first  eontlition  it  is  found  at 
its  norma!  level;  in  the  seeontl  it  lies  in  front  of  the  vulva  just  as  in 
elongation  of  the  anterior  wall;  while  both  segment!^  must  be  assumed 
to  be  involved  if  the  vapnal  vault  is  found  about  half-way  u|>.  In 
addition  tlie  eharacter  of  the  elongation  may  l)e  determined  bj"  the 
nature  of  the  investing  mucous  membrane  on  the  posterior  surfaee  of  the 
prolapse;  if  the  mueous  memlirane  h  smooth  anil  witliout  wrinkles^  and 
immovably  attached  to  the  eervix,  the  i?tructure  is  the  vaginal  portion; 
wliile  those  segments  which  are  covered  with  wrinkled,  plicatetl,  mov- 
able mucous  membrane  represent  the  supravaginal  portion  of  the  eervix. 

The  floor  of  the  bladiler  is  almost  inseparably  attached  to  the 
upper  half  of  the  anterior  vaginal  wall  and  to  the  anterior  cervical 
walL  For  this  reason  the  bladder  is  necessarily  involvcfl  in  all  cases 
of  vaginal  prolapse— in  some  cases  primarily  and  in  rare  nMder 

cases  secondarily.  The  shape  of  the  viscus  varies  accord-  a^d  ureihm. 
ing  to  the  position  occupied  by  the  anterior  vaginal  wall  and  cervix. 
In  every  case  of  descent  and  prolapse  of  the  anterior  vaginal  wall 
the  lower  portion  of  the  bladder  descends  in  front  of  the  vulva  and 
forms  a  sacculation,  a  eystoccle*  This  is  also  found  regulariy  when, 
in  a  primary  uterine  prolapse  or  elongation  of  the  cervix^  the  posterior 
wall  of  the  bladder  descends  along  with  the  anterior  cervical  wall;  but 
the  size  of  the  cystocele  is  different  in  the  two  conditions.  When  the 
anterior  cervical  wall  is  elongatedi  the  attachment  of  the  bladder  to 
the  cervix  is  lengthened  by  from  2  to  10  or  12  cm,,  and  the  cystocele  is 
aceorelingly  long  antl  broad  (Fig.  llTi);  when,  on  the  other  hand*  the 
uterus  is  primarily  prolapsed,  the  bladder  wall  is  merely  dragged  down 
to  the  cervix  anil  forms  a  much  smaller  cystocele. 

Along  with  the  bladder  the  posterior  half  of  the  urethra 
IB  di.'^placed  downwardp  while  the  anterior  remains  permanently 
attached  to  the  lower  border  of  the  symphysis— the  urethra 
representing  a  curve  with  the  concavity  directed  downward  as 
it  courses  into  the  bladtler.  The  altered  position  of  the  urethra 
is  readily  determineil  with  the  catheter;  the  instrument  is  intro- 
duced in  the  usual  position  and  the  tip  rotated  downward.  The 
bladder  can  occasionally  be  seen  as  an  ill-<lefined  bulging  or  sacculation 
behind  tlie  anterior  vaginal  wall  or»  if  it  contains  urine,  it  may  be  de- 
monstrable as  a  flabby  tumor,  or  picki^tl  up  from  the  cervix  as  a  thick 
fold  along  with  the  vaginal  wall;  the  lower  extremity  of  the  bladder 
is  usually  indicated  by  a  transverse  furrow.  The  readiest  means  of 
recognizing  the  altered  shape  of  the  bladder  is  the  catheter,  with  the 
aid  of  which  the  boundaries  ean  be  determined  in  all  directions;  but 
at  the  same  time  the  instrument  is  apt  to  evaginate  the  bladder  wall 
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and  tempnrartly  alter  its  position.    In  the  recumbent  posture  the  cysto- 
cele  usually  contains  no  urine. 

Cystoscopy  alTonls  an  excellent  niethoil  of  examining  iJie 
cystoeele*  The  earliest  stages  of  depression  of  the  bladder  wall 
may  be  recognized  with  the  cystoscope  as  a  small  fold  or 
pouch  in  tlie  tri^onum,  forming  the  centre  of  the  radiating  fohls 
of  the  adjacent  mucous  membrane.  The  (U*eper  the  pocket,  the  nearer 
will  l>e  the  interureteric  ligaments  to  the  neck  of  the  bla<lder;  the 
ligament  at  the  same  time  is  curved  or  makes  an  acute  angle  (Fig. 
116).  When  the  eystocele  is  large,  the  entire  floor  and  posterior  wall  of 
the  bladder,  and  with  them  the  orifices  of  the  uretens,  are  found  in  a 
funnel-shaped  depression  of  the  eystocele.  By  pushing  the  prism  of 
the  eystoscope  forward  into  the  eystocele  arnl  greatly  elevating  the  upper 


Fig.    llfi.^eYSTOfloopic   PiiTiiftia 
or    Shall  Cystocfle,    Showing    the 

I^TKHtrJtKTBLRir         LmAM^lST        PAKftlMa 

iKTO  IT  tmixLifi«d  a/ler  Zatig^tnetster). 


Fio.  117. —  CSrflToacoplc  Pjc-nJfuc 
OF  Ctbtocelk  in  FHiiNT  f*r  TME  Vulva 
(modified  aft«r  Ztui||^i'mei»t«r). 


extremity  the  ureteric  orifices  are  tliscovered  on  the  anterior  walL 
From  this  point  the  ureters  pass  in  a  curve<l  ilirection  laterally  and 
upward  (Zangemeister)  (Fig.  117),  Witli  the  aid  of  the  eystoscope, 
therefore,  it  is  not  flifficult  to  obtain  an  idea  of  the  size  of  the  eystocele 
antl  the  position  of  the  ureters. 

The  lower  half  of  the  posterior  vaginal  wall  is  connected  w\ih  the 
anterior  wall  of  the  rectum  by  loose  tissue  which  permits  a  consid- 
erable degree  of  mobility.  Henc(^  the  posterior  vaginal  wall  may  descend 
a  consideralile  flistance^  or  even  become  eonipletely  pro- 
lapsed, without  necessarily  dragging  the  rectum  down  with 
it.  In  other  cases  we  find  a  marked  sacculation  of  tlie  anterior  rectal 
w*all^reetocele,  which  sornetime.s  is  merely  a  secondary  efTeet  of  the 
bulging  of  the  posterior  vaginal  wall.  The  recognition  of  this  alteration 
in  the  rectum  is  quite  easy.  The  finger  is  introduced  into  the  rectum, 
and  the  |>osition  of  the  anterior  rectal  wall  determined,  care  being  takeai 
not  to  push  the  wall  forward  ami  thus  jjroduce  an  artificial  rectocele. 


Rectum. 
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After  thp  participation  of  all  the  organs  in  the  prolapse  has  been 
invfi^tigated,  it  rtMiiains  to  be  r|f*teniiinetl  whether  the  prola|>se  ran  be 
reijhu'etl,  i.e.,  whether  the  vagina  and  uterus  can  be  returned  to  their 
normal    position.^    within    the    pelvis »    as   sacces.sful    treat-  „  ^  ^  , 

rnent    depends   priniardv   on    the    poswibuiiv    of   complete         uiu^niuuing 
replaeenient.     An  aTiei^thetic   is  required   for  thts^  purpose  R<.p*i^jiinri 

only  in  exceptional  eases;  when  the  vaginal  walls  are  very 
edematous  or  extremely  painful,  replaeement  is  much  more  easily 
effected  under  an  anesthetic.  Tht^  prolapse  is  grasped  by  placing  both 
thumbs  against  the  anterior,  and  the  remaining  fingers  against  the  pos- 
terior w^all  of  the  [>rolapse;  and  the  first  part  of  the  vagina  nearest  the 
vulva,  then  the  adjacent  |>ortions,  and  finally  the  vaginal  portion  are 
pushed  back  into  place.  After  the  vagina  has  been  completely  replaced, 
the  uterus  is  turned  over  forward,  anteverted  as  in  retroflexion,  by 
bringing  the  body  forward  and  pushing  the  vagina  baekward  (p.  2o2). 
It  is  of  the  greatest  importance  that  the  uterus  be  restored  to  its  normal 
position.  Moderate  grades  of  edema  of  the  vaginal  wall,  which  may 
interfere  with  n^placement,  are  removed  by  massage.  The  most  fre- 
quent obstacles  to  the  replacement  of  the  uterus  are  found  in  para- 
met  ritie  exu<latf^s,  jierimetritic  adhesions  mul  parauterine  tumors. 
After  the  prolapse  ha.s  been  re  placed »  a  better  idea  can  be  formed  of 
the  witlth  of  the  introitus  and  the  relaxation  of  the  pelvic  floor.  In 
marked  ^legrees  of  prolapse  the  introitus  is  wide  enough  to  atlniit  the 
entire  hand  into  the  vagina. 

Differential  diagnosis.  In  prolapse,  as  in  all  other  gyne- 
cologic conditions,  the  diagnosis  must  be  based  on  the  objective  signs 
atid  not  on  the  symptoms.  The  patient *s  statements  about  bearing- 
down  pains  and  the  sensation  of  sweUing  of  the  vulva  are  nsffefi-iiriii 
by  no  means  typical  of  prolapse,  as  the  same  symptoms  i>i»^«i*. 
are  sometimes  complained  of  in  viilvitis,  col|^itis,  inflammation  of  the 
uterus  and  neighl)Qring  organs,  and  in  some  tutnors;  if  at  the  same 
time  a  slight  degree  of  (Jescent  is  present,  one  is  tempted  to  regard  this 
as  the  cause  of  the  symptoms  and  to  overlook  the  other  conditions. 

Diagnostic  errors  are  possible  even  when  an  objective  examinatioii 
is  made.  Thus  a  cystocele  protrmling  into  the  introitus  may 
proiluce  a  picture  verj^  similar  to  that  of  |>ro!apse  of  the  vagina;  such 
a  cystocele,  however,  is  usually  situated  to  one  side  of  the  median  line, 
the  investing  mucous  metnbrane  is  greatly  attenuated,  the  wrinkles 
are  oblit(*rated,  and  the  contents  of  the  cystocele  appear  as  a  bluish 
sheen  in  the  attenuated  walk  As  a  rule  the  cystocele  may  be  recognized 
as  a  circumserib  d,  flabby,  fluctuating  tumor. 

ProUqise  of  the  jKisterior  wall  may  be  simulated  by  a  vaginal 
Bept  um  which  has  been  torn  from  the  anterior  wall  and  iirotrudes  from 
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the  lower  half  remains  in  its  normal  position.  This  form  of  prolapse 
is  most  frequently  observed  in  cases  of  great  ascites;  the  uniform 
pressure  of  the  fluid  slowly  forces  the  posterior  vaginal 
wall  downward  until  it  appears  in  the  vulva.  In  a  similar 
manner  this  portion  of  the  vaginal  wall  may  be  protruded 
by  the  pressure  of  coils  of  intestine  occupying  Douglas*  space  (poste- 
rior vaginal  enterocele).    In  rare  cases  of  infantile  development  congeni- 


Prolapae  of 
Posterior 
Vaginal  WaU, 


Fio.  110. — Primary  Isolated  Prolapse  op  the  Posterior  Vaginal  Wall  with  Large  Rectocele. 
P.-F.  H*  (Original.)  The  senile  uterus,  also  the  anterior  vaginal  wall,  occupies  the  normal  level.  The 
posterior  vaginal  wall  forms  a  large  pouch  in  front  of  the  vulva  and  contiuns  an  extensive  reotooele. 

tal  abnormal  depth  of  Douglas'  pouch  is  the  cause  of  the  descent  of  the 
posterior  vaginal  vault.  Prolapse  of  the  posterior  vaginal  wall  usually 
affects  the  lower  half  of  the  structure,  which  protrudes  into  the  vulva 
like  a  flabby  pouch  or  transverse  fold,  or  sometimes  like  a  globular 
tumor,  and  often  can  be  drawn  down  a  considerable  distance  below  the 
vulvar  plane.  The  lateral  portions  of  the  vaginal  wall  usually  take  part 
to  some  extent  in  the  prolapse,  while  the  anterior  vaginal  wall  remains 
completely  in  situ.  Rectocele,  or  protrusion  of  the  anterior  rectal  wall, 
is  regularly  present  in  cases  of  marked  prolapse;  perineal  tears  are 
frequently,  but  not  always  present  (Fig.  110). 
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In  prolapse  of  the  entire  vasfina  the  latter  is  entirely  in  front  of  the 
vulva  (Fig.  112),  and  the  reflexion  of  the  mucous  membrane  is  there- 
fore seen  in  the  form  of  a  complete  circle  immediately  behind  the 
introitus.    Posteriorly  the  fossa  navicularis,  which  belongs 
to  the  vestibule,  of  course  remains  in  situ;  the  appearance  ProUpae 

of  this  fossa  often  gives  the  impression  that  the  posterior 
vaginal  wall  is  not  completely  prolapsed,  but  the  mucous  membrane  is 
easily  recognized  as  belonging  to  the  vestibule  by  the  absence  of  wrinkles 


Pio  111. —  Primary  Descbnt  or  thr  Utrrub  with  Invkrrion  or  thr  Vaoika.  P.-F.  %. 
(Oricinid.)  Retroverted  and  proUpaed  utenu,  7  om.  Th«  introitua  is  oontrRoted.  The  va^n»  below  in 
titu  and  above,  inverted. 


and  folds  (rugae).  Occasionally  the  prolapsed  vagina  may  present  irreg- 
ular retractions  produced  by  bands  of  scar-tissue  connecting  such  points 
with  the  pelvic  wall  and  fixing  this  portion  of  the  vagina.  In  this  manner 
fixation  of  the  cervix  may  occasionally  keep  up  the  entire  vaginal  vault, 
while  the  lower  portions  lie  in  front  of  the  vulva  in  complete  prolapse. 
Inversion  of  the  vas^na,  in  contradistinction  to  prolapse  of  the 
vagina  in  which  the  lowest  portions  are  always  first  to  be  displaced, 
is  a  circular  invagination  of  the  vagina  beginning  at  the  vaginal  vault 
and,  in  its  subsequent  development,  successively  causing  downward 
displacement  of  the  lower  portions  of  the  canal  (Fig.  111).    Inversion 
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is  the  result  of  a  primary  descent  of  the  uterus;  if  the  uterus  drops 
from  above  it  carries  with  it  the  vaginal  vault,  while  the  lower  portions 
of  the  vagina  either  remain  completely  in  situ  or  merely  suffer  slight 
relaxation.  In  severer  grades  of  uterine  prolapse  the  vagina  becomes 
Inversion  of  shorter  and  shorter,  until  the  vaginal  portion  appears  in 
the  Vagina.  ^Yie  introitus.  When  the  vagina  is  completely  inverted  it 
often  lies  in  front  of  the  vulva  in  the  same  way  as  in  total  primary 
prolapse.  Combinations  of  inversion  and  descent  of  .the  vagina  are 
frequently  encountered;  the  lower  portions  are  relaxed  and  prolapsed, 
while  the  vaginal  vault  is  somewhat  depressed  and  invaginated.  The 
intermediate  parts  may  at  first  remain  unchanged. 

The  parts  of  the  vagina  that  are  prolapsed  in  front  of  the  vulva 

and  no  longer  covered  by  the  mucous  membrane  of  the  introitus  and 

of  the  labia  majora,  lose  their  character  of  mucous  mem- 

Secondary 

Changes  in  branc,  become  dry  and  horny  and  assume  the  appearance 

the  Vagina.  .  . 

of  skin.  Owing  to  the  absence  of  sebaceous  glands  they 
lose  their  softness  and  elasticity,  and  the  surface  becomes  fissured  and 
covered  with  crusts.     Occasionally  pigmentation  takes  place. 

As  a  result  of  external  irritation  decubital  ulcers  may  develop  on 
all  the  prolapsed  parts,  particularly  the  vaginal  portion  of  the  cervix. 
The  ulcers  are  usually  circular,  sometimes  irregular  in  outline  or 
stellate,  with  a  sharply  defined,  somewhat  infiltrated  border  and 
no  tendency  to  cicatrization.  The  floor  of  the  ulcers  is  usually  covered 
with  a  yellow  exudate;  they  are  soft  and  therefore  readily  distinguished 
from  carcinoma.  Constriction  of  the  prolapsed  parts  of  the  introitus 
may  produce  edematous  swelling  of  the  mucous  membrane,  which 
becomes  thick  and  glistening,  and  its  wrinkles  occasionally  stand  out 
in  heavy  ridges.  In  cases  of  chronic  prolapse  this  leads  to  the  develop- 
ment of  hypertrophic  conditions  of  the  entire  vagina. 

Diagnosis    of    the    displacements    of    the    vagina.      The 

labia  majora  are  separated  and  the  patient  is  asked  to  bear  down  with 

moderate  force;    this  is  followed  by  protrusion  into  the  introitus  of  a 

.  tumor   of   variable   size,    which   is   recognized    as    vaginal 

Displacements      mucous    mcmbrauc    by    its    transverse    folds.      Whether 

it  consists  of  one  or  both  walls  is  determined  by  the  position 
of  the  lumen  of  the  vagina,  which  forms  a  transverse  cleft,  and  the 
merging  of  the  prolapse  with  the  anterior,  or  the  posterior  commissure. 
The  initial  stages  of  prolapse  of  the  vagina,  which  consist  merely  in 
relaxation  and  loosening  of  its  attachments  to  neighboring  structures, 
are  recognized  in  the  anterior  vaginal  wall  by  the  fact  that  it  yields 
more  readily  to  the  pressure  of  the  finger;  in  the  posterior,  by  its  greater 
mobility  and  looser  attachment  to  the  rectum,  and  the  ease  with  which 
it  can  be  picked  up  in  folds.     A  beginning  inversion  is  recognized  by 


SPECIAL   UIA(JXOSIS 


2^^ 


UteruB, 


tht'  (Ic^seent  nf  thf*  vaginal  vault.  If  thf'  vagina  lies  entirely  in  front  of 
llir  vulva,  it  may  be  difficult  to  decide  between  prolapj^e  and  inversion; 
as  a  rule  a  hint  is  obtained  I  from  the  fact  that  in  inversion  only  so  nmeh 
of  the  vagina  is  outride  of  the  vulva  m  has  been  carried  down  by  the 
cervix,  i.e.,  as  murh  as  is  necessary  for  covering  the  cervix  and  no 
more;  whereas  in  a  primary  prolai-ii^e  the  relaxed  vagina  is  very  much 
increased  both  in  length  and  in  wiilth  and  lies  in  front  of  the  vulva 
in  large  foUis.  In  primary  prolapse  of  the  jjosterior  vaginal  vault  the 
ascitic  colh^ction,  if  iiresent,  may  be  tliseovered  by  a  dull  percussion 
note  over  Douglas'  space,  and  by  the  ease  with  which  thi'  flui*l  can  be 
put^hed  back;  the  posterior  vaginal  enterocele  is  recognized  by  the 
tympany  and  by  fef^ing  tlie  ribbon-like  eoiis  of  intestine. 

After  the  comUtion  of  the  vagina  has  been  determined,  the  extent 
to  which  the  uterus  is  prolapsed  is  investigated.  In  a  few  eases  it 
is  not  involved  in  the  vaginal  prolapse  at  all  and  is  found  at  its  normal 
level  and  in  correct  anteversion.  This  condition  is  most 
frequently  seen  with  a  moderate  descent  of  the  lowest 
portion  of  the  vaginal  wall,  and  occasionally  also  with  greater  degrees 
of  prolapse  of  the  i)osterior  wall  (see  Fig.  110).  In  the  great  majority  of 
eases  of  |>rolapse,  however^  the  tlescent  of  the  uterus  plays  a  most 
important  |:»art-    We  distinguish  two  different  conditions. 

L  Primary    Descent   and  Prolapse  of   the   Uterus.— This   occurs  in 
conditions  of  relaxation  of  the  peritoneum  and  its  ligaments  and  of  the 
pelvic   connective   tissue.      It    is   tlierefore    regularly    asso- 
ciated   with    retroversion,    which    occurs    from    the    same        i>«,Xiir»iii 
cause.    The  vaginal  portion  is  in  tlie  pelvic  axis  below  the  u^u^^! 

interspinal  line.  The  upper  portion  of  the  vagina  is  in- 
verted»  while  the  introitus  and  the  hiwer  segments  may  be  normal 
(Fig.  Ill);  in  most  eases,  however,  the  latter  are  also  relaxed  and 
dis|ilae(*d  downward.  In  more  severe  grades  of  primary  descent  the 
vaginal  ])ortion  entrrs  the  introitus,  and  in  a  fully  dcvelo|>ed  total 
prolapse  the  uterus,  covered  with  the  completely  inverteil  vagina,  lies 
in  front  of  the  vulva,  usually  in  retroversioflexion,  rarely  in  anteflexion 
(Fig.  112).  In  a  smaller  number  of  eases  the  uterine  prolapse  is  asso- 
ciated only  with  prolapse  of  the  posterior  vaginal  wall,  while  tlu^ 
anterior  wall  merely  presents  a  slight  degree  of  inversion  from  above. 

2.  Secondary  Descent  of  the  Uterus  witli  Etonjrfltion  of  the  Cervix« 
^This  eorMlilion  also  is  ushered  in  by  a  slight  destH-ot  of  ttn:  uterus  with 
retroversion,  due  to  relaxation  of  the  peritoneal  ligaments  and  pelvic 
connective  tissue,  winch  usually  develops  simultaneously  with  the 
relaxation  of  the  vaginal  walls.  As  the  relaxation  continues,  however, 
the  uterus  is  drawn  tlown  by  the  ijrolapsed  anterior  vaginal  wall  aitled 
by  a  cystoeele,  which  is  connected  aver  a  wide  extent  with  the  anterior 
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wall  of  the  vagina  and  cervix.  The  uterus  offers  no  resistance  to  the 
pull  thus  exerted  until  the  vaginal  portion  approximately  reaches  the 
introitus.  (In  this  manner  secondary  descent  of  the  uterus 
is  produced  in  primary  prolapse  of  the  anterior  vaginal 
wall  with  cystocele,  Fig.  109.)  Further  displacement  is 
temporarily  prevented  by  the  peritoneal  ligaments  and 
the  pelvic  connective  tissue,  and  instead  the  cervix  is  slowly  dis- 
tended by  the  continued  pull  of  the  anterior  vaginal  wall  and  of  the 


Secondary 
Descent  of  the 
Uterus,  with 
Elongation 
of  the  Cervix. 


Fig.   112. — Total  Prolapse  of  Vaoina   and  Uterus.     P.-F.   K*     (Original.)     Uterus  7  cm.; 

large  cystocle,  no  rectocele. 


Elongation 
of  the  Cervix, 


cystocele;  elongation  of  the  cervix  is  produced.  This  at  first,  it  is 
needless  to  say,  affects  chiefly  the  anterior  wall  because  it  is  directly 
connected  with  the  bladder;  but,  as  the  cervix  represents  a 
coherent  mass,  the  elongation  must — although  to  a  slighter 
degree — cause  elongation  of  the  lateral  and  posterior  walls  also.  The 
two  walls  of  the  cervix  do  not  share  equally  in  the  elongation.  In  the 
anterior  wall  only  the  supravaginal  portion,  with  which  the  bladder 
is  directly  connected,  becomes  elongated;  while  in  the  posterior  wall 
the  elongation  may  affect  both  the  supra-  and  infravaginal  segments. 
If  the  infravaginal  portion  only  is  affected  and  there  is  no  primary 
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descent  of  the  uterus,  the  posterior  vaginal  vault  is  found  conipl«*tely 
at  its  normal  level  (Sohnjder\s  hypcrtrophia  int(.*rinedia).  This  forui 
is  very  rare,  however,  beraui^e  in  this  caj^e  also  there  imually  oceur^ 
priinarily  a  slight  deseent  of  the  uteru^s  with  inversion  of  the  vagina* 
\^  a  rule  ihv  reflpxirm  of  the  posterior  wall  is  found  at  al)out  the  niiddhf 
of  thi*  vagina  (Fig.  114),  and  the  elongation  involves  the  supravaginal, 
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Fro.  na.^To^Ai.  PMfitJLr»»  or  this  UTtmm  *wii  Viti-.tHA,  with  Tuiiejirt^LoiT*  As«  itm  wmcn  Ctnd[i>i*wTKi.T 
FiLLB  tiift  Viatoo-i7f  BiUNH  *?jp  HiuTO>vT««iNft  ExcAVATtcijn.     P^F.     H.     (Original.) 

and  in  a  smaller  degree  the  infravaginal,  portions  of  the  posterior  cervical 
wall.  In  rarer  easefi  the  .supravaginal  portion  only  of  the  posterior 
cf*rvieal  wall  is  elongated  {Fig.  115).  This  occurs  in  those  eases  in 
which  there  is  a  primary  prolapse  of  the  lower  portion  of  the  posterior 
vaginal  wall,  and  in  which  the  inversion  of  the  vagina  causetl  by  the 
dt*s(*erit  nf  the  uterus?  lias  continued  until  it  coincides  with  the  primary 
vaginal  prolapt^e,  and  the  entire  vagina  is  rolled  down.  The  entire 
posterior  wall  of  the  vagina  in  that  case  lies  in  front  of  the  vulva  in 
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large  folds,  and  the  elongation  of  both  cervical  walls  affects  only  the 
portion  lying  above  the  vagina. 

It  appears,  therefore,  that  secondary  prolapse  of  the  uterus  usually 
terminates  in  elongation  of  the  cervix;  exceptional  combinations  of 
primary  vaginal  prolapse  and  primary  uterine  prolapse  may  occur. 

All  the  parts  lying  in  front  of  the  vulva  may  become  edematous 
from  circulatory  disturbances  and,  if  the  latter  are  protracted,  hyper- 
trophic;   as  a  result  the  vaginal  portion  becomes  thickened,  hard  and 


Fio.  114. —  Prolapbk  op  the  Anterior  Vaginal  Wall  with  Eix)ngation  of  the  Cervix.  P.-F. 
^.  (Original.)  The  anterior  wall  i»  completely  prolapsed;  the  posterior  has  descended  from  above  and  is 
in  situ  below.  The  supravaginal  portion  of  the  cervix,  particularly  in  the  anterior  wall,  is  elongated.  The 
uterus  11  cm.,  in  retroflexion. 

sometimes  a  little  longer  than  normal.  In  nullipara*  it  retains  its  shape 
in  the  main,  and  the  os,  which  occasionally  is  so  small  that  it  can  barely 
be  found,  remains  normal;  in  multipara?  marked  changes  in  the  shape 
occur  on  account  of  the  bilateral  tears  which  are  usually  present.  The 
two  lips  of  the  cervix,  with  their  lateral  tears,  are  drawn  apart  by  the  pull 
of  the  two  prolapsed  vaginal  walls  to  such  an  extent  that 
a  large  ectropion  is  formed,  and  the  external  os  is  displaced 
to  the  outer  surface  of  the  prolapse,  while  the  lowest  point 
of  the  prolapse  is  formed  by  the  inner  wall  of  the  cervix  or  occasionally 
by  the  internal  os;    as  a  result  the  external  os  is  enormously  dilated. 


Secondary 
Changes  in 
the  Uterus. 
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If  there  h  only  one  lateral  tear,  only  one  ectropion  is  formed  on  the 
corresponding  side  and  the  o^  beeomes  oblitiue.  The  inucous  nreiiibrane 
of  the  cervix  which  is  exposed  by  the  eetropion  becoines  covered  with 
squamous  epithelium,  as  do  also  the  small  mucous  polyps  w^hieh  not 

infiTquently  develop;  the  epithelium  remains  thin,  how^ever,  appears 
blui.-^h  and  is  easil}'  injured.  In  spite  of  the  changes  in  the  epithelium 
the  arbor  vitie  is  still  distinctly  recognizable.  Shallow,  decubital  uleera 
are  verj^  apt  to  form  on  the  inner  surface  of  the  cervix.    Elongation  of 
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Fro.  1  IS-^KvoHiWJLn  PaoLA^e  ot  rnc  E^Trnr  Vagina  wim  Rlo^^oatioj*  or  Tttr.  Ceuvtx,  T.-F^ 
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r«ctowk;    utenj«  1QJ5  cm.    EetT«inod  irf  the  otrvi^ 

the  cervix  must  also  be  regarded  as?  a  seconilary  alteration;  those 
portions  of  the  elongated  cervix  which  lie  within  the  pelvis  possespi  their 
nortnal  thickness  or  may  be  greatly  attenuated,  while  the  parts  in  front 
of  the  vulva  become  hypertrophied. 

It  is  not  difficult  to  determine  whether  the  uterus  has  shared 
in  the  prolapse.  If  the  uterus  is  still  within  the  pelvis,  its  position  is 
detrriiiiiiiMl  by  bimanual  examination  tli rough  the  vagina,  ^,  ,  , 
taking  great  care  not  to  displace  the  organ  upward*  The  »he  rtprin* 
points  to  be  decKled  are,  m  the  main,  the  level  of  the 
utt^rus,  which  is  d<*termined  by  the  position  of  the  vaginal  portion  ivith 
respect  to  the  interspinal  line,  and  whether  the  organ  is  nonnally  ante- 
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verted  or  in  retroversion.  If,  however,  the  vaginal  portion  has  descended 
as  far  as  the  introitus,  the  position  of  the  uterus  can  no  longer  be  deter- 
mined by  vaginal  examination,  because  in  doing  so  it  would  be  forced 
upward;  in  that  case  the  position  of  the  organ  is  determined  by  rectal 
examination,  while  the  patient  is  asked  to  bear  down  or  the  cervix  is 
drawn  down  with  a  tenaculum.  If  the  vaginal  portion  protrudes  far 
below  the  vulva,  or  if  the  entire  vagina  is  prolapsed,  the  main  question 
to  be  decided  is  whether  one  is  dealing  with  a  total  uterine  prolapse  or 
an  elongation  of  the  cervix.  This  is  decided  by  palpation  and  by  attempt- 
ing to  outline  the  uterus,  which  is  covered  by  the  prolapsed  vagina. 
If  the  fingers  can  still  be  brought  together  above  the  fundus  and  in 
front  of  the  vulva,  the  entire  uterus  is  prolapsed.  If,  however,  external 
palpation  shows  that  part  of  the  uterus  is  within  the  pelvis,  the  con- 
dition is  an  elongation  of  the  cervix,  and,  in  order  to  determine  whether 
it  extends  farther  into  the  pelvis,  a  rectal  examination  is  necessary. 
The  junction  between  the  cervix  and  the  uterine  body  can  sometimes 
be  recognized  by  the  attachment  of  the  folds  of  Douglas.  If  the  intra- 
pelvic  portion  of  the  uterus  is  not  elongated,  the  fundus  can  be  drawn 
down  in  front  of  the  vulva  through  the  rectum,  and  an  elongation  appar- 
ently converted  into  total  uterine  prolapse.  A  much  simpler  means, 
however,  of  distinguishing  between  total  uterine  prolapse  and  elonga- 
tion is  the  sound.  In  total  uterine  prolapse  the  length  of  the  uterus 
is  found  to  be  normal,  while  in  elongation  it  may  measure  as  much  as 
20  cm.  (It  must  be  borne  in  mind  that  in  prolapse,  owing  to  the  retro- 
version, the  sound  must  be  introduced  with  the  concavity  directed 
backward.)  Peculiar  differences  in  the  length  of  the  uterine  canal  are 
sometimes  obtained  with  the  sound;  if  the  elongated  cervix  is  com- 
pletely drawn  out  (extended)  and  lies  partly  within,  and  partly  in  front 
of  the  pelvis,  a  measurement  of  12  cm.  is  obtained;  if  the  uterine  body 
is  brought  out  through  the  rectum  and  placed  in  retroflexion,  the  cervix 
collapses  in  folds  like  a  harmonica  and,  as  these  folds  are  not  included 
in  the  measurement,  the  sound  shows  a  length  of  7  cm.  For  the  same 
reason  great  differences  may  be  obtained  in  the  results  of  sounding 
immediately  before,  and  after  replacement  of  the  uterus.  The  extent 
to  which  the  cervix  shares  in  the  entire  elongation  cannot  be  determined 
with  the  sound  alone  because  the  internal  os  is  not  sufficiently  well 
marked.  More  reliable  information  is  often  obtained  by  palpating 
the  sacro-uterine  ligaments  which  are  attached  a  short  distance 
below   the   internal   os. 

The  question  which  part  of  the  cervix  is  elongated  merits  a  careful 
study.  In  the  anterior  wall  it  is  only  the  supravaginal  portion  that 
lengthens  out;  in  the  posterior  we  have  several  possibilities — the  infra- 
vaginal  portion  alone,  or  the  supravaginal  portion,  or  both  may  be 
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rlDn^atiHL  The  iliffiTPiitiation  Ijft.wcc^n  thrse  throe  coTidUioris  is  made 
hy  I  lie  level  of  the  vaginal  vault.  In  the  firi?t  roTnlitioii  it  h  found  at 
its  normal  level;  in  the  second  it  lies  in  front  of  the  vulva  just  as  in 
elongation  of  the  anterior  wall:  whilr  both  i^egmentn  must  be  a^sunied 
to  be  involved  if  the  vaginal  vaidt  is  found  about  half-way  up-  In 
aiMition  tlie  character  of  the  elongation  may  l>e  determined  by  the 
nature  of  the  investing  mucous  membrane  on  the  pasterior  surface  of  the 
proh^iiit^e;  if  the  niueoLi^  membrane  is  smooth  and  without  wrinkles  and 
immovably  attacdied  to  the  cervix,  the  structure  is  the  vaginal  portion; 
while  those  segments  which  are  covercil  with  w^rinkled,  plicated,  mov- 
able mucous  membrane  repret^ent  the  supravaginal  portion  of  the  cervix; 

The  floor  of  the  bladder  is  almost  inseparably  attached  to  the 
upper  lialf  of  the  anterior  vaginal  wall  antl  to  the  anterior  cervical 
wall.  For  this  reason  the  bladder  is  necessarily  involved  in  all  cases 
of  vaginal  prolapse — in  some  cases  primarily  and  in  rare 
cases  secondarily*  The  shape  of  the  viscus  varies  accord- 
ing to  the  position  occupied  by  the  anterior  vaginal  w^all  and  cervix. 
In  every  case  of  descent  and  prolapse  of  the  anterior  vaginal  wall 
the  lower  portion  of  the  bladder  descends  in  front  of  the  vulva  and 
forms  a  sacculation,  a  cystocele.  This  is  also  found  regularly  when, 
in  a  primary  uterine  prolapse  or  elongation  of  the  cervix^  the  posterior 
wall  of  the  bladder  descends  along  with  the  anterior  cervical  wall;  but 
the  sisse  of  the  cystocele  is  tlifferent  in  the  two  conditions.  When  the 
anterior  cervical  wall  is  elongated,  the  attachment  of  the  blarhler  to 
the  cervix  is  lengthened  by  from  2  to  10  or  12  em.,  and  the  cystocele  m 
aeeordirigly  long  and  liroad  (Fig.  llo);  when,  on  the  other  hand,  the 
uterus  is  primarily  prola|>sed,  the  Idadder  wall  is  merely  dragged  down 
to  the  cervix  ami  forms  a  much  smaller  cystocele. 

Along  with  the  blathler  the  posterior  half  of  the  urethra 
is  displaced  downward,  while  the  anterior  remains  permanently 
attached  to  the  lower  border  of  the  symphysis — the  uretlira 
representing  a  curve  with  the  concavity  directed  downwanl  as 
it  courses  into  the  bladder.  The  alten*d  position  of  the  urethra 
is  readily  determined  with  the  catheter;  the  instrumeiit  Is  intro- 
duced in  the  usual  position  and  the  tip  rotated  downwanh  The 
bladder  can  occasionally  be  seen  a*s  an  iU-tiefined  bulging  or  sacculation 
behiml  the  anterior  vaginal  wall  or,  if  it  contains  urine,  it  may  be  de- 
monstrable as  a  flabby  tumor,  or  picked  up  from  the  cervix  as  a  thick 
fold  along  with  the  vaginal  wall;  the  lower  extremity  of  the  bladtler 
is  usually  indicated  by  a  transverse  furrow.  The  readiest  means  of 
recognising  the  altered  shape  of  the  bladder  is  the  catheter,  with  the 
aid  of  w^hich  the  boundaries  ean  be  determined  in  all  directions;  but 
at  the  same  time  the  instrument  is  apt  to  evaginate  the  bladder  wall 
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and  temporarily  altor  its  position.    In  the  recumbent  posture  the  cysto- 
cele  usually  contains  no  urine. 

Cystoscopy  affords  an  excellent  metlioil  of  examining  tht' 
cystocele.  The  earliest  stages  of  depression  of  the  bladder  wall 
may  be  recognized  with  the  eystoscope  as  a  small  fold  or 
pouch  in  the  trtgonum,  forming  the  centre  of  the  radiating  folds 
of  the  adjacent  mucous  meudjrane.  The  deeper  the  pocket,  the  nearer 
will  be  the  interureteric  ligaments  to  the  neck  of  the  bladder;  the 
ligament  at  the  same  time  is  curved  or  makes  an  acute  anf^le  (Fig. 
116).  When  the  cystocele  is  large^  tlie  entire  floor  anil  posterior  wall  of 
the  bladder,  and  w^ith  them  the  orifices  of  the  ureters,  are  found  in  a 
funnel-shaped  depression  of  the  cystocele.  By  pushing  the  prism  of 
the  cystoBCOpe  forward  into  the  cystocele  and  greatly  elevating  the  up{>er 


Fio,  Hfi. —  CrsTOftcopic  PjcmiE 
PK  Sm^ix  CvaTorKLR,  Showing  the 
KrtKt:Ht:fERU^  LroAMnKT  pA«!«i,N'a 
INTO  IT  (mudiAed  after  Zangempi^lcr). 


FlO.     117, CTBTfflWOPtC     PltTtfnB 
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(modified  after  3Simg[!emtiEit«r). 


extremity  the  ureteric  orifices  are  discovered  on  the  anterior  wall. 
From  this  point  the  ureters  pass  in  a  curved  direction  laterally  and 
upward  (Zangemeister)  (Fig.  117).  With  the  aid  of  the  cystoscope, 
tlierefore,  it  is  not  difficult  to  obtain  an  idea  of  the  size  of  the  cystocele 
and  the  position  of  the  ureters. 

The  lower  half  of  the  posterior  vaginal  wall  is  connected  with  the 
anterior  wall  of  the  rectum  by  loose  tissue  which  permits  a  consid- 
erable degree  of  mobility.  Hence  tlu;  posterior  vaginal  wall  may  deseeml 
a  considerable  tlistance,  or  even  become  completely  pro- 
lapsed, w^ithout  necessarily  dragging  the  rectum  down  with 
it.  In  other  cases  we  find  a  marked  sacculation  of  the  anterior  rectal 
w*al!— rectocele,  which  sometimes  is  merely  a  secondary  efTect  of  the 
bulging  of  the  posterior  vaginal  w^alL  The  recognition  of  this  alteration 
in  the  rectum  is  c|uite  easy.  The  finger  is  introducetl  into  the  rectum, 
and  the  position  of  the  anterior  rectal  wall  deternnned,  care  being  taken 
not  to  push  the  wall  forw^ard  and  thus  produce  an  artificial  rectocele. 


Keetum* 
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After  thr  participation  of  all  the  organs  in  the  prolapse  ha?i  been 
inve^tigateili  it  rernains  to  be  iteterinined  whether  the  prola|>sL*  can  be 
replaced,  i.e,,  whelhiT  the  vagina  arid  uterus  can  he  returned  to  their 
normal    positions    within    the    pelvic,    a??   successful    treat-  ^Jp,HocJ  of 

inrnt    depends    primarily    on    the    jios^ibilitv    of    complete         iMi^rmininn 
rcplaeenicnt.     An  anesthetic  is  reijuired   For  this   purpose  Rrpui^itiflu 

only  in  exceptional  eases;  when  the  vaginal  walls  are  very 
edematous  or  extremely  painfuK  rephicenient  is  much  more  easily 
effected  under  an  anesthetic.  Tlie  [jrolapKc  is  grasped  by  placing  both 
thumbs  against  the  antiTior,  and  the  remaining  fingers  against  tlu^  pos- 
terior wall  of  the  prolapse;  antl  the  first  part  of  the  vagina  nearest  the 
vulva,  then  the  adjacent  portiuns,  and  finally  the  vaginal  portion  are 
pushed  back  into  place.  After  the  vagina  has  been  completely  replaced, 
the  uterus  is  turned  over  forwani,  antevcrted  as  in  retroflexion,  by 
bringing  the  body  forwanl  an*l  pushing  the  vagina  backward  (p.  252). 
It  is  of  the  greatest  importance  that  the  uterus  be  restoretl  to  its  normal 
position.  Moderate  gratlt^s  of  edema  of  the  vaginal  wall,  which  may 
interfere  with  replacement,  are  removed  by  massage.  The  most  f re- 
fluent obstacles  to  the  replacement  of  the  ut*^rus  are  found  in  para- 
metritic exudates  J  perimetritic  adhesions  and  parauterine  tumors. 
After  the  prolapse  has  been  replaced,  a  bedter  idea  can  be  formed  of 
the  wiiith  of  the  introltus  and  the  relaxation  of  the  pelvic  Hoor.  In 
marked  degrees  of  pn elapse  the  introitus  is  wide  enough  to  admit  the 
entire  hand  into  the  vagina* 

Differential  diagnosis.  In  prolapse,  as  in  all  other  gyne- 
cologic conditions,  the  diagnosis  must  be  based  on  the  objective  signs 
and  not  on  the  symf>toms.  The  patient's  statements  about  bearing- 
down  pains  and  the  sensation  of  swelling  of  the  vulva  are  tJifTi-it»i»ti»i 
by  no  means  typical  of  prolapse,  as  the  same  symptoms  rH»cijoi.ui. 
are  sometimes  eomplaineil  of  in  vulvitis,  colpitis,  inflammation  of  the 
uterus  and  neighboring  organs,  and  in  some  tumors;  if  at  the  same 
time  a  slight  degree  of  descent  is  present,  one  is  tempted  to  regard  this 
as  the  cause  of  the  symptoms  and  to  overlook  the  other  conditions. 

Diagnostic  errors  are  possible  even  when  an  objective  examination 
is  made.  Thus  a  cystocele  protruding  into  the  intrnitus  may 
produce  a  picture  very  similar  to  that  of  prolapse  of  the  vagina;  such 
a  cystocele,  however,  is  usually  situated  to  one  side  of  the  median  line, 
the  investing  mucous  membrane  is  greatly  attenuated,  the  wrinkles 
are  oblitiTated,  and  the  contents  of  the  cystocele  appear  as  a  bluish 
sheen  in  the  attenuated  wall.  As  a  rule  the  cystocele  may  be  recognized 
a^  a  circumscribed,  flabby,  fluctuating  tumor. 

Prolapse  of  the  posterior  wall  may  be  simulated  by  a  vaginal 
spiit  u  m   wliich  has  been  torn  from  the  anterior  wall  and  protrudes  from 
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the  introitus.  The  septum  is  usually  narrow  and  like  the  keel  of  a  boat, 
continuous  only  with  the  middle  of  the  wall,  and  disappears  rapidly 
above;  while  a  prolapse  is  broader,  involves  the  entire  posterior  wall, 
and  merges  above  and  laterally  with  the  vagina,  which  is  in  situ.  The 
presence  of  septal  remains  on  the  anterior  wall  frequently  helps  to  clear 
up  the  picture. 

A  complicated  picture  is  produced  in  a  case  of  total  prolapse  of  the 
vagina  when  there  is  complete  atresia  of  the  external  os,  as  not 
infrequently  occurs  in  old  women;  the  physical  signs  may  in  such  a 
case  resemble  those  of  an  extruded  myoma  or  an  inverted  uterus.  Where 
the  external  os  cannot  be  found  even  with  the  smallest-sized  probe  and 
is  not  revealed  by  a  small  plug  of  mucus,  the  prolapsed  vagina  can  still 
be  recognized  by  this  fold  and  by  the  descent  of  the  vaginal  vault. 

Prolapse  is  frequently  confounded  with  elongation  of  the  va- 
ginal portion,  particularly  the  so-called  penis-shaped  hypertrophy, 
which  may  be  so  great  that  the  external  os  appears  at  or  in  front  of  the 
vulva;  or,  conversely — and  this  is  undoubtedly  a  still  more  frequent  mis- 
take— the  cervix  in  cases  of  descent  of  the  uterus,  when  it  is  displaced 
downward  and  covered  by  an  inverted  vagina,  is  mistaken  for  an  elon- 
gated vaginal  portion.  The  points  of  distinction  are  the  position  of  the 
vaginal  vault,  which  in  true  elongation  of  the  vaginal  portion  must  be 
at  its  normal  level  in  front  and  behind;  the  character  of  the  mucous 
membrane  covering  the  cervix,  inasmuch  as  it  is  smooth  and  immov- 
able when  the  underlying  structure  is  the  vaginal  portion,  whereas  the 
presence  of  wrinkles  and  mobility  indicates  the  beginning  of  a  true 
vaginal  mucous  membrane. 

Antererskm  of  the  Uterus. 

Since  the  normal  uterus  lies  in  a  position  of  moderate  anteversion, 

the  dividing  line  from  a  pathologic  anteversion  is  not  easy  to  define. 

We  speak  of  a  pathologic  anteversion  when  the  uterine  body  occupies 

^  . .        ,      a  lower   position   than   normal   on   the   bladder,   and   the 

Dennition  and  ....  * 

Palpatory  vagmal  portiou  IS  displaced  so  far  upward  that  the  exter- 

nal OS  presents  directly  backward  or  even  backward  and 
upward  (Fig.  118);  the  uterus  at  the  same  time  is  usually  fixed  in  this 
position.  The  junction  of  the  body  with  the  cervix,  particularly  in  the 
presence  of  metritic  processes,  becomes  rigid,  and  the  cervico-corporeal 
angle  is  obliterated. 

The  diagnosis  of  anteversion  is  easy.  The  attention  of  the 
examiner  is  at  once  arrested  by  the  position  of  the  vaginal  portion, 
which  may  be  displaced  so  far  upward  that  the  os  can  barely  be  reached 
with  the  finger;  the  body  is  in  close  contact  with  the  anterior  vaginal 
vault  and  often  causes  a  downward  bulging  of  that  structure. 
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It  is  important  to  search  for  the  causes  of  anteversion.  They 
are  frequently  found  in  a  chronic  mctntis  which  has  increased  the 
thickness  and  weight  of  the  uterus  and  caused  it  to  drop  forward.  In 
other  eases  the  ante  version  is  due  to  adhesions  between 
the  body  or  Us  adnexa,  on  the  one  hand.  an*l  the  anterior 
pelvic  wall  on  the  other,  drawing  the  uterus  down  and  forward  and 
fixing  it  in  the  abnormal  position;  or  the  cervix  may  be  elevated  and 
attached  by  adhesions  to  the  posterior  pelvic  wall,  causing  the  body 
of  the  uterus  to  drop  forward. 
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Fta.  nS^— AwTEVEBiimN  or  fnm  ITTEStts.     P--F.     >i,      (Origitial.) 

l^teroversion   of  the   LUerus. 

The  normal  uterus  frequently  occupies  a  somewhat  oblique  posi- 
tion j>o  that  the  fundus  is  din  eted  towarrl  one  side  and  the  vaginal  por- 
tion lowanl  the  othtT,  one  lateral  aspect  presenting  forward. 
The  term  pathologic  lateroversion  is  used  only  when  the 
obliquity  h  very  pronouncpd  or  the  uterus  is  fixed  in  the  oblique  posi- 
tion; in  extreme  cases  the  uterus  may  occupy  a  completely  transverse 
position  in  the  pelvis  (Fig.  119), 

Note:     Srhultze  applies  the  term  laleroversion  only  to  those  di«|jtacenienlii  of  the 
uUmm  in  which  the  org^n  k   rotated   around   iis  Lateral   surfaee,  and  indiides  the  oblique 

jxj^itions  of  a  nomjally  ant  everted  utertus  afnong  tlie  varieties  of  torsion. 
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Lateroversion  of  the  uterus  is  at  once  suggested  by  the  position 
of  the  vaginal  portion  when  it  deviates  markedly  to  one  side,  and  the 
OS  is  directed  well  to  one  side  and  backward;  the  uterine  body  is  in  the 
other  half  of  the  pelvis,  with  the  fundus  near  the  lateral  wall. 

The  causes  of  lateroversion  may  be  more  difficult  to  discover. 
Congenital  lateroversion  is  seen  with  double  malformations  of  the 
uterus.  The  uterus  is  formed  by  the  two  ducts  of  Miiller, 
inMlTfora*^"  which  run  obliquely  from  both  sides  downward  to  the 
thTutlrua.  middle  of  the  pelvis  and  unite  to  form  the  single  organ. 

If  union  fails  to  take  place,  the  uterus  consists  of  two 
oblique  halves  which  come  together  at  the  angle.  If  one  of  the  cornua 
remains    rudimentary   while   the   other   reaches    its   full   development, 


Fio.  119. —  SiNisTROVERSioN  OF  THE  Uterus.  P.-F.  ^.  (Original.)  The  uterus  is  almost  trans- 
verse. The  vaginal  portion  in  fixetl  on  the  right  side. .  The  vaginal  vault  on  the  right  side  forms  a  cleft,  on  the 
left  it  is  well  developed.    The  left  adnexa  are  underneath  the  uterus. 

there  results  a  uterus  in  marked  lateroversion  which,  however,  differs 
from  all  other  forms  of  lateroversion  by  the  perfect  mobility,  the 
absence  of  adnexa  at  the  inner  side  (they  are  given  off  from  the 
rudimentary  cornu),  and  usually  by  the  median  position  of  the  cervix. 
In  double  malformations  with  fully  developed  cornua  (uterus  bicornis 
et  didelphys)  also,  the  two  cornua  are  more  or  less  in  a  position 
of  lateroversion. 

As  a  rule  lateroversion  is  acquired  through  inflammatory  pro- 
cesses in  the  pelvic  connective  tissue,  followed  by  contraction.  If  the 
connective  tissue  contained  in  Douglas'  fold  contracts,  the  cervix, 
Acquired  ^^^d  with  it  the  body,  is  drawn  over  to  the  pelvic  wall, 

Lateroversion.  bccausc  the  puU  is  cxcrtcd  SO  high  up  that  the  body  also 
is  affected.  But  if  the  cicatricial  contraction  takes  place  in  the  deeper 
portions  of  the  parametrium,  the  cervix  is  drawn  to  one  side  and  the 
body  to  the  other:    lateroversion  results  (Fig.  119).     This  variety  is 
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oastly  recognized  by  the  fixation  of  the  cervix  and  the  shortening  of 
the  parametrium,  I  he  mobility  of  the  botly  being  eomph.*teiy  prciserved. 
Lateruversion  may  also  result  from  forees  acting  on  the  uterine  body. 
An  inflammatory  process  in  the  broad  ligament  or  in  the  tissues  sur- 
rounding the  lube,s,  with  rontraetion,  or  the  ^^ho^t  peihek'  of  an  ovarian 
tumor  may  ilraw  the  body  to  the  pelvic  wall;  or  tumors  of  the  adnexa 
or  of  the  broad  ligatnent  may  crowd  the  body  to  one  side  in  order  to 
gain  room  for  their  growth.  As  in  the  vs^&l'  of  lateroposition,  the  tumors 
are  usually  not  pedunculated  and  have  been  prevented  from  growing 
upward  into  the  abilominal  cavity*  A  very  rare  cautse  of  lateroven^ion 
is  found  in  tumors  which  push  the  cervix  forcibly  against  one  pelvic 
wall  and  allow  the  body  to  deviate  to  the  other  side. 

Retroversion   of  the  Uterus* 

Retroven?ion  of  the  uterus  represents  a  displacement  in  which  the 
body  th*viates  baekwanl  from  the  pedvic  axis,  and  the  vaginal  portion 
is  ilisplaced  forwanl  as  far  as,  or  in  front  of  the  pelvic  axis.  In  a  ^liag- 
nostic  sense  retroversion  is  so  closely  related  to  retroflexion  that  the 
two  anomalies  will  be  treated  together. 

Anteflexion   of  the   Uterus. 

By  the  term  aiiteflexton  of  the  uterus  we  understand  an  increase 
of  its  normal  curvature  over  the  anterior  surface;  as  this  curvature 
fluctuates  within  certain  limits,  a  slight  increase  over  the  normal  angle, 
wliich  is  about  135*^,  must  not  be  designated  an  abnor- 
mal angulation.  But  if  the  angle  is  less  than  90°  or,  in 
other  words,  really  an  acute  angle,  the  position  of  the  uterus  is  called 
a  pathologic  anteHexion.  This  does  not  mean,  lioweverj  that  abnormal 
kinking  of  the  uterus  to  that  extent  necessarily  represents  a  disease  in 
every  instance,  or  that  it  produces  definite  symptoms;  or,  if  symtJtoms 
liappen  to  be  present,  that  they  are  necei?sarily  to  be  referred  to  the 
abnormal  angulation.  On  the  contrary,  it  must  be  distinctly  eiupha- 
sized  that  in  the  great  majority  of  the  cases  the  anteflexion  is  in  itself 
an  imlifTerent,  and  probably  a  secondary  condition,  and  that  the  true 
cause  of  the  sy m|Uoms,  and  frecjuently  also  the  cause  of  the  anteflexioUj 
must  lie  souglit  in  the  complications,  such  as  inadequate  development 
of  the  uterus  or  inflammator>'  c(mditir)ns  of  the  folds  of  Douglas,  From 
this  standpoint  even  an  acute-angled  anteflexion  is  reganled  as  an  anom- 
aly of  practically  no  significance.  Nevertheless  it  cannot  be  omitted 
altogether  from  the  list  of  uterine  displacements,  because  in  a  few  very 
rare  cases  tht^  almormal  angulation  alone  must  be  regarded  as  the 
cause  of  the  rlinical  symi>toms.  Hence  in  tht*  majority  of  cases  a  tliag- 
nosis  of  anteflexion  merely  indicates  that  the  uterus  is  bent  over  for- 


Defimimo. 


238  GYNECOLOGICAL  DIAGNOSIS 

ward  more  sharply  than  normal,  and  docs  not  reach  the  true  disease. 
In  every  case  the  physician  must  try  to  ascertain  whether  there  are, 
in  addition  to  the  anteflexion,  other  conditions  which  must  be  regarded 
as  the  cause  of  the  clinical  manifestations. 

We,  therefore,  divide  the  diagnosis  of  the  displacement  under 
consideration  into  the  diagnosis  of  anteflexion  itself  and  the  diagnosis  of 
its  varieties  or  causes. 

The  diagnosis  of  anteflexion  of  the  uterus  is  easy  if  a 
satisfactory  palpation  can  be  made.  The  cervix  usually  has  the  same 
direction  as  the  vagina,  so  that  the  external  os  is  directed  forward  and 
DiagnoHisof  downward  and  the  body  lies  so  close  to  the  surface  that  the 
Anteflexion.  gj^g^j.  pntcrs  the  auglc  with  difficulty.  If  the  body  is  felt 
through  the  anterior  vaginal  vault,  the  degree  of  anteflexion  can  be  deter- 
mined without  difficulty.  Care  must  be  exercised  not  to  alter  the  angle 
during  the  examination;  in  obtuse-angled  anteflexion  it  is  very  easy  to 
obliterate  the  angle  or  even  to  bring  about  a  retroflexion.  Diagnostic 
difficulties  arise  only  when  an  anteflexed  uterus  is  displaced  so  far  back- 
ward that  the  body  cannot  be  felt  by  bimanual  examination,  or  the 
cervix  is  so  long  that  it  cannot  be  reached  with  the  internal  finger,  or 
the  body  so  small  that  it  cannot  be  recognized  with  certainty  by  any 
means  at  our  command.  In  all  such  cases  the  uterus  is  thought  to  be 
in  retroversion  on  account  of  the  position  of  the  vaginal  portion  or  the 
_.^      .  ,         elongation  of  the  cervix,  which  has  the  same  direction  as 

Diflferential  °  ... 

Diagnosis  be-  the  Vagina;  nor  is  it  in  most  cases  possible  to  introduce 
flexion  and  thc   fiugcr  through  the   rectum   high   enough   to   feel   the 

rovereion.  anteflexion  of  the  uterine  body.  Cases  of  this  kind  are 
very  important  in  practice  on  account  of  their  frequency,  and  because, 
if  an  incorrect  diagnosis  of  retroversion  is  made,  the  patient  is  subjected 
to  a  fruitless  and  often  very  distressing  course  of  pessary  treatment. 
If  in  such  a  case  anteflexion  is  suspected  because  the  fundus  cannot  be 
certainly  reached  through  the  posterior  vaginal  vault,  or  because  the 
examiner  thinks  he  feels  the  anteflexion  of  the  uterine  body  at  the 
lateral  aspect,  and  a  positive  diagnosis  cannot  be  made,  he  need  not 
hesitate  to  resort  to  general  anesthesia.  In  most  cases  every  doubt 
can  be  cleared  up  under  an  anesthetic.  In  doubtful  cases  the  necessary 
certainty  may  also  be  attained  by  means  of  the  sound,  since  in  retro- 
version it  glides  into  the  cavity  in  a  backward  and  upward  direction 
as  far  as  the  ring;  while  in  anteflexion  resistance  is  at  once  encountered 
at  the  internal  os,  and  the  instrument  can  be  made  to  glide  in  only  by 
giving  it  a  sharp  curve  or  depressing  the  handle,  or  by  drawing  the  cervix 
down  with  a  double  tenaculum.  After  the  sound  has  been  introduced, 
the  anteposition  of  the  fundus  may  be  detected  by  feeling  the  knob 
through  the  tissues  in  front. 
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Tuiuors  piacnl  in  front  of  the  utcrtiK,  sii<*h  a^  a  perimntritir  pxndate 
or  a  luyonia,  may  lu*  nuj?takt*n  for  a  utt-rinc  body  in  anlrflexion  if  llicy 
form  the  same  angle  with  the  eervix  above  the  internal 
OS.  The  distinction  i-an  always  be  matle  by  noting  that  Dijm?^ir?mm 
the  shape  and  size  of  the  tumor  are  not  exaetly  the  same  ^"^T^tou^** 
as  those  of  the  anteHexed  uterine  body,  tliat  exudates  are 
usually  more  diffuse  and  that,  on  the  other  hand,  the  body  of  the  uteriis 
can  always  be  felt  or  demonstrated  with  the  sound  behind  the  tumor- 
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Fio.  120. — CossoKNfTAi,  AsT-ErLKXios  OF  TO  It  t'Tenna,    P.-F,    H.    (OnmsmX.)    Viem*  movi 
acute-aneled  fttit«fl«uou ;  rigidity  of  tb«  uigU}.    Body  wn^  i|«viik}|ied. 


In  several  ins^tances  I  have  had  great  diagnostic  difficult it\s  to  contend 
with  when  the  anteflexion  was  associated  with  twisting  of  the  uterus 
due  to  unilateral  contraction  of  the  ligaments.  The  l>o<ly  in  these  cases 
wafi  felt  so  distinctly  alongside  of  the  elongated  cervix  that  I  at  first 
mistook  it  for  a  jmrauterine  tumor. 

While  the  diagnosis  of  anteflexion  in  general  is  quite  easy,  great, 
or  even  insurmountable  difficulties  may  be  encountered  in  the  effort 
to  determine  the  variety,  the  etiology  and  the  sequelae  of  this 
anomaly;  in  short,  when  the  question  whether  the  existing  anteflexion 
is  responsible  for  the  symptoms  or  not  is  to  b^  decided.     The  classical 
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symptoms  of  anteflexion,  ch'smenorrhea  and  sterility,  are  encountered 
in  almost  all  of  the  varieties  of  the  displacement  and  are,  therefore, 
of  no  value  for  the  differential  diagnosis  between  the 
individual  varieties.  The  most  important  point  to  deter- 
mine is  whether  the  anteflexed  uterus  is  freely  movable  or 
fixed  to  the  posterior  pelvic  wall  by  inflammatory  adhe- 
sions: this  question  can  easily  be  decided  by  a  careful  bimanual  exam- 
ination.    If  the  uterus  is  found  to  be  freely  movable,  the  condition  is 


DiaKnonuv  of 
t!ie  Variety  and 
Caui<es  of  the 
Anteflexion. 


Fio.  121. — Anteflexion  or  the  Uterus  with  Fixation.    P.-F.    V^.    (Orifjcinal.)     Anteflexion  and  retro- 
position  with  posterior  fixation,  due  to  posterior  parametnti;). 


usually  congenital;  the  angle  of  anteflexion  is  usually  rigid,  unchangeable, 
and  cannot  be  obliterated  by  distending  the  bladder.  So-called  rigidity 
of  the  angle  may,  therefore,  be  regarded  as  another  sign  of  congenital 
anteflexion  (Fig.  120).  There  is  also  a  congenital  anomaly  in  which  a 
small,  flat  uterus  is  found  at  the  end  of  an  elongated  cervix,  movable 
backward  and  forward  as  though  it  were  hinged,  so  that  anteflexion 
alternates  with  retroflexion.  The  uterus  in  congenital  varieties  of  ante- 
flexion is  usually  small  and  ill-developed.  Simple,  movable  forms  of 
anteflexion  may  also  be  acquired  through  disturbances  of  nutrition  in 
the  uterine  wall,  causing  attenuation  and  softening  of  the  wall  and 
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ang;ulation  of  tho  uterus;  physinlngifal  exampli*s  of  this  eoiKrititiii  an* 
found  in  the  anteflexions  of  the  gravid  and  of  tlir   iiuerpural   uterus. 

In  anteflexion  with  fixation  the  uteru?j  is  in  retropasi tion 
and  moderate  elevation,  and  fixed  to  the  posterior  pelvic  wall  This 
variety  of  anteflexion  is  at  once  suggesttnl  by  a  Intig-dravvn-out  vagina, 
a  high  jiosition  of  the  vaginal  portion,  am]  posterior  tlisplaeement  of 
the  organ  (Fig.  121),  Direct  proof  of  its  existence  is  easily  found  in  the 
dimininhed  or  aboUshecl  mobility  of  the  uterus^  forwanl  and  the  pain 
which  aceonipaniew  the  attempt  to  bring  it  forward  lo  the  anterior 
pelvic  walL  The  eause  of  the  fixation  in  every  instance  is  found  in  the 
shortening  of  the  two  folds  of  Douglas  (parametritis  posterior  retrahens); 
the  body  itstdf  is  freely  movable.  In  anteflexion  with  fixation  the 
alteretl  |msition  is  always  secondarj^  and  without  influence  on  the 
symptoms  J  the  inflammatory  adhesions  representing  the  primary 
condition    and    the   true   source    of   the    patient^s   discomfort* 

Tlie  differential  iliagnosie  between  these  two  conditions  becomes 
very  difficult  when  inflammatory  adhesions  are  superadded  to  a 
previously   freely   movable   anteflexion. 

The  eongenital,  rigid  variety  is  the  only  onn  that  in  rare  eases  may 
be  regartled  as  the  direct  cause  of  mechanical  disturlmnces. 

Retroversioflexion. 

Retroversion  is  an  anterior  position  of  the  uterus  in  which 
the  body  approaches  the  sacrum  and  the  vaginal  portion  is  approxi- 
mately in  the  pelvic  axis.  The  uterus  is  usually  drawn  out  and  occa- 
sionally somewhat  hent  over  the  anterior  surface.  In 
retroflexion  the  vaginal  portion  is  still  nearer  the  sym- 
physis»  while  the  body  is  depressed  farther  down  and  backward  into 
the  hollow  of  the  sacrum  and  forms  with  the  cervix  an  angle  presenting 
backward.  According  to  this  dt^finition  retroversion  and  retroflexion 
belong  to  diffureot  groups,  but  owing  to  their  similar  etiology  and  the 
numerous  transitions  lx*twcen  the  two  that  are  observed ^  they  must  be 
studied  together.  Retroversion  usually  represents  merely  a  transitional 
stage  to  retroflexion,  and  the  latter  develops  from  the  former  when 
n^Iaxation  in  the  region  of  the  internal  os  is  superadilecL  Not  infre- 
quently, however,  the  retroversion  persists?  either  because  the  interna! 
OS  preserves  its  normal  rigitlity  (retroversion  in  nullipane),  or  because 
the  uterus  becomes  abnormally  firm  through  chronic  inflammation  of 
its  walk,  or  fixed  in  a  position  of  retroversion  by  inflammatory  processes 
in  the  serous  covering  or  in  the  adnexa. 

Retroversioflexion  is  not  a  displacement  of  tfie  uterine  body  alone; 
it  involves  the  vagina,  vaginal  portion  and  cervix,  tubes  and  ovaries. 
An  accurate  examination   must  incluile  all  these   organs,  particularly 
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as  many  clinical  symptoms  are  not  duo  to  a  change  in  the  position 
of  the  uterine  body  alone,  but  are  explained  by  the  accompanying 
changes  in  the  neighboring  organs. 

Pftlpatioii  (Figsi.  122,  123). — Ven'  marked  changes  in  the  direction 
of  the  vagina  occur.  As  the  upper  extremity  of  the  vagina  surrounds 
the  vaginal  portion  of  the  ce^^•ix,  it  must  accompany  the  latter  in  its 
forward  movement:  as  a  result  the  direction  of  the  vagina,  which  in  a 
posterior  position  of  the  vaginal  j)ortion  coincides  with  the  straight 


Fio.  122. — Retroversion  of  the  Uterus.     P.-F.     H-     (Original.) 


diameter  of  the  pelvic  outlet,  runs  almost  vertically  upward  behind  the 
symphysis.  As  the  introitus  also  lies  much  nearer  the  anterior  pelvic 
wall,  the  vaginal  vault  and  the  introitus  approach  one  another  much 
more  closely  than  is  the  case  when  the  vagina  is  straight  as  under  nor- 
mal conditions.  The  vaginal  tissue,  being  too  long  for  the  shortened 
distance*,  contracts  if  it  has  retained  its  normal  elasticity,  or — as  may 
ho  observed  particularly  in  nulliparae — the  vagina  is  puckered  and  the 
folds  appear  in  the  introitus.  In  this  way  there  is  produced  the  picture 
of  a  descent  of  the  anterior  wall  which,  in  contradistinction  to  primary 
descent  of  the  vagina  (see  p.  221),  is  designated  secondary  descent 
with  retroflexion.     It  differs  from  primary  descent  by  the  fact  that  it 
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tlisappearii  compktely  when  t\w  uterus  is  replaced  and  the  vaginal 
portion  brought  hark  to  it^  nornial  poj^ition.  The  position  of  the  pos- 
terior vaginal  wail  in  its  lower  half  is  lietermined  by  its  attachment  to 
the  rectum,  while  the  upper  half  moves  forward  with  the  vaginal  por- 
tion; thus  an  anterior  flexion  is  produced  at  its  middle.  When  the 
prolapse  h  associated  with  retroversion,  the  vagina  becomes  inverted 
from  above  and  is  thereby  still  more  sliortened. 

The  vaginal  portion  in  retroversion  is  displacetl  about  as  far  as 
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the  pelvic  axis,  while  in  retroflexion  it  is  crowded  still  farther  forward  by 
the  uterine  bodj%  which  occupies  Douglas'  space.  The  larger  the  body, 
the  nearer  wilt  !k>  the  vaginal  portion  to  the  symphysis;  anil  in  retro- 
flexion of  the  gravid  uterus  it  i^  founfl  close  to  the  posterior  wall  of  tha 
S3-mphysis.  If  the  body  is  (leep  down  in  Douglas*  space,  the  vaginal 
portion  is  drawn  upwanl  and,  in  retroflexion  of  the  gravid  uterus,  is 
often  abovt'  the  ujipcr  border  of  the  symphysis.  This  upward  displace- 
ment of  the  vaginal  portion  causes  flattening  of  the  anterior  vaginal 
vault  to  the  extent  of  complete  obliteration  of  the  anterior  lip^  while 
the  iKisterior  lip  lies  in  the  lumen  of  the  vagina  and  often  ai>pears  elon- 
gatt^t  like  a  pig's  snout,  particularly  an  the  supravaginal  portion  of  the 
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cervix  is  felt  through  the  posterior  vault  and  therefore  apt  to  be  included 
in  the  vaginal  portion.  The  dragging  on  the  anterior  wall  of  the  vagina 
causes  gaping  of  the  cervical  canal  and  an  apparent  ectropion,  which, 
however,  also  disappears  after  the  uterus  has  been  replaced.  The  direc- 
tion of  the  cervical  canal  in  retroversion  forms  a  rectilinear  prolongation 
of  the  uterine  cavity.  In  moderate  degrees  of  retroversion  the  external 
OS  presents  forward  and  downward;  but  the  deeper  the  position  of  the 
uterine  body,  the  greater  will  be  its  displacement  forward,  and  in  the 
most  severe  grades  it  is  even  displaced  upward.     In  retroflexion  of 

moderate  degree  the  os  presents  forward 
and  downward,  and  in  acute  angulation  of 
the  uterus  more  directly  downward.  The 
closer  the  vaginal  portion  comes  to  the 
anterior  wall  of  the  pelvis,  the  more  it 
also  approaches  the  introitus;  as  a  result  it 
is  more  easily  reached  with  the  palpating 
finger  and  therefore  is  thought  to  occupy 
a  lower  level.  But  this  descent  is  only 
apparent;  for  it  occupies  the  same  pelvic 
plane  as  the  normal  vaginal  portion  (about 
the  plane  of  pelvic  contraction),  whereas 
true  downward  displacement  of  the  vaginal 
portion  means  a  descent  of  the  structure 
into  the  pelvis,  as  e.g.,  in  the  pelvic  axis, 
such  as  occurs  in  prolapse  associated  with 
retroversion  (Fig.  124). 

The  change  in  the  position  of  the 
uterine  body  is  the  essential  point  in 
the  physical  examination.  We  speak  of 
retroversion  only  when  the  body  of  the 
uterus  is  distinctly  felt  behind  the  pelvic  axis,  i.e.,  near  the  prom- 
ontory; between  this  position  and  retroflexion,  in  which  Douglas' 
space  is  arched  forward  almost  to  the  introitus,  every  possible  stage 
may  occur.  I  do  not  consider  it  practicable  to  subdivide 
®"°®  y-  retroflexion  into  its  various  degrees,  and  prefer  to  desig- 
nate the  degree  of  retroflexion  by  the  sacral  vertebra  which  corresponds 
to  the  level  of  the  uterus.  The  retroflexed  body  is  rarely  exactly 
in  the  median  Une;  usually  it  deviates  somewhat  to  the  left,  more 
rarely  to  the  right,  because  retroflexion  is  frequently  associated  with 
torsion.  In  retroversion  the  posterior  wall  of  the  uterus  is  in  complete 
extension  and  in  rare  cases  it  is  still  distinctly  bent  over  the  anterior 
surface  (Schultze's  retro versio  cum  anteflexione).  In  retroflexion  an 
angle    is    formed    in    the    region    of    the    internal    os,   and    this    may 


Fig.  124. — Apparent  and  Actual 
Downward  Displackmknt  of  the 
Vaginal  Portion.  Schematic.  J^. 
(Original.)  The  vaginal  portion  in  re- 
troflexion is  at  the  same  level  a^  that 
of  the  normally  Hituated  uterus,  while 
in  retroversion  the  vaginal  portion  is 
actually  displaced  downward  on  account 
of  the  existing  descent. 
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become  so  acute  that    the    botly   lies   in    contaet   with   the   posterior 
wall  c^F  tho  cervix. 

In  niodcrate  degrees  of  retroposition  of  the  body  the  ovaries 
retain  their  position  at  the  pelvic  inlet  practically  unrhanged;  if»  how- 
ever, the  uterine  body  sinks  tlecper  into  the  hollow  of  the  sacrum, 
the  ovarian  ligament  draws  the  median  pole  of  the  ovary 
back  ward  J  and  the  gland  rotators  around  its  frontal  axis^ 
but  in  the  main  retains  its  normal  position  (Fig.  125).  As  a  matter  of 
fact,  however,  the  ovaries  are  uf!?ually  found  deep  down  in  Douglas^ 
*^pace,  because  the  in fundibulo- pelvic  Hganients  (suspensary  ligaments 
of  the  ovary)  take  part  in  the  general  relaxation  of  the  pelvic  perito- 
neum and  permit  downward  displacement  of  the  ovaries.    Occasionally 
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the  ovaries  are  placed  so  deeply  in  DouglaB*  i^paee  that  they  can  be  felt 
with  the  internal  fingers  alone  on  the  anterior  wall  of  the  saerunu 

An  im|>ortant  change  takes  place  in  the  pfjsition  nf  the  tubes. 
The  uterine  e:«t remit y  is  displaced  forward  with  the  fundus;  while  the 
abdominal  end,  which  is  attached  to  the  ovary,  remains  near 
the  gland  (Fig*  125).  In  jironounced  degrees  of  retrnflcxion 
the  tubes  run  from  behind  forward,  rcmlering  palpation  of  the  uterine 
i»xtrernity  and  therefore  the  diagnosis  of  tubal  disi^ases  extremely  ilifficult. 

The  tlegree  of  tlisplacement  of  the  bladder  is  determined  by 
the  position  of  the  cervix,  since  it  is  firndy  attached  to  that  structure. 
As  the  L*ervix  i^  displaced  forward  it  draws  the  posterior  wall  of  the  bladder 
with  it  and  jiroduces  an  invagination;  ami  in  retroflexion  of 
the  gravid  uterus,  in  which  the  cervix  becomes  greatly 
elrvatinb  it  carries  the  bladder  with  it  so  that  the  floor  of  the  viscus  is 
very  much  ilisphieed  upward  and  the  urethra  is  long  drawn  out  in  length. 
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The  rectum  suffers  invagination  in  cases  of  retroflexion  partic- 
ularly when  the  uterus  is  enlarged,  and  a  moderate  narrowing  of  the 
rectal  tube  may  result. 

Dias^nosis.  The  diagnosis  in  retroflexions  must  include  the 
following    points: 

1.  The  displacement  of  the  uterus  and  the  secondary 
effect  on  the  neighboring  organs. 

2.  It  must  be  ascertained  whether  complications  are 
present  and   what  relation  they   bear  to  the  retroflexion. 

3.  If  it  is  contemplated  to  restore  the  uterus  to  its  correct  position, 
it  must  be  determined  whether  the  uterus  is  movable  or  fixed  and 
what  kind  of  fixation  is  present. 

The  diagnosis  of  the  displacement  is  based  on  the  above- 
mentioned  palpatory  findings,  among  which  the  position  of  the  body 
of  course  occupies  the  most  prominent  place.  An  inkling  of  the  posi- 
Dia«no«ifl  of  the  tion  of  the  utcrinc  body  may  be  gained  from  the  position 
Displacement.  ^f  ^j^^  vagiual  portion ;  if  the  latter  is  in  the  pelvic  axis 
and  the  os  is  directed  forward  and  downward,  the  uterus  is  usually  in 
retroversion,  but  may  also  be  in  anteflexion.  If  the  vaginal  portion  is 
anterior  and  the  os  is  directed  downward,  the  uterus  is  in  retroflexion 
or  in  anteposition.  The  distinction  between  the  two  positions  in  each 
instance  can  be  made  only  by  ascertaining  the  position  of  the  body, 
which  is  most  easily  accomplished  by  bimanual  palpation.  But,  as  in 
many  cases  of  retroflexion  the  examining  hand  is  unable  to  reach  the 
uterus  when  it  is  low  down  in  the  hollow  of  the  sacrum  on  account  of  the 
thick  abdominal  walls  and  the  intestines,  it  would  be  impossible  to  make 
a  diagnosis  in  such  cases  were  it  not  that  the  condition  can  also  be  recog- 
nized with  a  fair  degree  of  certainty  with  the  internal  finger  alone, 
provided,  of  course,  the  vaginal  wall  does  not  offer  too  much  resistance 
and  the  uterus  occupies  a  fairly  low  position.  Under  these  circumstances 
there  is  felt  a  circumscribed  resistance  of  the  size  and  shape  of  the  uterus, 
which  makes  an  obtuse  angle  with  the  cervix;  palpation  of  this  inter- 
mediate portion  is  diflScult  when  the  cervix  is  very  slender  and  the 
cervico-corporeal  angle  is  acute.  The  retroflexed  uterine  body  can  be 
detected  still  better  through  the  rectum;  position,  shape,  consistency, 
and  connection  of  the  cervix  are  readily  made  out  by  palpation  through 
the  softer  rectal  wall.  If  this  method  also  fails  and  the  uterus  cannot 
be  reached  either  with  the  external,  or  with  the  internal  hand,  a  cau- 
tious attempt  may  be  made  with  the  sound:  the  position  of  the  uterus 
is  recognized  by  the  direction  which  the  instrument  assumes.  In  very 
difficult  cases  anesthesia  is  the  last  resort.  I  have  once  or  twice  seen 
cases  in  which  a  retroversion  was  overlooked  or  incorrectly  interpreted 
because  the  internal  fingers  were  not  pushed  up  suflSciently  high  through 
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ie  posterior  vaginal  vault,  ami  the  external  hand,  placed  on  the  ante- 
rior wall  of  the  retroverted  body,  mistook  that  region  for  an  anteriorly 
directed  fundus. 

Differential  diagnosis.  The  diagnosis  of  retroversioflexion  is 
quite  easy,  provided  the  uterus  can  be  felt.  As,  however,  this  is  some- 
times difficult  on  account  of  the  deep  position  of  the  body^  mistakes 
are  not  infrequent.  Among  my  own  students  the  com-  Djirereniua 
monest  is  that  a  retroflexion  is  mistaken  for  a  retroposi-  DiiNmo«i». 

tion.  Aside  from  the  fact  that  a  number  of  errors  have  arisen  from 
a  confusion  of  the  two  definitions  (Fig.  126)  and  that  the  pathologic 
conception  of  retroposition  is  not  sufficiently  familiar  to  practitioners, 
diagnostic  errors  are  usually  due  to  the  fact 
that  the  physician  proniptly  assumes  that 
he  is  dealing  with  a  retroflexion  if  he  fails 
to  find  the  uterine  body  in  front  in  its 
normal  position,  This  negative  conclusion 
is  not  justifieiU  The  position  of  the  vaginal 
portion  in  the  posterior  half  of  the  pelvis 
alone  usually  is  against  retroflexion;  and  if 
the  internal  fingers  are  pushetl  up  through 
the  anterior  vaginal  vault,  the  anterior 
curve  of  the  uterus  is  felt  in  eases  of  retro- 
position  (the  curving  of  the  urethra  over 
its?  anterior  surface),  while  retroflexion  may 
be  assumed  to  be  present  only  when  the 
body  can  be  felt  or  demonstrated  wdth  a 
probe  in  the  posterior  vaginal  vault. 

Retroversion    and    a  n  t  e  f  1  e  x  i  o  n    are 
frequently  niistaken  for  one  another,  par 

ticularly  in  the  comparatively  fretiuent  eases  in   which  the  cervix  is 
elongated  and  the  uterine  body  small  and  atrophic.    The  position  of 
the  vaginal  portion  is  the  same  in  both  displacements,  and 
as  a  large  part  of  the  supravaginal  cervix  can  frequently  »n*i 

be  felt  through  the  posterior  vaginal  vault,  it  is  easily 
mistaken  for  the  entire  uterine  body,  particularly  as  the  small  atrophic 
uterine  bmiy  cannot  be  positively  identified  in  front.  The  best 
way  to  guartl  against  this  error  is  to  feel  along  the  lateral  aspect  of 
the  uterus  and  note  the  anterior  curve  (anteflexion),  or  demonstrate 
the  direction  of  the  uterine  cavity  with  the  soumL 

Retro-uterine  tumors  may  be  niistaken  for  retroflexion  of  the 
uterus  if  they  are  not  in  close  apposition  with  the  posterior  vaginal 
vault,  or  if  they  are  connected  at  the  angle  with  the  posterior  wall  of  the 
eervix  and  crowd  the  latter  forward.     Errors  of  this  kind  occur  in 
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cases  of  subserous  myoma,  parametritic  exudates,  or  the  remains  of 
hematoceles  and  exudates  in  Douglas'  pouch.  The  secret  of  differen- 
tiating between  these  two  conditions  consists  in  demonstrating  the 
Retro-uterine  positiou  of  the  utcrus  either  by  palpation  or  by  the  cautious 
Tumors.  ^g^  ^j  ^j^^  souud,  as  iu  the  case  of  myomata.    In  cases  of 

exudate  and  hematoma  the  shape  and  attachment  of  the  tumors  may  aid 
the  diagnosis;  they  are  usually  broader  than  the  uterus;  situated  not 
only  directly  behind  the  cervix,  like  the  retroflexed  uterine  body,  but 
also  to  one  side;  and  become  narrower  as  they  approach  the  pelvis, 
to  which  they  are  attached.  Rectal  examination  in  these  cases  affords 
the  most  certain  means  of  arriving  at  a  correct  diagnosis. 

Diagnosis  of  Complications.  The  objective  demonstration 
of  retroflexion  of  the  uterus  and  the  associated  changes  in  the  position  of 
the  adjacent  organs  does  not  suffice  for  a  full  understanding  of  the  clinical 
Diagnosis  of  picturc.  lu  retroflexion,  more  than  in  any  other  gyne- 
comphcations.  cologic  (Hscase  (see  p.  70),  it  is  necessary  to  ascertain  whether 
the  symptoms  on  account  of  which  the  physician  is  consulted  can 
be  attributed  to  the  local  disease  or  whether  they  possibly  owe  their 
origin  to  an  entirely  different  affection,  the  retroflexion  represent- 
ing merely  an  indifferent  accessory  condition.  The  answer  to  this 
question  must  depend  on  the  account  which  the  patient  gives  of 
her  symptoms. 

The  question  which  has  to  be  decided  most  frequently  is  whether 
the  retroflexion  which  has  been  discovered  at  the  examination  is  to  be 
regarded  as  the  cause  of  the  pains  described  by  the  patient  as  dragging 
sensations  in  the  sacrum,  the  flanks,  the  abdomen  and  the  entire  back, 
as  far  up  as  the  interscapular  region,  in  the  rectum  in  the  form  of  pains 
accompanying  defecation,  during  manual  labor,  when  the  patient  is 
walking,  or  as  a  downward  pressure,  weakness,  and  the  like.  The  cause 
of  these  painful  sensations  is  usually  found  in  inflammatory  con- 
ditions of  the  adnexa,  in  the  parametrium  and  perimetrium.  Very 
careful  combined  examination  is  necessary  to  detect  delicate  changes 
in  the  adnexa,  because  in  retroflexion  they  are  low  down  in  the  hollow 
of  the  sacrum.  It  is  still  more  difficult  to  demonstrate  the  presence  of 
perimetritic  inflammations  and  adhesions.  An  important  diagnostic 
point  is  that  in  simple  retroflexion  cautious  palpation  is  not  attended 
with  pain.  Pain  t^icited  by  combined  examination,  whether  it  be  by 
pressure  on  the  vaginal  portion  or  vagina,  or  by  displacement  of  the 
uterus,  should  therefore  suggest  the  existence  of  a  compHcating  in- 
flammation. A  positive  diagnosis  cannot  as  a  rule  be  made  until  the 
uterus  has  been  replaced.  When  the  uterus  lies  in  its  normal  position, 
it  is  possible  to  demonstrate  minute  changes  in  the  adnexa  as  well  aa 
adhesions  of  these  organs  or  perimetritic  bands.     This  rule  is  still  more 
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important  in  the  tliagnosis  of  parametritis  with  ailhrv'^ionsf  fparamrtritis 
rrtrahrn:^),  which  m  a  rule  [irodufiAS  only  pahiful  thickening  of  the  two 
foltls  of  Douglas  and  adjoining  connectivr  tissue,  and  the  only  phystf al 
sign  elicited  by  palpation  is  the  presence  of  a  few  painful  adhesions.  As 
the  latter  are  always  hidden  UTidrrneath  the  rc^trofli'xed  uterus,  they 
cannot  be  felt  unless  the  uteru;^  i^  elevat4Hl.  After  retroponition  has 
been  effected,  the  entire  posterior  parametrium  can  be  palpated  with 
certainty  and,  to  the  examiner's  astonishment,  the  true  cause  of  the 
pain  is  then  discovered.  This  association  of  posterior  parametritis  with 
relrofiexion  is  the  most  fretjuent  cause  of  sacral  and  dors^al  pains  and 
the  sensation  of  pressure  in  the  rectum.  It  ts  only  by  making  it  a  rule 
always  to  make  a  seconil  careful  bimanual  examination  of  the  tissues 
surrountling  the  uterus,  and  particularly  of  the  parametrium,  after  the 
uterus  has  Ijeen  elevated  that  the  true  cause  of  the  symptoms  can  be 
recognised  with  certainty  in  every  instance.  These  inflammatory 
changes  bear  a  close  relationship  to  retroflexion  of  the  uterus,  ina^smuch 
as  the  pain  is  directly  produced  by  the  pressure  of  the  uterus  on  the 
inflammatory  adliesions.  If  no  inflammatory  conditions  of  any  kind 
are  present  and  the  symptoms  cannot  be  explained  by  some  other 
abdominal  disease  or  by  a  neurosis,  then  and  only  then,  in  the  few^ 
remaining  cases,  the  displacement  itself  may  be  regarded  as  the  cause. 
In  practice  the  greatest  degree  of  accuracy  will  in  general  l>e  attained 
if  the  physician  makes  it  a  rule  not  to  associate  abdominal  pain  with 
uncomplicated  retroflexion  of  the  uterus* 

With  regard  to  the  bladder  symptoms  also,  it  must  be  borne 
in  mini  I  that  retroflexion  of  the  uterus  as  such  can  produce  them  only 
when  the  displacement  is  associated  with  a  marked  liistortion  of  the 
floor  of  the  bladder.  This  is  the  case  only  when  the  vaginal  iKjrtion  is 
in  immediate  contact  with  the  symphysis  or  greatly  elevated  by  the 
de|>n*ssed  uterine  l)ody.  Distortion  of  the  floor  of  the  bladder  occurs 
only  when  the  uterus  is  enlarged  either  by  a  myoma  or  by  abnormal 
contents,  and  particularly  in  retroflexion  of  a  gravid  uterus;  there  is  a 
very  close  connection  between  this  condition  and  the  bladder  symptoms. 
In  simple,  nncomidicatefl  retroflexion  of  the  uterus  there  is  no  reason 
to  assunu^  that  the  displacement  is  responsilde  for  the  blatlder  symp- 
toms. Whenever  there  are  pronounced  bladder  symptoms,  particularly 
when  there  is  great  tenesmus,  a  careful  exanunation  of  the  centrifu- 
gated  scMlinuMit  of  the  urine  an<t,  if  that  proves  mgative,  cystoscopic 
exanunation  of  the  bladder  must  be  made.  If  neither  of  these  exam- 
inations gives  a  positive  result  and  there  is  no  ground  for  supposing  that 
the  freiiuent  nucturition  is  due  to  neurasthenia,  as  is  so  often  the  case 
in  the  female  sex,  one  is  justifieil  in  reganling  the  retroflexion  as  the 
cause.    Such  eases  are  extremely  rare. 
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Tho  mucous  membrane  symptoms  ^vaginal  dbcharge  and 
hemorrhage— which  are  not  infrequent  in  retroflexion  of  the  uterus, 
are  usually  synvptoms  of  a  complicating  catarrh  due  to  chronic  gonorrhea 
or  some  othtT  bacterial  infection*  Menorrhagia  u.sually  finds  its  expla- 
nation in  a  complicating  endometritis  or  in  chronic  atonic  conditions 
of  the  uterus;  but  it  may  also  be  the  result  of  the  congestion  that 
occasionally   accompanies   retroflexion. 

With  regard  to  dysmenorrhea  and  sterility,  it  is  only  in 
the  case  of  nullipane  with  acute-angled  retroflexion  that  one  is  justi- 
fied in  aBsuming  that  the  angulation  at  the  internal  os  is  interfering  with 
conception  or  presenting  an  obstacle  to  tlie  escape  of  the  menstrual 
blood.  In  viuM'  of  the  manj^  possible  causes  of  these  two  conditions 
it  is  necessary  to  exclude  all  other  etiologie  factors  before  one  is  justified 
in  attributing  the  disturbance  to  retroflexion  of  the  uterus. 

Nervous  symptoms,  ceplialalgia,  pain  in  the  stomach, 
respiratory  neuroses  and  other  symptoms  of  local  and  general  neuroses, 
must  not  be  attributed  wittiout  further  investigation  to  a  retroflexion 
if  the  latter  produces  no  local  symptoms.  When,  however,  retroflexion 
is  complicated  with  inflammatory  afl'ectlons  or  catarrh,  a  direct  connec- 
tion between  the  above  symptoms  and  the  retroflexion  may  occasionally 
be  established. 

Special  importance  attaches  to  the  complication  of  retroflexion 
with  pregnancy^retroflexion  of  the  gravid  uterus.  In  tlie 
first  two  monttis  of  pregnancy  it  is  freciuently  overlooked  because 
enlargement  and  softening  are  not  easily  recognized  on  account  of  the 
extreme  posterior  position  of  the  uterus,  making  it  practically  inacces- 
sible to  combined  examination.  During  the  third  and  fourth  months, 
the  period  when  retroflexion  of  the  gravid  uterus  most  frequently  comes 
under  the  physician's  observation  on  account  of  symptonis  of  beginning 
incarceration  that  appear  in  the  bladdc^r,  the  palpatory  findings  become 
characteristic  (Fig.  127).  The  flabby,  cystic  tumor  of  variable  size, 
which  corresponds  to  the  greatly  distendeil  urinar}^  bladder,  first  at- 
tracts attention,  and  it  is  only  after  the  urine  has  been  evacuated  that 
the  physical  signs  can  be  determined  by  palpation.  In  the  vagina  and 
vaginal  portion  the  signs  of  pregnancy  are  usually  quite  distinct;  the 
vaginal  portion  m  in  close  contact  with  the  symphysis  an^l  at  a  liigli 
level,  with  the  os  directed  downw^ard>  The  posterior  vaginal  vault  is 
forced  downward,  in  extreme  cases  almost  to  the  introitus,  by  a  uni- 
formly rountl  tumori  which  may  fill  the  entire  true  pelvis.  The  uni- 
formly round  shape  of  this  tumor  and  its  close  apposition  to  the  pelvic 
wall  are  best  determined  by  a  rectal  examination.  The  consistency  of 
the  tumor  is  soft  and,  if  there  is  incarceration,  may  be  even  tense  and 
ehistii'.     The  .shape  and  consisti.'ncy  of  the  tumor  alone  suggest  the 
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probability  of  a  pregnant  retrofle-xed  utorus,  but  the  diagnosis  becomes 
positive  only  after  the  f^yninietrieal  junction  of  the  vagiiial  portion 
with  the  body  has  been  demonstrated  by  eoiubined  palpation  through 
the  posterior  vaginal  vault  and  the  abtlominal  wall*?.  As  this  junction 
is  usually  very  soft  and  loose  it  is  sometimes  dirfleult  to  palpate,  and  one 
is  apt  to  fall  into  the  error  of  mistaking  the  liard  cervix  in  front,  par- 
ticularly if  it  is  somewhat  elongated,  for  the  entire  uterus,  and  the  soft 
uterus  deep  down  in  Douglas'  space  for  a  tumor    behind    the   uterus. 


o 
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Hence  retroflexion  of  a  gravid  uterus  is  most  frequently  mistaken  for  a 
retro-uterine  hematocele  (differential  diagno^i?^.  yee  p.  107)*  retro-uterine 
perimetritic  exudates  (q.  v.),  or  a  retro*utcrine  ovarian  tumor  (q.  v.). 

Diagnosis  of  Fixation-  If,  after  a  careful  study  of  the  clini- 
cal picture  as  a  whole,  the  physician  arrives  at  the  conclusion  that  a 
permanent  correction  of  the  retroflexion  is  indicated,  the  first  thing  to  be 
dt»termined  is  whether  the  uterus  can  be  drawn  into  its  tHmua^mot 
nurnial  position,  i.e.,  whether  the  retroflexion  is  movable  Fiajiti«i>* 

or  fixed,  A  retroflexed  uterus  is  called  movable  only  when  it  can  be 
compietely  anteverted  and  retains  its  anterior  position  for  a  eonsiLl- 
crable  space  of  tiiue,  until  finally  it  b  forced  over  backward  again,  pos- 
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sibly  by  filling  of  the  hlatlthT  or  straining  at  stool;  it  does  not  suffice 
for  a  definition  of  mobility  that  the  organ  can  bi^  pushed  freely  from  side 
to  side  or  moved  about  in  tlie  )Jt4vis,  The  utf^^u^3  i^  sai^l  to  be  fixed 
when  it  is  so  firmly  attached  to  the  pelvic  wall  by  iiiHammatory  prod- 
ucts of  various  kinds  that  it  cannot  be  elevatetl  at  all  or  only  a  very 
short  distance,  or  wlum  the  uterus,  although  it  may  be  possible  to  bring 
it  into  complete  ante  version,  is  at  once  tlrawn  back  as  soon  as  it  is 
released.  The  condition  in  which  the  uterus  is  merely  held  fast  in  the 
pelvic  cavity  by  its  size  (pregnancy,  myoma)  is  calleil  incarceration 
ami  not  fixation.  Hence,  in  on!er  to  make  a  diagnosis  of  fixation  it  is 
necessary  to  replace  the  uterus  in  its  normal  position.  Reposition  of 
the  uterus,  the  main  object  of  which  is  to  demonstrate  that  the 
fixation  is  the  result  of  inflammatory  processes ^  shoultl  therefore  not  be 
performed  in  the  presence  of  recent  or  very  painful  processes,  because 
the  attempt  to  elevate  the  organ  may  increase  the  inflammation. 
The  procedure  is  also  contraindicated  in  the  presence  of  inflamma- 
tory tubal  affections,  whereas  in  chronic  parametritis  and  perime- 
tritis not  associated  with  severe  pain  rt*position  shoultl  be  effected 
without    hesitation. 

In  performing  manual  reposition  the  woman  is  placed  in 
the  coccygeo-dorsal  position^  after  bladder  and  rectum  have  been 
completely  evacuaterl.  Two  fingers  arc  introduced  into  the  posterior 
vaginal  vault,  and  the  uterus  is  elevated  if  possible  as  far  as  the 
Manual  proioontory,   or    to    one    side    jjast    the    promontory,  the 

Kepa=»i[jofi.  external  liand  in  the  mean  time  making  deep  pressure  on 
the  abdomen  and  attemjjting  to  grasji  the  fundus.  After  the  external 
hand  has  succeeded  in  grasping  the  fundus,  the  internal  fingers  are 
changed  from  the  ]>osterior  to  the  anterior  vaginal  vault,  and  the  vaginal 
portion  is  pushed  liackwarfl,  while  at  the  same  tinu^  the  uterine  body 
is  puUeil  down  to  the  bladder  by  the  external  hand.  Quite  often  the 
body  drops  back  again  at  the  instant  when  the  fingers  are  removed 
from  the  posterior  vaginal  vault,  because  the  external  hand  is  unable  to 
obtain  a  firm  hold  of  the  fundus.  Sometimes,  particularly  if  the  uterus 
is  very  rigid,  the  body  can  be  elevated  indirectly  by  making  pressure 
on  the  vaginal  portion  from  the  front;  but  even  in  cases  of  marked 
flexion  it  is  sometimes  possible  to  push  the  cervix  upward  and  with  it 
the  overlying  uterine  botly;  The  greatest  difficulties  encountered  in 
reposition  are  the  thickness  of  the  abdonunal  walls  and  the  sensi- 
tiveness of  the  patient.  If  elevation  is  prevented  by  the  tension 
of  the  posterior  vaginal  vault,  it  may  sometimes  be  effected 
through  the  rectum  Ijy  introducing  the  index  finger  and  t'h*vating  the 
body,  while  at  the  same  time  the  vaginal  portion  is  pushed  Imckward 
with  tlic  thundj  introduced  into  the  vagina.    Manual  reposition  requires 
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praeticf  arnl  skill,  and  the  general  practitioner,  whose  experience  is 
gxiiorally  limited,  will  meet  witli  failure  in  many  cages,  and  thi^  will 
lead  him  to  conclude  that  the  uterus  k  fixed.  But  this  ii^  by  no  means 
the  case.  A  diagnosis  of  fixation  is  justifiable  only  after  all  the  various 
met  had  15  of  reposition  have  been  tried  and  faiteiL 

If  after  a  f<  w  cautious  trials  it  m  iuipossible  to  replace  the 
uterus  by  manual  reposition,  the  attempt  shoukl  be  abandoned 
and  elevation  with  the  sound  tried  instead.  If  the  instru- 
ment is  used  with  eare,  no  harm  will  be  done  and  elevation  of  the  uterus 
will  l>e  etl'eeted  murli  more  ea.silv  and  with  much  le8.s  pain  ,  . 
to  the  patient  than  by  unskilful  manipulation.  While  .»f  tiu' li**™* 
abrasions  of  the  mucous  membrane  and  a  little  bleeding 
may  possibly  occur,  I  have  never  seen  gross  alterations  of  the  paren- 
chyma or  |H*rforations  of  the  uterine  walL  The  sound  should  liave  a 
flat  eur^^e  and  be  provided  with  a  large  knob.  It  is  introduced  as 
descrihetl  above  into  the  retrnflexed  uterus,  rotated  so  that  the  concave 
side  comes  in  contact  with  the  anterior  uterine  wall,  and  the  handle 
strongly  depressed  on  the  perineum.  By  this  manoeuvre  a  movable 
uterus  is  elevated  sufficiently  so  that  it  can  be  grasped  from  the  out- 
side with  the  (right)  hand  and  drawn  down  to  the  bladder,  while  with 
the  (left)  hand  the  sound  is  held  in  place  within  the  uterus.  After  the 
uterus  has  been  drawn  forward,  the  vaginal  jiortion  is  pushed  back 
with  the  two  internal  fingers,  and  the  sounil  withdrawn.  If  the  uterus 
is  fixed,  elevation  is  almost  or  fjuite  impossil>lr,  and  the  attempt  at 
reposition  causes  pain  by  pulling  on  the  adhesions.  Short  tense  adhesions 
are  recognized  by  the  resilient  character  of  the  resistance  eneoun* 
teretl  by  the  sound  during  reposition.  In  those  cases  in  which  the 
sound,  as  it  is  held  in  the  fingers,  continually  tends  to  rotate  so  that  the 
concavity  of  the  instrument  presents  backward  or,  in  other  words,  tends 
to  return  to  the  position  of  retroflexion,  it  may  be  assumed  as  very 
probable  that  the  uterus  is  fixed. 

Insteail  of  using  the  sound,  reposition  can  also  be  effected  in  the 
following  manner:  The  anterior  lip  is  seized  with  a  Muzeux  tenaculum 
and  forcibly  drawn  forward  and  downward;  at  the  same 
time  tli(*  body  is  elevateil  as  far  as  possible  (*ilher  with  the  u-*TnI!>"Ion 
index  finger  of  the  left  hand  introduceil  intf»  the  rectum  l^i^^ifcllw 
or  with  two  fingi*rs  in  the  posterior  vaginal  vault;  the 
vaginal  portion  is  then  pushed  l>ackwarii  with  the  tenaculum,  the 
handle  of  which  is  elevated  toward  the  woman  s  abdomen.  Occasion- 
ally  replacement  can  be  effecteil  by  this  metho*l  with  remarkable 
ease  (KiistniT). 

If  tile  use  of  the  sound  is  contraindicated  or  the  procedure  fails  for 
technical  reasons,  e.j.,  in  nullipara,  maimal  reposition  can  be  effected 
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under  general  anesthesia.  This  is  undoubtedly  the  least  harmful 
method  to  the  genitaha  and,  in  aildition,  offers  the  best  possible 
means  of  detecting  adhesions    by  direct  palpation. 

It  is  not  enough  merel}^  to  determine  that  fixation  is 
present;  one  must  also  investigate  the  character  of 
the  fixation.  From  the  standpoint  of  treatment 
this  is  the  most  important  part  of  the  diagnosis.  The 
following  varieties  of  fixation  are  distinguished: 

L  Intraperitoneal  or  perimetritic  fixation.  In  this 
form  the  fixation  is  due  to  peritonitic  adhesions  which  may  develop 
wherever  the  uterus  is  covered  with  peritoneum*  They  are  found  most 
Perimfttride  frequently  on  the  posterior  wall,  as  far  up  as  the 
fijiation*  fumius,  or  on  the  lateral  aspect  near  the  diseased  atlnexa, 

in  which  these  inflammatory  processes  usually  have  their  beginning* 
The  adhesions  may  consist  of  solitary  bands  or  flat  meml)ranes  of 
varying  length.  Sometimes  a  perimetritic  adhesion,  if  associated 
with  contraction  and  obliteration  of  the  peritoneum,  or  if  it 
represents  the  remains  of  an  inspissated  hematocele  or  exudate,  may 
cement  the  uterus  so  firmly  to  the  pelvic  wall  that  the  organ  is  abso- 
lutely immovable.  In  most  cases,  however^  the  adhesions  consist  of 
solitary  bands  and  membranes,  which  still  permit  a  certain  degree  of 
mobility  and  not  infrequently  allow  the  uterus  to  be  completely 
replaced.  Their  perimetritic  character  is  recognized  by  the  fact  that 
they  arc  attached  to  those  parts  of  the  uterus  which  arc  covered  with 
peritoneum  J  and  by  their  irregularity  and  great  tenuity,  so  that  they 
often  tear  at  the  lightest  touch. 

2.  Parametritic  fixation  may  lead  to  permanent  retro- 
versioflexion  in  two  ways:  either  by  a  firm  attachment  of  the 
cervix  to  the  anterior  wall  of  the  pelWs,  in  the  form  of  contracting 
PiranMfiritio  cxudatcs  of  thc  anterior  parametrium  or  bands  of  cicatricial 
FmLUon.  tissue,  the  remains  of  lacerations;   or  fixation  may  occur  at 

the  posterior  pelvic  wall,  if  a  pull  is  exerted  on  the  body  from  behind. 
The  adhesions  resulting  from  old  exudates  in  the  posterior  portion  of 
the  broad  ligament,  or  underneath  the  tletachable  part  of  the  perito- 
neum, attach  themselves  so  high  up  on  the  body  that  a  backward  imll 
is  exerted  principally  on  this  portion  of  the  uterus.  Occasionally  the 
contracted  folds  of  Douglas  alone  may  produce  a  permanent  retro- 
version, if  they  are  attached  unusually  high  on  the  posterior  wall  of  the 
uterus;  this  is  observed  with  special  frequency  in  nulliparae.  Large 
parametritic  exudates  developing  during  an  existing  retroversion 
also  lead  to  fixation.  The  diagnosis  of  parametritic  fixation  rests  on  the 
demonstration  of  an  exudate  or  solitary  bands  of  adhesions  somewhere 
in  the  connective  tissue  surrounding  the  uterus,  while  the  organ  itself^ 
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wherovi^r  it  ir  covered  with  pt»ritoneuni»  and  the  entire  space  of  Douglas, 
are  free  from  adhesions.  Parametritic  adhesions  are  inueh  thicker 
ami  firmer  than  perimetritic  liands. 

3*  Indirect  fixation  from  disease  of  the  adnexa  is 
quite  frecjuently  observed.  The  adn**xa  become  adherent  to  the  pos- 
terior pelvic  wall  and  hold  the  ntc^rus  fast  on  both  sides,  ,  ,, 
whdc  the  uterine  body  itself  is  not  necessaruy  fixed.  Tlie 
diagnosis  of  this  variety  of  fixation  is  based  on  the  dtmi- 
ofii^t ration  of  adherent  tumors  of  the  adnexa,  which  often  have  such 
a  broad  connection  with  the  body  that  it  is  difficult  to  differentiate 
between  the  two  structures. 

A  rare  cause  of  permanent  displacement  of  the  uterus  is  abnor- 
mal shortness  of  the  anterior  vaginal  wall,  as  a  result  of 
which  the  vaginal  portion  is  fixed  near  the  anterior  pelvic  wall  and 
the  uterus  thereby  brought  into  a  permanent  position  of 
retroversion.  The  attempt  to  push  the  vaginal  portion  simrtn^w 
back  for  the  purpose  of  replacing  the  uterus  is  only  par-  vn^inlrvi^X 
tially  successful  and  the  structure  comes  forward  again 
as  soon  as  it  is  releaseiL  This  primary  shortening  of  the  anterior  vaginal 
wall  may  be  congenital  or  due  to  senile  shrinking.  It  must  not  be  con- 
founded with  secondary  shortening,  which  is  produced  in  retroversion 
of  the  uterus  by  elastic  contraction  of  the  anterior  wall;  in  the  latter 
case  the  uterus  can  usually  be  replaced  , 

Torsion  of  the  Uterus* 

Torsion  is  rotation  of  the  uterus  around  its  long  axis.  It  may 
occur  either  in  the  vagina,  causing  rotation  of  the  entire  uterus  arounil 
its  axis,  or  in  the  substance  of  the  uterus  itself,  either  in  the  region 
of  the  internal  os  or  above  the  oe,  in  the  body;  in  the  latter  case 
the  lower  segment  of  the  uterus  remains  in  [dace  and  the  body  alone 
bc^comes  twiBteiL 

Torsion  occurs  most  frequently  in  connection  with  anteflexion  and 
h  ilue  to  contraction  of  the  folds  of  Douglas  on  one  side,  drawing  one  of 
the  lateral  aspects  of  the  uterus  backward.  In  a  similar  manner  the 
uterine  bo^ly  in  retroflexions  is  founii  displaced  to  one  side,  usually 
the  left,  as  a  result  of  torsion,  and  not  directly  backward.  In  uterus 
bicornis  the  organ  is  usually  twisted  so  that  one  cornu  is  directed 
forward  and  the  other  backward.  The  diagnosis  of  these  torsions, 
which  always  affect  the  entire  uterus,  is  based  on  finding  that  the 
surfaces  of  the  organ,  instead  of  presenting  exactly  forwanl  and 
backward,  have  a  slight  lateral  deviation.  On  inspection  with  the 
speculum  the  external  os  is  frequently  found  to  be  oblique  ur  even 
in   the  sagittal  plane. 
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Torsion  in  the  substance  of  the  uterus  itself  is  produced  by  the  growth 
of  subserous  myoniata,  or  ovarian  tumors  with  short  pedicles.  The  diag- 
nosis is  never  made  unk^ss  it  be  by  accident,  usually  from  the  position 
of  the  adnexa.     In  most  cases  it  is  made  by  inspeetioii  during  operation. 

Inversion   of  the   Uterus. 
From  a  gynecological  standpoint  we  are  interested  in  two  varieties 
of  inversion,— chronic  puerperal  inversion  and  inversion  of  the  uterus 
by  tumors. 


Cfl^ATKD^  Mroii4.      >S-     (OrigliiJLl.)     The  uterus  aud  ihe  aubmuctjiis   tQyoiii&  afe  i^tign?ticiuj!i ;    on   the  kft 
a.  tubal  orifieR  is  vUiibLfl. 

In  chronic  puerperal  inverb^ion  the  wall  of  the  uterine  body 
at  the  fundus  is  invaginatod  into  the  cavity >  The  inverted  portion 
may  extend  only  to  the  internal  as;  or  the  inverted  uterine  body  may 
protrude  into  tlie  cervix^  or  through  the  latter  into  the 
vagina;  or  the  cervix — at  least  its  upper  segment — ^also 
takes  part  in  the  inversion.  The  region  of  the  external  os 
is  usually  not  affected.  The  invagination  produces  above  an  inverted 
funnel  of  variable  tlepth,  which  receives  the  adnexa  of  both  sides- 
On  vaginal  examination  of  the  inverted  uterus  a  soft,  polypoid  body 
is  found,  conical  above  and  disappearing  in  the  external  os.     B^^  intro- 
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(lucing  the  finger  into  tht*  cxteniiil  oss  llio  junction  brtwrtMi  tln^  invn-trfl 
aiul  unaffecttnl  portion  of  the  cervix  can  be  dcniont^trated  aroiunl  the 
entire  periphery;  this  reflexion-fold  al>ove  the  external  os  may  often 
l)t'  made  to  ili^appear  by  drawing  the  inverted  uterns  downward  and 
thus  completing  the  inversion  of  the  cervix.  If  the  junetion  of  the 
inverted  uterus  with  the  cervix  cannot  be  pof^itivcly  ret^fignized  with 
the  finger,  it  may  be  demonstrated  w^ith  the  souinli  which  meets  w^th 
the  resistance  of  the  inverte<l  cervix  at  every  point  on  the  neek  of  the 
polyp  and  nowhert*  enters  the  uterine  cavity.  Some  characteristic 
points  are  also  observed  on  inspection  with  the  speculum:  the  surface 
is  smooth,  velvetyi  glistening  and  intensely  red;  occasionally  the  two 
tubal  orifices  may  be  seen  as  small  retractions  at  the  lower  extremity 
of  the  tumor* 

Although  in  favorable  casea  inversion  of  the  uterus  can  be  recog- 
nized in  this  way  by  vaginal  examination  alone»  bo  much  depends 
upon  the  diagnosis  that  an  accurate  bimanual  examination  shnidd 
always  be  made,  preferably  through  the  rectum  and  abdominal  walls. 
The  absence  of  the  uterine  body  can  at  least  be  demonstrate*!  without 
any  stifficulty  by  this  methotK  and  if  the  abdominal  walls  are  not  too 
rigid,  it  is  possible  to  recognize  the  inversion  at  the  site  of  the  missing 
uterus  as  a  ijistinet  fossa  or  depression  which  receives  the  extremities 
of  the  tubes,  while  the  ovaries  are  usually  found  at  the  edge. 

Differential  iliagnosis.  The  only  condition  with  which 
inversion  of  the  uterus  may  be  confountled  is  a  submucous  uterine 
myoma  lying  in  the  vagina  (for  the  differential  points  between  the  two 
see  p.  282). 

The  diagnosis  of  inversion  in  the  presence  of  a  uterine 
tumor  can  be  made  only  if  the  myoma  along  with  the  inverted 
utpfus  Vit^  in  front  of  the  vulva.  If  the  tumor  is  attached  by  a  pedicle 
to   the   inverted   uterine   wall,  the   two  can   be   distinctly  iHv<.i-i«i 

difl'eren tinted  by  feeling  a  constriction  or  a  ring  (Fig.  12K);  '"ibTumort, 
but  if  the  tumor  is  attached  to  the  uterus  by  a  broad  base,  the  two 
structures  nu^rge  into  one  another,  and  it  is  occasionally  possible  to 
differentiate  them  only  l)y  detecting  a  distinct  difference  in  consistency, 
the  uterine  body  being  softer  than  the  myoma.  In  these  cases  also  an 
attempt  should  be  made  by  combined  exanunation  through  the 
abdominal  walls  to  demonstrate  an  inversion-funnel;  if  the  titerine 
wall  is  (*nly  [martially  inverted  by  the  tumor,  the  examination  is, 
however,  not  likely  to  prove  Bucees^ful 

Aiulni»]&iit  fouTid  Ihiit  tiinoiii;  45  rase«  of  toial  mvffston  due  to  m3/t3mti,  imfy  2  were 
aot  reeogtii^ed  before  operation;  while  in  9  oiil  of  15  cmm  of  partial  inversion  no  clinical 
diagnosis  was  inaicle. 
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Diagnosis  of  Uterine  Myomata. 

The  diagnosis  of  myoma  presupposes  a  familiarity  with  the  topog- 
raphy of  the  various  develop  mental  forms  of  this  tumor,  and  of  at 
least  equal  iniportancL^  is  a  kru:»vvledge  of  the  peculiarities  which  the 
tumor  presents  on  palpation  and  which  are  due  to  its  anatomical  struet- 
ure.  For  this  reason  I  shall  first  give  a  description  of  the  topography 
and  special  features  of  myomata,  before  discussing  the  diagnostic 
principles  on  which  the  recognition  of  these  tumors  is  based. 

Topography   of   Myomata. 

Uterine  myomata  are  circumscribed  neoplasms  of  the  uterine 
muscle;  they  usually  begin  as  multiple  tumors,  but  only  a  limited 
number  of  them  undergo  further  {levelopment.  In  most  cases  there  is 
Topography  ^^^  large  myoma  with  a  few  smaller  ones  grouped  around 
of  Myomata.  j^^  usually  situatcd  within  the  capsule  of  the  large  tumor* 
In  other  cases  there  may  be  a  conglomeration  of  myomata  grouped 
around  the  uterus;  absolutely  solitary  myomata  are  rare.  All  myo- 
mata are  primarily  interstitial;  but  owing  to  the  various  directions 
in  which  the  tumors  grow,  a  number  of  clinically  and  anatomically 
distinct  varieties  are  produced. 

In  the  uterine  body  W(^  distinguish  the  following: 

1.  Subserous  myomata*  A  myoma  is  called  subserous  when  it 
grows  out  of  the  outer  wall  of  the  uterus  at  a  point  which  is  covered 
with  serous  membrane.  The  diJTerence  between  subserous  and  inter- 
stitial myomata  is  that  in  the  former  the  greater  portion 
of  the  circuniference  of  the  tumor  is  outside  of  the  uterine 
wall  and  has  no  thick  mantle  of  uterine  muscle  (Figs.  129  and  130)- 
Small  myomata  produce  a  nodular  thickening  on  the  oixU^r  surface  of 
the  uterus;  the  larger  ones  are  independent  tumors,  with  a  more  or 
less  broad  surface  of  attachment  to  the  uterine  wall.  As  a  subserous 
myo!na  increases  in  size  it  grows  farther  and  farther  away  from  the 
uterine  wall,  to  which  it  is  attached  only  by  a  pedicle.  If  the  pedicle 
is  very  broad  it  is  usually  formed  by  part,  of  the  myoma;  smaller  pecU* 
cles  contain  only  muscle  tissue;  a  very  small  pedicle  may  occasionally 
be  composed  of  nothing  but  peritoneum  and  blood-vessels  ;  complete 
detachment  of  the  pedicle  occasionally  occurs. 

When  a  subserous  myoma  grows  from  the  lateral  aspect  of  the  uterus 
it  gets  in  between  the  two  Iayei"s  of  the  broad  ligament  and  is  called 
an  intraliiramentary  myoma.  This  variety  may  also  become 
entirely  detached  from  the  uterus  and  occupy  the  broad  ligament  as  an 
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isolated  tumor.  When  a  subsorouH  myoma  originates  in  the  lower  por- 
tion of  the  uterine  body,  whore  it  is  fovenvd  with  loosely  attached 
peritontHim,  it  eh*vate*s  the  peritoneum  and  unntinues  to  grow  under- 
neath the  mivmbrane.  This  variety  h  called  subperitoneal,  in 
contradistinction  to  subserous  myoma.  Posteriorly  such  tumors  may 
elevate  the  peritoneum  lining  Douglass'  ^pace  and  the  posterior  wall 
of  the  pelvis,  coming  in  contact  with  thx*  posterior  wall;  in  front  they 
get  underneath  the  peritoneal  lining  of  the  ves^ieo-uterine  excavation  and 
displace  the  bladder,  My- 
omata  originating  more  in 
the  lateral  portions  of  the 
anterior  and  posterior 
walls  get  into  the  broad 
ligament  underneath  the 
cecum  and  yigmoid  flex- 
ure. When  the  pedicle  is 
thin,  the  uterus  retains  its 
shape  except  at  the  point 
where  the  pedicle  is  at- 
tached; the  organ  i.St  how* 
ever,  generally  .somewhat 
elongated  and  thickened 
from  muscular  by  pert  ro- 
jrhy ,  The  cavity  is  altered  I 
ordy  when  part  of  the  I 
myoma  still  occupies  the  \ 
wall;  in  pedunculated  tu-  \ 
nmrs  it  is  merely  some- 
what eloTigater!  according  .^  m  i 
to  the  lengthening  of  the 
entire  uterus  (Fig.  147), 
2.  Interstitial  (inlra- 
parietal,  intrainural)  myo- 
mata  still  occu|>y  the  wall  of  the  uterus^  are  everywhere  surrounded  by  a 
runritle  of  uterine  muscle  and  project  only  a  little  b(\yond  the  outline  of  the 
organ;  llipy  cause  enlargement  in  all  ilimeusiions  of  the  wall  which  they 
occupy^  while  the  sound  wall  is  tUstended  both  in  length  and  breadth  and 
often  considerably  <liminished  in  thickness.  Interstitial  myomata  cause  a 
general  enlargement  of  the  uterus  which  may  be  as  uniform 
us  that  of  the  gravid  uterus  (Fig.  131),  although  a^  a  rule 
the  affected  w^all  bulges  somewliat*  Owing  to  the  hypertrophy  of  the 
muscular  tis.^ue  surrouiuling  the  niyoma  the  external  contours  of  the 
tumor  are  somewhat   roumled.     The   uteriue   cavity   umhTgoei^   many 
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rhanges  hi  interstitial  myoma.  Tho  distention  on  the  sirle  of  the 
myoma  causes  a  marked  increase  in  the  length  and  width  of  the 
affected  walL  The  ea%-ity  is  very  much  displaced  eceentrically,  being 
v^ry  eloj^e  to  one  wall  of  tlie  uterus  and  seimratrd  from  the  other  by 
the  entire  thickness  of  the  myoma*  If  the  tumor  projects  into  the 
cavity*  tht*  latter  becomejf  .som<*what  curved  (Fig.  147). 

-3.  Submucous  myomata  an^  tumors  which  grow  toward  the  uterine 
cavity  so  that  about  one-half  their  eircumfereuee  i>rojects  into  it.     The 

inner  .surface  is  covered 
only  with  mucous  mem- 
brane or  at  the  most  with 
a  very  thin  mantle  of 
muscle  tissue  (Fig.  132). 
In  the  course  of  their 
growth  they  encroach  still 
further  on  the  uterine 
cavity  and  produce  a  uni- 
form distention  of  the 
uterus  so  that  the  shape 
sometimes  becomes  en- 
tirely sph<*ricaL  The  uter- 
ine wall  becomes  imifonnly 
thin  except  at  the  base  of 
k  |l       r  ^ffijlf*^      the   tumor.      The    extent 

Y  i'   <^    y^^  of  the  attachment  to  the 

\  I  uterine  wall  is  very  vari- 

^  ^       '  able;   when  it  is  broad,  it 

is  formed  by  the  myoma 
itself;  smaller  attach- 
ments consist  entirely  of 
muscular  tissue.  The 
greatest  changes  produced 
by  submucous  myomata  are  found  in  the  cavity,  which  becomes  longer, 
broader  and,  in  the  case  of  myomata  with  slender  pedicles,  completely 
surrounds  the  tumor,  which  lies  almost  free  in  the  cavity  (Fig.  147), 
By  pressure  on  the  innt^r  surface  of  the  uteru*s  and  on  the  internal 
OS  submucous  myomata  excite  reflex  uterine  contractions,  which  may 
produce  eonsideraljlu  changes  in  the  position  of  the  tumor.  Thr  internal 
Birth  of  OS  dilates,  and  the  top  of  the  tumor  enters  and  dilates  the 

aMyi^rnn.  ccrvix:    the  tuuior  then  reaches  the  external  os,  which  it 

also  dilates  even  to  the  extent  of  complete  obliteration,  and  entci-s  the 
vagina.  Hen-  th(^  tumors  are  usually  arrested  or  occasionally,  under 
^e  influence  of  vigorous  abdominal  pressure,  may  be  forced  down  in 
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rront  of  the  vulva.  This  change  of  position — thc^  birth  of  the  myoma — 
is  possil>lc  only  if  the  peilirli*  becomos  grently  distrndeiK  Thisi*  mj'o- 
nmta  are  calUnl  fibrous  polyps  (Fig*  134).  The  birth  of  a  broadly 
^est^ile  myoma  is  followed  by  imrtial  inversion  of  that  portion  of  the 
utf^inc  wall  in  whirh  the  myoTiia  originatrs.  The  great  i^tretrhing 
of  the  jjeilieles^,  which  contain  the  niitrirnt  vet^sel??,  leads  t(j  anemic 
necrosis  and,  with  the  cooperation  of  the  vaginal  micro-organisms,  to 
complete  ilisintegration  of  the  tumor, 

In  all  varieti(\s  of  jnyoma,  and  mo^t  frequently  in  the  submucous 
and  interi^titial,  the  mueous  nu^mbrane  nf  the  uterine  body  i.^  in  a  con- 
dition   of    extreme    in- 
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flam  mat  ory  thickening 
fihowin^  the  type  of 
glandular  and  intersti- 
tial  endometritis. 

Cervical  Myoinata, 
This  variety  is  iimrh 
more  rare.  Most  of  the 
myomata  found  in  the 
cervix  hav(*  their  origin 
imrtly  in  the  body  and 
partly  in  the  cervix,  or 
they  begin  in  the  lioily 
and  Eilowly  grow  into 
the  cervical  wall  Pure 
cervical  iiiyomata  are 
rarely  seen;  they  are 
also  subdivided  into  the 
three  varitties  which 
are    ilescribed    above. 

8ubs*M'ous  cervical  nryoniata  in  the  narrow  sense  of  the 
term  do  not  occur,  as  the  cervix  h  nowhere  covereil  by  firndy  adherent 
serous  membrane.  Myomata  originating  in  the  outer  surface  of  the 
cervix  alway?^  become  sub{>eritoneal  or  intraliganumtary,  are  always 
surrounded  by  [pelvic  coniiective  tissue,  and  coveretl  with  peritoneum 
only  on  their  upper  surface.  They  disftlaci*  the  adjacent  organs  (ureter, 
blailder,  rectum)  and  push  the  l)ody  of  the  uterus  upward  to  a  position 
at  the  upper  pole  of  the  tuioor  (Fig,  135). 

Interstitial  cervical  myomata  (Fig.  136)  distend  the  wall 
in  which  they  are  lodged  iu  all  directions,  while  the  opposite  wall 
becomes  greatly  attenuated,  drawn  out,  and  surround.^  the  affected  wall 
in  tlie  form  of  a  crescent.  As  a  result  the  external  os  is  greatly 
distended  in  the  transverse   dirc^ction. 


^^S^ 
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Submucous  myomata  which  grow  toward  the  cervical  canal 
early  beeomt^  pcdunculatt^l  and  make  their  appearance  in  the  external 
OS  in  the  form  of  fibrous  |)olypjs;  those  which  develop  in  the  vaginal 
portion  grow  towani  the  vagina  (Fig.  lii"). 

Combinations  of  several  myomata  belonging  to  difTercnt  forms 
are  frefiuently  seen:  subserous,  interstitial,  sul>mucouSj  corporeal  and 
cervical  myomata  lievelop  side  by  side.  Every  myoma  exhibits  the  above 
described  changes,  and  the  picture  as  a  whole  may  be  very  complicated. 


Palpatory    Properties   of    Myomata. 

These  are  properties  which    myomata  present  on  palpation  as  a 
reBult   c*f   their   anatomical   structure   and   their   connection  w^ith   the 

parent  organ,  I  shall  here  discuss 
only  those  changes  which  are  of  real 
value  for  the  clinical  diagnosis. 

Shape.  Myomata  are  round, 
rarely  oval  and,  as  their  growth  is 
e(Hic{^ntnc^  they  in  the  main  retain 
this  shape.  The  true  myoma  shape 
is  least  conspicuous  in  the  interstitial 
variety  because  the  tumor  is  entirely 
i^iirrounded  by  a  mantle  of  muscle 
tissue.  The  typical  spherical  shape, 
with  smooth  surface,  is  best  seen 
in  s^ubserous  myomata;  but  these 
again  present  most  variations  from 
the  typical  form  because  they  not 
infrequently  develop  the  characters 
of  aji  indepentient  tumor.  In  that 
case  they  become  oval,  lobulated  and  divided  into  large  segments,  and 
the  surface  is  not  infref[uently  mammillated  or  nodular.  Submucous 
myomata  are  also  s|.>herical  in  shape  so  long  as  they  are  within  the 
uterus:  but  under  the  influence  of  the  uterine  contraction 
when  expulsion  begins,  some  remarkable  changes  in  shape 
are  produced;  the  tumors  are  drawn  out  in  length  and  adapt  them- 
selves to  the  shape  of  the  uterine  and  cervical  cavities,  frequently 
exhibit  constrictions  produced  by  the  os,  and  become  long  and  thin 
like  polyps.  Subserous  myomata  undergo  a  remarkable  change  of  shape 
during  pregnancy;  they  are  drawn  out  in  a  transverse  ilirection  by  the 
distention  of  the  uterus  and,  instead  of  forming  a  round  protuberance^ 
merely  represent  a  Hat  thickening  of  the  uterine  wall. 

Consistency,     From  a  diagnostic  standpoint  this  is  unquestionably 
the  most  important  property  of  myomata.     It  depends  on  the  compo- 
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Siition  of  ihf  tumor,  the  proportion  of  tliu  two  fumlanioiital  s^iihstanct^s  — 
connective  tisj^ue  ami  musclo;  the  ninrc?  fonnettiv^e  tissue,  thr*  harder 
thr  myoma^  and  the  morr  musehv,  the  .softrr  the  tis^sue. 
Pure  fibromata,  partiL-uJarly  if  they  are  subserous,  may  feel 
n^  hani  as  stone;  while  a  pure  myoma  may  Ix^  as  soft  aw  a  gravirl  uterus. 
Tfie  lalter  are  often  impr■€^s.silJIe  (iloughy)  and  give  aiJ|)an^nt  flu<Muatinn. 
The  thicker  tlie  layer  of  uterine  muscle  overlying  the  myoma,  the  softer 
will  be  the  consi.stency.  Moj^t  myomata  are 
hard,  unyiehlin^j;  and  tliT^tinetly  [inner  than 
healthy  uterine  inusele.  Before  menstru- 
ation myomata  umiergo  a  eharacterlHtic 
change  in  cotif^istency,  becoming  softer  on 
account  of  the  great i*r  vjisrularity  of  the 
tissues;  after  the  completion  of  the  men- 
strual flow  this  temporary  softness  is  replaced 
by  the  usual  hard  consistency  of  the  tumor. 

Markt'tl     changes     in 

the    c  o  n  s  i  s  1 1*  n  c  y    f^f 

nivotnata    an^    produceii 

by    pathologic    proeesyes 

in  the  substance  of   the 

tumors: 

The    hardness    is 

i  n  c  r  e  a  s  e  tl  1  jy  c  ieairicia  1 

(senile)  shrinking  of  the 

intermuscular  connective 

tissue  (intt  uration)  uv 

h  y      c  a  I  c  i  f  i  c  a  t  i  o  n  , 

whicli    IH   most    frequent 

in    suhserotis,    and    rarest    in    interstitial     tumors. 

Calcification  usually  begins  at  the  centre,  oceasion- 
ir,  iiM-  Kill  t  unrf*     ally  at   the    perirjherv,   and    forms  layers   liki*    the 

skins   of  an  onion;   as  a  result  of  I  his  process  the 

myoma  may  become  as  hard  as  stone. 
Softening,  on  the  otlier  liand,  is  a  more  imi*ortant  change 
beeauBe  it  not  infrequently  gives  rise  to  diagnostic  errors.  It  oecura 
almost  regularly  with  the  softening  of  tlie  uterus  during  pregnancy, 
which  also  involves  the  myoma  and  rendei-s  it  larger  and 
softer;  after  parturition  the.se  changes  slowly  subside 
again*  NtTTobiotic  processes  in  the  myoma  gonu^times  lead  to  fatty 
softening,  which  may  go  on  almost  to  rnjuefaction  of  the  tumon  It 
occurs  iluring  pregnancy,  in  the  puerperium,  and  after  other  disturl>- 
ances  of  nutrition*    Total  necrosis  of  the  myoma,  such  as  occurs  in  the 
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changes  in  interstitial  myoma.  The  distention  on  the  side  of  the 
myoma  causes  a  marked  increase  in  the  length  and  width  of  the 
affected  wall.  The  cavity  is  very  much  displaced  eccentrically,  being 
ver\'  close  to  one  wall  of  the  uterus  and  separated  from  the  other  by 
the  entire  thickness  of  the  myoma.  If  the  tumor  projects  into  the 
cavity,  the  latter  becomes  somewhat  curved  (Fig.  147). 

3.  Submucous  myomata  are  tumors  which  grow  toward  the  uterine 
cavity  so  that  about  one-half  their  circumference  projects  into  it.    The 

inner  surface  is  covered 
only  with  mucous  mem- 
brane or  at  the  most  with 
a  very  thin  mantle  of 
muscle  tissue  (Fig.  132). 
In  the  course  of  their 
growth  they  encroach  still 
further  on  the  uterine 
cavity  and  produce  a  uni- 
form distention  of  the 
uterus  so  that  the  shape 
sometimes  becomes  en- 
tirely spherical.  The  uter- 
ine wall  becomes  uniformly 
thin  except  at  the  base  of 
the  tumor.  The  extent 
of  the  attachment  to  the 
uterine  wall  is  very  vari- 
able; when  it  is  broad,  it 
is  formed  by  the  myoma 
itself;  smaller  attach- 
ments consist  entirely  of 
muscular  tissue.  The 
greatest  changes  produced 
by  submucous  myomata  are  found  in  the  cavity,  which  becomes  longer, 
broader  and,  in  the  case  of  myomata  with  slender  pedicles,  completely 
surrounds  the  tumor,  which  lies  almost  free  in  the  cavity  (Fig.  147). 
By  pressure  on  the  inner  surface  of  the  uterus  and  on  the  internal 
OS  submucous  myomata  excite  reflex  uterine  contractions,  which  may 
produce  considerable  changes  in  the  position  of  the  tumor.  The  internal 
OS  dilates,  and  the  top  of  the  tumor  enters  and  dilates  the 
cervix:  the  tumor  then  reaches  the  external  os,  which  it 
also  dilates  even  to  the  extent  of  complete  obliteration,  and  enters  the 
vagina.  Here  the  tumors  are  usually  arrested  or  occasionally,  under 
the  influence  of  vigorous  abdominal  pressure,  may  be  forced  down  in 


Fio.  130. — Th K  Same  IN  Saoittal  Section.    ^.    (Original.) 
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{nmt  of  the  vulva.  Thb  change  of  position — thc^  birth  of  the  myoma^ — 
is  possible  only  if  tlio  pDttii'lt*  IxH^onu^s  greatly  di^ti'mlfML  Thr^r  inyo- 
inata  ari'  called  fibrous  polyps  (Fi^,  134).  The  birth  of  a  l>romIIy 
jsessile  myonia  is  fuUnwt^d  by  j>artial  inversion  of  that  portion  of  the 
uterine  wall  in  which  thr*  myoma  oripnate^.  The  great  .stretrhing 
of  the  pediclesj  which  contain  the  nutrient  vessels,  k*ad.s  to  anemic 
necrosis  and,  with  the  eonperation  of  the  vaginal  miero-organisms,  to 
compk'tc  disintegration  of  the  tumor. 

In  all  varieties  of  myoma,  ami  mrjst  frptpK^ntly  iti  the  submucous 
and  interslitiiU,  the  inueouH  nn*nibrane  of  the  uteriui-  body  is  in  a  eun* 
dition  of  extreme  in- 
flainnjatory  thickening 
showing  the  type  of 
glandular  and  iutersti- 
tial   endometritis. 

Cervical  Myomata* 
Thisi  variet}'  is  much 
more  rare,  ilost  of  the 
myomata  found  in  the 
cervix  have  their  origin 
partly  in  I  lie  bofly  and 
partly  in  the  eervix,  or 
tliey  begin  In  the  liody 
and  i^lowty  grow  into 
the  cervical  walL  Pure 
cervical  myomata  are 
rarely  seen;  they  are 
al^o  subdivided  into  the  ^' 

three     varieties     which 
arc    defscrihed   above, 

S  u  h ^ e  r  o  u  s  c e  r  v  i  c  a  1  m  y  o  in  a  t  u  in  t  he  narrow  sense  of  the 
term  do  not  occur,  as  the  cervix  i.^  nowhere  covered  by  firmly  adherent 
serou.^  membrane.  Myomata  originating  in  the  outer  surface  of  the 
cervix  always  bt*couio  subperitoneal  or  intraligamentary,  are  always 
surrounded  by  pelvic  connective  tissue,  and  covereil  with  peritoneum 
only  on  their  upper  surface.  They  dij^place  the  adjacent  organs  (ureter, 
bladder,  rectum)  and  push  the  liody  of  the  uterus  upward  to  a  position 
at  the  upper  pole  of  the  tumor  (Fig,  1*^5). 

Interstitial  cervical  myomata  ^Fig.  13fj)  distend  the  wall 
in  which  they  are  lodged  in  all  directions,  while  the  opposite  wall 
becomes  greatly  attenuated,  ilrawn  out,  and  surrounds  the  affected  wall 
in  the  forni  of  a  eieseenl*  As  a  result  the  external  oe  is  greatly 
distended  in   the  transverse  direction. 
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Fhs.  131.— IjrrirjwrTrTTM^  Hrom  ow  thl  FtMTEitioji  Wau-.    4- 

iOrii^inAL >     iFfnm    m    i>(Mrrimeii    in    rhe    Hit).    rfiiv^mtJtls-Kmueii- 
kliitik  III  tti*rliij  f 
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organ  tFig,  138J.  If  i\w  tumor  is  very  largo  it  may  occasionally  be 
tliffieuli  to  prow  that  out'  is  dcaiing  with  tlir  utoru:^.  The  posit ivn  signs 
are,  the  Hncling  of  the  junction  or  transition  of  the  vaginal  portion  with 
the  tumor  itself  and  noting  that  the  cervix  follows  the  movements  of 
the  tumor.  When  by  means  of  these  signs  a  large  tumor  has  been 
definitely  recognized  as  the  uterus,  it  must  be  regarded  as  a  myoma 
whenevt^r  tlie  consistency  is  hard  (Fig*  139).  The  exact  situation  of 
an  inter>stitial  myoma  in  the  uterus  cannot  always  be  determined  by 
paljmtion  alone.  If  palpation  through  the  anterior  vaidt  or  from 
the  two  sides  demonstrates  that   tlie  cervix  is    broadened   above  the 
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FlO»  137. — SirsMTJCOua  Cekvkal  Mvoma  f^^urrfice  vk^w  and  rroLWi-^eetiuiiy  {Sppcimf^n  in  tlti»  KrU  Utit- 
verKi^ikt^-Fraue^iikiiiuk  in  K^mifCi^tii^Fi^. )  (OrijEiniLJ^)  Thf  lip  fifths  <rrviK  iii  which  tli(>  myoma  i^^  LwligiMl  M 
thickpiipil  in  the  form  uf  a  lieini^^plien;  atid  i>urraujit|i?<l  by  tlip  ollipr  lip  in  ihe  ftinu  of  a  Frei^rttut. 

vaginal  vault  and  merges  uniformly  with  the  tumor,  it  is  rlifficult 
to  determine  in  which  wall  the  myoma  is  loilgecl.  But  if  the  junction 
is  found  at  the  periphery  instead  of  in  the  median  line,  and  a  portion 
of  normal  uterus  can  be  felt  at  that  point,  it  may  be  inferred  that  the 
cavity  also  lies  there  and  that  the  myoma  is  accordingly  on  the  other 
side.  A  simpler  method  of  arriving  at  the  desired  result  is  the  use  of 
the  sound  (see  p.  275). 

The  diagnosis  of  interstitial  cervical  myoma  can 
usually  be  made  without  any  trouble  by  the  uniform  nodular  enlarge- 
ment of  one  cervical  wall  and  the  crescentic  distention  of  the  opposite, 
attenuated  wall.  If  the  myoma  occupies  the  lower  i)ortion  of  the  cervix 
it  produces  a  large  tumor  which  i>rojects  into  the  vagina  and,  if  the 
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€?xternal  os  is  dilated,  the  bulging  of  the  tumor  into  the  kimcn  of  the 
cervical  eaiial  can  be  tUstinctly  recognized.  The  diagnoi^i.s  i.^;  more 
(lifRcult  wlien  a  large  tumor  blocks  access  to  the  external  0??. 

The  diagnosis  of  submucous  myoma  is  based  on  the  same 
principles  as  that  of  an  interstitial  tumor  so  long  as  the  cervix  remains 
closed.  Occasionally  the  uniformly  round  shape  of  the  uterus  and  the 
junction  of  the  cervix  with  the  exact  centre  of  the  tumor  may  imlieatu 
that  it  is  of  the  submucous  variety.    A  positive  diagnosis  of  submucous 
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Fr"^^  I^R — SM4f4.  IvTi:HJ*TJn*t  MVfJ]H%  «r  rwi:  A^TKitioi*  Wam..     i\-}\    ^.     <Ori|*ihhl.i    Tin*  iit*T- 

myoma  can  Ix*  made  only  !sy  direct  palliation  of  the  tumor  wht  n  the 
cervical  eanal  is  ojien  or  the  myoma  is  in  process  of  being  expellt^d 
iFig.  140).  Menstruation  is  a  favorable  time  for  making  the  diagnnsis 
of  a  submucous  myoma  because  the  congestion  wliieh  takes  fc^ubmuocu. 
place    in    the  tumor    during   this    time  frequently  excites  Myt^mwtft. 

lalior  pains  that  dilate  the  cervix.  After  menstruation  the  myoma 
retires  into  the  uterine  cavity  and  the  cervix  closes  uij.  Hence  if  in  a 
case  of  severe  menorrlmgia  there  is  reason  to  suspect  a  submucous 
myoma,  an  examination  should,  by  all  meansi  be  made  during  m^n- 
siruation.     The  finger  introduced  into  the  uterus  feels  either  a  hard 
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tumor  in  the  uterine  cavity,  with  a  more  or  less  extensive  attachment 
to  the  uterine  wall,  or  merely  a  spherical  bulging  of  one  of  the  walls. 

Case  19.  I  once  made  a  curious  mistake  in  examining  the  uterine  cavity.  I  mistook 
a  circumscribed  bulging  of  the  uterine  wall  for  a  myoma  and  operated.  I  very  soon  found 
out  my  mistake.  Errors  of  this  kind  may  certainly  be  avoided  if  attention  is  paid  to  the 
increase  in  thickness  of  the  wall  at  the  bulging  point. 

In  order  to  determine  the  breadth  of  the  connecting  pedicle  in 
submucous  myoma  when  it  cannot  be  directly  felt,  Fritsch  suggests 


Fia.  139. — Large  Interstitial  Myoma  of  the  Anterior  Wall.  P.-F.  ^.  (Original.)  The  uterus 
extends  to  within  two  fingers'  breadth  of  the  navel ;  the  sound,  12  cm.,  rises  at  the  posterior  wall  and  the 
tip  is  distinctly  felt  through  the  tissues  at  the  upper  pole  of  the  tumor. 

that  the  myoma  be  grasped  with  Muzeux  forceps  and  a  rotary  move- 
ment imparted  to  the  uterus.  The  greater  the  rotation,  the  thinner 
must  be  the  pedicle.  As  this  method  may,  however,  occasionally  cause 
infection  of  the  myoma,  it  should  be  employed  only  when  immediate 
removal  of  the  tumor  is  contemplated. 

The  diagnosis  of  small  submucous  myomata  is  always  uncertain 
as  long  as  the  cervix  remains  closed,  because  the  uterus,  if  the 
wall  is  not  specially  thick,  is  not  necessarily  enlarged  or  thickened.  I 
have  not  infrequently  found  a  submucous  myoma  the  size  of  a  walnut 
in  a  uterus  of  absolutely  normal  size  and  once  even  in  an  abnormally 


SPECIAI.  DIAGxNOSIS 


iJUli 


small  uterus;  hence  in  ca^es  of  long  continued  and  constantly  roeur- 
ring  hemorrhage,  particularly  if  associalctl  with  dyi^mciiorrhe;*a,  one 
.should  think  of  a  subniueous  myoma  and  satisfy  one's  self  as  to  its 
presence  or  absence  by  exploring  the  uterine  cavity  with  the  finder* 
Submucous  myoma  may  oeea.sionaHy  be  suspected  on  account  of  tl»e 
ballooii-^hapeil  enlargement  of  the  cervix  when  the  tuniur  lias  bi-en 
expelled  frcnn  the  uterine  body  ami  arret^ted  Ix^hind  the  exhTnal 
OS  like  a  eervieal  abortion;   the  vaginal  portion  in  these  cases  becomes 
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Fl«.  140.*'SfmMFrr>i'p  Myoma  in  Tiiof  »»*  or  Exppmhoi^.  P,-F.  %.  (Orisinml/)  Tlw?  ltiw#*r  pole 
^  Ibv  njyutEiu  11^  i<i»iii>ral  lo  mJapt  kp^rlt  lu  tin:  uh*rii»r  riivity  and  cerviii!iaiL  dflnjili     the  exl«nuil  tm  mlnuiM  rinc 

gpherical  and  the  myoma  can  be  felt  through  the  contracted  cm.  The 
tunxor  can  alsu  be  felt  with  llie  sound  through  the  narrowc^tl  os;  or^ 
after  incision  of  the  os,  with  the  finger. 

Submucous  cervical  myomata  arc,  as  a  ruk%  easily  aceewsihle  to 
direct  [lalpation,  beeau.^e  they  early  cause  dilatation  of  the  external  os 
and  project  into  the  vagina;  the  pedicle  connecting  the  tumor  with  the 
cervical  wall  is  rea<lily  palpated, 

S  u  b j^ e r a  us  m  y  o  m  a  t  a  are  recognized  by  jial |mtion  more  easily 
than  any  oth**rs.  So  long  as  they  are  ^mall  they  a|»pear  as  nodules  or 
pe<iuneulatcd  tumors  on  the  outer  surface  of  the  uterus  and  arc  usually 


270 


GYNECOLOGICAL  DIAGNOSIS 


of  hard  consistency.  In  the  case  of  large  tumors,  on  the  other  hand, 
the  physical  signs  depend  on  the  nature  of  the  connection  with  the 
uterus;  if  the  attachment  is  very  broad,  the  myoma  and  the  uterus 
subsierous  togcthcr  form  a  single  tumor  and  the  unafTected  remain- 

Myomata.  j^j.  ^f  utcrus  cau  bc  rccognizcd  only  in  one  place  by  a 

protuberance,  a  margin  or  edge,  or  the  softer  consistency  of  the  uterine 
muscle,  or  the  junction  of  the  cervix  with  the  soft  uterus  (Fig.  142). 
The  narrower  the  connection  between  the  myoma  and  the  uterus,  the 
more  difficult  is  the  diagnosis  of  the  uterine  growth  because  the  charac- 


FiG.  141. — Subserous  Mtoma  or  the  Anterior  Wai,l.    P.-F.    J^.    (Original.)     Myoma  as  large  as  a  fist, 
with  base  about  the  siae  of  a  dollar  springing  from  the  anterior  wall.    Uterus  8  cm. 

teristics  become  more  and  more  those  of  a  tumor  situated  alongside  of 
the  uterus.  If  the  pedicle  is  distinct,  the  uterus  and  the  tumor  can  be 
felt  separately  and  the  diagnosis  of  myoma  is  based  chiefly  on  the 
nature  of  the  pedicle.  The  latter  always  possesses  a  certain  consistency, 
is  usually  broad  and  short,  and  has  a  fleshy  feel  (Fig.  141).  The 
diagnosis  of  subserous  myomata  is  rendered  difficult  by  the  fact  that 
they  frequently  lose  their  characteristic  spherical  shape;  while,  on 
the  other  hand,  the  diagnosis  is  simplified  by  the  distinctly  hard 
consistency  of  the  tumors. 

The  diagnosis  of  an  intraligamentary  myoma  is  based  on 
the  connection  of  the  tumor  with  the  lateral  surface  of  the  uterus. 
The  attachment  may  occupy  the  entire  lateral  aspect   (Fig.   143)  or 
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may  be  very  thin.  Oecasionally  tho  myoma  is  completely  separated 
fruiii  the  uterine  wall.  Dis]>laceineiit  of  the  uterus  to  one  side,  so 
that  the  organ  projeets  deep  down  into  the  parame trial  or  paravaginal 
tissue,  tliminished  mobility  of  the  tumor,  and  the  charac- 
trrij^tic  course  of  the  adnexa  (see  p.  275)  also  point  to 
intraligamentary  ni3^oma.  The  tumor  may  be  a.ssumed  to  '^"^^MyomA^*! 
be  subperitoneal  if  it  originates  at  a  point  on  the  uterus 
where  there  is  no  peritoneal  attachment  or  the  serous  membrane  is 
only  loosely  connected;  such  tumors  are  always  deep-seated,  corporeal 
or  cervical  myomata.  In  these  cases  a  considerable  portion  of  the 
uterine  boiiy,  which  is  displaced  upward  or  far  to  one  side,  can  be  dif- 
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Fi«.  t^2.  —  T%KCE  StxseeitnrA  Mtokata  of  thk  Utkhiij*.  P,-F,  '  i,.  it tri(*maL>  On  *lie  nght, 
ft  myoma  tbe  viae  of  m.  HiPt ;  nii  tlw  tpft,  a  ^ta&Ller  ptibsFroiin  myonui;  in  the  r^ufruunding  mantle  of  utefttie 
fiinie  helifjw  tlii?  tumor  a  very  itnuiU  nodule  can  hf  felt,  Thjtr  funda-*  of  tlw  uterun  ea4i  be  diniiiictlv  demoii- 
■tmted  witli  Lti«  fotitiU^  furmiiig  n  9miiUt:^iuifCi.i  ouurierLirie  pievrc  betwe«u  th(^  two  m^tJinAlu,    Sound  II  cnn. 

ferentiated  from  the  myoma  (Figs,  143  and  144),  Intraligamentary 
myoraata  have  a  limited  mobility,  particularly  from  above  downward, 
and  cannot  be  disr^placed  out  of  the  true  pt^lvis* 

Palpation  of  the  adnexa  plays  an  important  part^  in  the  diagnosis 
of  myonmta  !:>(  cause  without  it  the  seat  and  variety  of  the  tumor  can- 
not be  recognized  with  certainty.  In  every  case  an  attempt  should  be 
made  to  dc^lermine  the  course  of  these  structures,  although  pmtpMmtitd 
unfortunately  palpation  is  often  impossible  on  account  of  »!>«  Aduexn. 
the  thitkness  of  the  abtioniinal  walls.  It  is  most  important  to  trace 
the  course  of  the  round  ligaments.  The  ligament  is  searcherl  for 
immediattly  above  the  horizontal  ramus  of  the  pubic  bone  by  forciljly 
depressing  the  ablomen  with  the  external  hand  auil  passing  the  fingers 
to  and  fro  in  a  din^ction  perpendicular  to  the  course  of  the  ligament. 
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If  a  firm  cord  is  felt  at  this  point,  its  course  must  be  traced  to  the 
tumor  for  as  great  a  distance  as  possible  by  using  moderate  pressure; 
the  closer  the  connection  between  the  ligament  and  the  myoma,  the 
more  difficult  it  is  to  palpate  it  separately.  If  the  round 
ligaments  join  the  tumor  and  can  be  traced  as  far  as  the 
dome,  it  shows  not  only  that  the  mass  is  a  uterine  tumor  but,  in 
addition,  the  position  of  the  fundus  can  be  determined  by  the  course 
of  the  ligaments  and  the  location  of  their  junction  with  the  tumor. 


Hound 
Ligaments. 


OvaJtsut 


Tuh.siiL. 


Ovaries. 


FiQ.  143. — Iktralioamentart  Mtoma  of  the  Entire  Left  Uterine  Wall.  P.-F.  K-  (Original.) 
The  right  adnexa  are  not  altered.  The  left  ovary  occupies  a  position  on  the  dome  of  the  tumor,  and  th« 
long-drawn-out  left  tube  is  above,  on  the  anterior  surface,  while  the  left  round  ligament  rotates  downward 
from  the  anterior  surface.    Part  of  the  myoma  has  developed  below  in  the  pelvic  connective  tissue. 

The  position  of  the  ovaries  is  also  afifected  by  the  presence 
of  myomata  because  they  are  fixed  to  the  lateral  surface  of  the  fundus 
by  the  short  and  unyielding  ovarian  ligaments;  the  latter 
can  be  felt  only  in  exceptional  cases  when  the  walls  of 
the  abdomen  are  thin;  they  mark  a  path  between  the  fundus  and 
the  ovary.  The  tubes  usually  cannot  be  felt  except  occasionally  in 
intraligamentary  myomata,  when  they  may  be  demonstrated  as  thin 
cords  that  roll  under  the  finger. 

The  seat  of  the  myoma  and  the  direction  of  its  growi/h  can  be 
accurately  determined  by  the  course  of  the  round  ligaments, 
approximately  in  the   following   manner: 
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If  a  subserous  mynrua  h  attached  to  the  uterus  exaelty  at  tlie 
fundus  it  forms  a  largr  fuiidal  tumor,  knd  the  round  ligament:^  as  well 
m  the  ovaries  arc  not  in  itlation  with  the  tumor,  but  are  situated 
underneath   (Fig.  145^), 

If  the  myoma  is  situated  in  the  uterus  beluw  the  origin  a{  the  round 
ligaments,  tlie  latter  arc  pushed  upward  ami,  if  the  tumor  is  synimet- 
rieally  placed,  the  ovaries  are  found  more  or  less  displaced  upward  on 
each  side  of  Mn^  tumor.  This  condition  is  seen  with  interstitial  and 
submucous  myoniata  (Fig.  142  and  145j), 
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IbOBiA  of  ihm  poflcfior  wiiU  live  utie  uf  Ui«  fyit.     \baive  in  tbe  fiartb*  mctvabltf  utertn#  hady.     tkHitid  1 1^  em. 

If  the  myoma  occupies  one  wall  of  the  uterup  and  causes  diiitention 
— generally  upward— of  that  wall,  the  uterua  m  oblique;  on  one  side 
the  round  ligament  is  given  off  low  down,  on  the  other  high  up  am! 
passes  obUquely  over  the  tumor;  one  ovary  h  placed  low  down,  the 
other  high  up  on  the  tumor  {Fig.  145j,), 

T^lth  intraligamentary  tumors  the  adnexa  are  found  free  by  the 
side  of  the  uterus  on  one  ^uh%  while  on  the  other  i^ide  they  are  forced 
apart  to  such  an  extent  that  the  rounrl  ligament  occupies  the  anterior, 
and  the  ovary  the  pos^terior  mde,  while  the  tube  usually  passes  through 
the  dome  of  the  tumor  {Fig.  145,), 
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In  myoma  of  the  posterior  wall  the  round  ligaments  join  the 
anterior  periphery  of  the  tumor  and  the  ovaries  also  are  usually  felt 
in  front  (Fig.  145 J. 

In  myoma  of  the  anterior  wall  the  course  of  the  ligaments  is 
entirely  posterior  and  the  ovaries  are  crowded  far  down  into  Doyglas^ 
space  (Fig.  145^). 

In  the  case  of  cervical  myomata  the  adnexa  are  not  affected  and 
retain  their  position  alongi^ide  of  the  body,  except  that  the}^  are 
displaced   upward   along   with    the   fundus    by  the   myoma  (Fig,  146), 


Flu,  145. — CouTuiK  tJF  TjtE  Kursp  LmA«>;\"r»  iii  tlip  varimi^  furmif  tit  myiimat     OdhemnticH)     (Onemnl.) 

{Fur  e«xpLiuLifttii>n  set  t^xui 

Sounding  i.s  an  extremi'ly  important  procedure  in  the  diagnosis  of 
myomata,  but  its  appliration  is  unfortunatt^ly  very  limited  because  it  is 
attended  with  dangers  wiiich  are  jjartieularly  aj>t  to  occur  in  the  case  of 
t'seof  myomata.    The  greatei^t  danger  is  infection  of  the  uterine 

theSflund.  cavity  with  vaginal  germs,  and  this  must  by  all  means  be 

avoided  in  the  case  of  myomata  which  are  to  be  operated  upon;  hence 
the  proeetlure  shoul<l  not  be  employed  at  all  when  an  operation 
is  in  prospect*  Perforation  readily  occurs  in  the  presence  of  myoma 
because  the  uterine  wall  is  verj'  much  attenuated;  and,  on  account  of 
the  irregular  course  of  the  uterine  cavity^  injuries  of  the  raucouE=!  mem- 
brane and  of  the  myoma  cannot  always  be  avoided*    The  sound  should, 
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therefore,  hi*  used  only  whni  the  lU^sired  iTiformaticui  cannot  be  ob- 
tained by  niean.s  of  conibinftt  exaniiiiation  aiitl  pHlpation  of  the  adnexa. 
In  afldition  tlie  u.se  of  the  sound  h  attended  by  a  nundjer  of  lUffieulties. 
Often  it  is  iniposs^ible  to  introiluce  the  inistrument,  or  it  may  cateh  in 
the  jTrojecting  myoma  or  in  the  uterine  wall  and  convey  the  impression 
that  th(^  fundus  ha*s  already  been  reai-hed;  or  the  souml  at  the  first 
trial  may  enter  one  cornu  of  the  uterus  and  at  the  second  trial  the 
other  J  greatly  distended  cornu,  and  in  that  way  very  variable  results 
are  obtained,  Henee  the  employrnrnt  of  the  i^ound  requires  great  care 
in  the  teehnie  and  in  the  interpretation  of  the  findings,  but  with  this 
precaution  it  it^  a  very  excellent  diagnostic  aid,  and  in  many  eases  a 
positive  diagnosis  of  myoma  cannot  be  made  without  it. 


^ 


DWtiimry  orrvimL!  myimta  t^f  Um  Irft  wnll.     Tin?  fti^pci^mifiitf?  iuti<  i*ii.-<hl>   pAlptntf^l  al-H^ivr,  uilriri|t^i4Jli.i  of  rite  lH>|y: 
only  tliD  kiwci*  tHirttrmn  «f  tJw?  r«»jinj  llttHnirrii!*  p*n  ha  fAi. 

The  objects  of  .sounding  are  varioui^.  In  the  first  plare  the 
uterine  cavity  can  be  found  within  the  tumor;  if  the  sound  enters 
the  tumor,  or  if  the  head  of  the  instrument  can  be  felt  at  some 
[loint  on  tlie  jieriplicry,  or  a  large  portion  of  thr  souml  can  be 
palpated  through  the  wall,  we  know  that  the  cavity  lies  within  the 
tumor  and  that  the  latter  is,  therefore,  In  all  probability,  a  uterine 
myoma*  In  the  ca«e  of  inter*ititial  niyomata  it  is  ]>ossible  to 
determine,  by  demonstratiug  the  ca%'ity  witti  the  sound,  whieh  wall 
of  the  uterus  contains  the  myoma.  If  the  myoma  is  subserous,  the 
j>art  of  the  uterus  wliieh  has  iint  become  enlarged  ran  In*  demonstrated 
by  feeding  the  tip  of  the  sound  through  the  muscle.  The  most  impor- 
taid  information  obtained  with  the  soutnl  is  tht*  length  of  the 
uterine     cavity.       The    latter    is    always    elongated    even    when 
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of  Imrd  consistency.  In  the  case  of  large  tumors,  on  t}ie  other  hand, 
the  physical  signs  depend  on  the  nature  of  the  conncetion  with  the 
uterus;  if  the  attachment  b  very  broad,  the  myoma  and  the  uterus 
sub«mMs  together  form  a  single  tumor  and  the  unaffected  remain- 

MyoHiau,  j^j,  ^f  uterus  can   be  recognized   only  in  one  place  by  a 

protuberance,  a  margin  or  edge,  or  the  softer  consistency  of  the  uterine 
miisclr,  or  the  ju  net  ion  of  the  cervix  with  the  soft  uterus  (Fig,  142), 
The  narrower  the  connection  between  the  myoma  and  the  uterus,  the 
more  difficult  is  the  diagnosis  of  the  uterine  growth  because  the  charac- 


V. 


Fio.  141. — ScBRKRcitiii  Mtow*  of  thk  Asttkrior  WArj..    P.-F.    Si,     iOngintiiA     Myoma  a.*  large  as  a  fiat, 
will)  ba^  ubaut  tti«  ^iae  of  a  dollar  ^pringiug  fruto  tlu;  atil«rior  w&U,    U  terms  8  cm. 

teristies  become  more  and  more  those  of  a  tumor  situated  alongside  of 
the  uterus.  If  the  pedicle  is  distinct,  the  uterus  and  the  tumor  can  be 
felt  separately  and  the  diagnosis  of  myoma  is  based  chiefly  on  the 
nature  of  the  pedicle.  The  latter  always  possesses  a  certain  consistency, 
is  usually  broad  and  short,  and  has  a  fleshy  feel  (Fig,  141).  The 
diagnosis  of  subserous  niyomata  is  rendered  difficult  by  the  fact  that 
they  frequently  lose  their  characteristic  spherical  shape;  while,  on 
the  other  hand,  the  diagnosis  is  simplified  by  the  distinctly  hard 
consistency  of  the  tumors. 

The  diagnosis  of  an  intraligaraentary  myoma  is  based  on 
the  connection  of  the  tumor  with  the  lateral  surface  of  the  uterus. 
The  attachment   may  occupy  the  entire  lateral  aspect   (Fig,   143)   or 


SPECIAI.    DIAGNOSIS 


^71 


may  b^  very  thin,  Occsu^ionally  the  myoma  is  completely  separated 
from  the  uterint*  walL  Displacement  of  the  uterus  to  one  side,  ko 
that  the  organ  projects  deep  down  into  the  parametrial  or  paravaginal 
tiBsue,  diminished  mobility  of  the  tumor,  and  the  charac- 
teristic course  of  the  adnexa  (see  p*  275)  also  point  to  '''*™'iJ^"nmi 
intraligamentary  myoma.  The  tumor  may  be  assumed  to  ^"^^M^m^m! 
be  subperitoneal  if  it  originates  at  a  point  on  the  uterus 
where  there  is  no  peritoneal  attachment  or  the  serous  membrane  is 
only  loosely  connected;  such  tumors  are  always  deep-seated,  corporeal 
or  L*ervieal  niyomata.  In  these  cases  a  considerable  portion  of  the 
uterine  body,  which  h  displaced  upward  or  far  to  one  side,  can  be  dtf- 


.OJ 


-^■i 
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Fin»  \4±  —  Threk  BrasmROLTK   Mtovat^   or  thii  Utiium,     P,-F»     H-     t0ti«iii»l.)    On  fhe  rtglit, 

m  myofim  (he  n\m  ot  m  ^H^,  tm  tiw  hU,  &  iiniiiler  mlMer(ni»  myonui;  in  ttie  f^urmumlirtE  mAnl3i;  uf  ttterine 
m^n^  hf-luw  Mie  iitmor  il  very  %tnikU  ncxluld  *xa  b^  fdt.  The  fa&duf<  of  tlw  uterui<i  mti  bp  riistinciiv  demnu- 
fftnled  with  tluc  #otffid,  funiuiiE  a  kfljldte^haped  ootiDectiiui  [n#ce  betwwn  Iti^  two  r]i>'i»trialii.    ^un^  11  em. 

ferentiated  from  the  myoma  (Figs,  143  and  144).  Intralignmentary 
myomata  have  a  limited  mobility,  particularly  from  above  ilownward, 
and  cannot  be  displaee<l  out  of  the  true  pelvis. 

Palpation  af  the  adnexa  plays  an  important  part  in  the  diagnosis 
of  myomata  because  without  it  tlie  seat  and  variety  of  the  tumor  can- 
not be  recognized  with  certainty.  In  every  case  an  attempt  should  be 
niadi*  to  determine  the  course  of  thei^e  structures,  althougli  piijp»tiori  or 
unfortunately  palpation  is  often  impossible  on  account  of  us*Aam'*», 
thr  thickness  of  the  abdominal  walls.  It  is  most  important  to  trace 
the  course  of  the  round  ligaments.  The  ligament  is  searched  for 
immediately  above  the  horizontal  ramus  of  the  pubic  bone  by  forcibly 
<lepressiiig  the  alj<lomen  with  the  external  hand  and  passing  the  fingers 
to  and  fro  in  a  direction  perpendicular  to  the  course  of  the  ligament* 
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If  a  firm  cord  is  felt  at  this  point,  its  course  must  be  traced  to  the 
tumor  for  as  great  a  distance  as  possible  by  using  moderate  pressure; 
the  closer  the  connection  between  the  ligament  and  the  myoma,  the 
Round  more  difficult  it  is  to  palpate  it  separately.     If  the  round 

Ligaments.  ligamcnts  join  the  tumor  and  can  be  traced  as  far  as  the 

dome,  it  shows  not  only  that  the  mass  is  a  uterine  tumor  but,  in 
addition,  the  position  of  the  fundus  can  be  determined  by  the  course 
of  the  ligaments  and  the  location  of  their  junction  with  the  tumor. 


Op  or,  silt 


^.Tub.siJi, 


Ovanes. 


Fia.  143. — Tntbalioamentart  Mtoma  or  the  Entire  Left  Uterine  Wall.  P.-F.  H-  (Original.) 
The  right  adnexa  are  not  altered.  The  left  ovary  occupies  a  position  on  the  dome  of  the  tumor,  and  th« 
long-drawn-out  left  tube  is  above,  on  the  anterior  surface,  while  the  left  round  ligament  rotates  downward 
from  the  anterior  surface.    Part  of  the  myoma  has  developed  below  in  the  pelvic  connective  tissue. 

The  position  of  the  ovaries  is  also  affected  by  the  presence 
of  myomata  because  they  are  fixed  to  the  lateral  surface  of  the  fundus 
by  the  short  and  unyielding  ovarian  ligaments;  the  latter 
can  be  felt  only  in  exceptional  cases  when  the  walls  of 
the  abdomen  are  thin;  they  mark  a  path  between  the  fundus  and 
the  ovary.  The  tubes  usually  cannot  be  felt  except  occasionally  in 
intraligamentary  myomata,  when  they  may  be  demonstrated  as  thin 
cords  that  roll  under  the  finger. 

The  seat  of  the  myoma  and  the  direction  of  its  growi^h  can  be 
accurately  determined  by  the  course  of  the  round  ligaments, 
approximately  in   the   following   manner: 
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If  a  subserous  myoma  is  attached  to  the  uterus  exaetl)^  at  the 
fundus  it  forms  a  large  furnlal  tuuiur,  hm\  the  rouutl  ligaments  as  \vi*lt 
as  the  ovaries  are  not  in  relation  mth  the  tumor,  but  are  situated 
underneath  (Fig,  145^), 

If  the  myoma  is  ^situated  in  the  uterus  below  the  origin  of  I  he  round 
ligaments,  the  latter  are  pushed  upward  and,  if  the  tumor  lis  symmet- 
rically placed,  the  ovaries  are  found  more  or  less  displaced  upwaril  on 
each  >side  of  the  tumor,  Thi^  condition  is  seen  with  interstitial  and 
submucous  niyomata  (Fig*  142  and  145,)* 


^ 
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Fio.  141. — RFTPmr-r.RtTnJcr.iii.  Mvou4  or  TiiK  PofTTivKiaR  CmvuAv  Wau,*  V,-Jf\  5^.  (Orii^iiiAL) 
MyomA  df  th«  |Kwt«riGr  vr&U  Uie  nm  ot  ihe  ^-^t,      AbuV0  tfi  the  partly  taovmbLe  ul«rifie  lm<l|'.     tSound  U^  tUXU 

If  the  myoma  occupies  one  wall  of  the  uterus  and  causes  distention 
— generally  upward — of  that  wall»  the  uterus  is  oblicpie;  on  one  side 
the  round  ligament  is  given  off  low  down,  on  the  other  higli  up  and 
passes  obliquely  over  the  tumor;  one  ovary  is  placed  low  down,  the 
other  high  up  on  the  tumor  (Fig,  145,). 

With  intraligamcntar}'  tumors  the  adnesui  are  founrl  free  by  the 
side  of  tlie  uterus  on  one  side,  while  on  the  other  side  I  hey  are  forced 
apart  to  such  an  extent  that  the  round  ligament  oeeupies  the  anterior, 
and  the  ovary  the  posterior  side,  while  the  tube  usually  piisses  through 
the  dome  of  the  tumor  (Fig.  145 J, 

IS 
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In  myoma  of  the  posterior  wall  the  round  ligaments  join  the 
anterior  periphery  of  the  tumor  and  the  ovaries  also  are  usually  felt 
in  front  (Fig.  HSJ. 

In  myoma  of  the  anterior  wall  the  course  of  the  ligaments  is 
entirely  posterior  and  the  ovaries  are  crowded  far  down  into  Dojuglas^ 
space  (Fig.  l-l^^j). 

In  the  case  of  cervical  rayomata  the  adnexa  are  not  affected  and 
retain  their  position  alongside  of  the  body,  except  that  they  are 
displaced   upward  along  with   the   fundus    by  the  myoma  (Fig*  146), 


^ 


1. 


2, 


Fiti»  145. — CotBai:  or  tux.  Roumi  LtnAMUNTS  in  ihe  various  fttrmjs  of  luyoma,     (^cheiniilicj     (Orieitta].) 

(Fur  expiuiatUm  mv  text.; 

Sounding  is  an  extremely  important  procedure  in  the  diagnosis  of 
myomata,  but  its  appli(*ation  is  unfortunately  very  limited  because  it  is 
attended  with  dangers  which  are  particularly  apt  to  occur  in  the  case  of 
Vmof  myomata.    The  greatest  danger  is  infection  of  the  uterine 

iiiasoutui.  cavity  with  vaginal  germs,  and  this  must  by  all  means  be 

avoidiMJ  iji  the  case  of  myomata  whieh  are  to  be  operated  upon;  hence 
the  procedure  should  not  be  employed  at  all  when  an  operation 
is  in  prospect.  Perforation  readily  occurs  in  the  presence  of  myoma 
because  the  uterine  wall  is  very  much  attenuated;  and,  on  account  of 
the  irregular  course  of  the  uterine  cavity,  injuries  of  the  mucous  mrm- 
brane  and  of  the  myoma  cannot  always  be  avoided.    The  sound  ishoultl, 
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therefore,  be  used  only  when  the  tU^ired  information  cannot  be  ob- 
tained by  means  of  eonibincHl  examination  and  palpation  of  tht-  admvxa. 
In  atldition  the  u.se  of  the  sound  is  attended  by  a  number  of  diffieulties. 
Often  it  k  impossible  to  introduce  the  instrument,  or  it  may  catch  in 
the  projecting  myoma  or  in  the  uterine  wall  and  eonvey  the  impression 
that  the  fundus  has  already  been  reached;  or  the  sound  at  the  first 
trial  may  enter  one  eornu  of  the  uterus  and  at  the  second  trial  the 
other,  greatly  distended  eornu,  ai^d  in  that  way  very  variable  results 
are  obtained.  Hence  the  rmploymi^nt  of  the  sound  requires  great  care 
in  the  technie  and  in  the  interpretation  of  the  findings,  but  with  this 
precaution  it  is  a  very  excellent  iliagnostic  aid,  and  in  many  cases  a 
positive  liiagnosis  of  myoma  cannot  be  made  without  it. 


^ 


„-'^ 
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Flo»  lift, — Cm^Jtsr.  OF  THE  AiiNriA  in  a  Cinvuii^  Myoma.  P--F.  *rt.  ^(h-iijiimL^  IiitraJtwu 
uwn^MTy  t»fv'%enX  myimia  of  ifiif  \vit  wiiiL  Titer  fipp('iJ>Jiiiri?^  arr  <^a?<il>'  |Mit)>ji1(^l  abi^^'v,  nV'fiic^iJe' uf  ( liv  Ujily: 
m%\y  t\w  lnwi?r  jiiirtifirt*  ui  the  rmmH  UiEiUTitfniin  *mn  In*  fpU* 

The  olijeets  of  snniidiiig  are  vanouj*.  In  the  fir^t  place  the 
uterine  cavity  can  l>c  ftvund  within  the  tumor;  if  the  sound  enters 
the  tumor,  or  if  the  head  of  the  instrument  can  k*  fc^lt  at  i^onie 
jioint  on  (he  periphery,  or  a  large  |>orti(m  ul  lhc  sountl  can  be 
palpated  through  the  wall,  we  kufnv  that  the  cavity  lies  within  the 
tumor  and  that  the  latter  is,  therefore,  in  all  jvndjability,  a  uterine 
myoma.  In  the  case  of  intcmtitial  myomata  it  in  poti^ible  to 
di*termine,  by  demonstrating  the  cavity  with  the  stjund,  which  wall 
of  the  uterus  contains  the  myoma.  If  the  myoma  in  subserous,  the 
part  of  the  uterus  winch  has  not  become  enlarged  can  )»*  denionstratcd 
by  feeling  the  tip  of  the  Bound  through  the  muM'h^  The  most  inipor- 
taut  information  obtained  with  the  sound  is  the  length  of  the 
uterine     cavity*       The    latter    is    always    elongated    even    when 
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only  part  of  the  myoma  occupies  the  uterine  wall;  the  only  excep- 
tion to  this*  is  founil  in  the  case  of  8ul>8crou^  myomata  connected  with 
the  uterus  by  a  thin  pedicle,  in  which  the  cavity  may  be  of  normal 
length.  The  8hape  of  the  uterine  cavity  can  also  be  determined 
by  means  of  the  souml,  ina*5mueh  as  a  limited  excursion  of  the  instru- 
ment indicates  a  normal  cavity,  while  in  the  presence  of  markiMl  dilation^ 
as,  e.g.^  with  interstitial  myoma,  the  sountl  can  easily  be  movetl  about  in 
various  tlirections.  Thu  greatest  excursions  are  exi>erienced  in  the  case 
of  submucous  myomata  and  it  often  seems  as  though  the  instrument 
were  gliding  over  a  promineficc  (Fig.  147).  The  diagnosis 
of  submucous  myoma  with  the  sound  is  by  no  means  so 
positive  as  might  be  supposed.  While  small,  hard  myomata  arc 
not  likely  to  be  missed,  the  sound  may  pass  completely  around  a 
large    tumor    without     its    presence    being     recognized.      In     several 


<irffpa> 


:i. 


(Schpmatie,)    (OrifLaftl,^ 


instances  I  have  failed  to  recogni^se  large  submucous  tumors 
although  I  paid  every  attention  to  this  jjoint  in  my  examination. 
VtuU^T  such  conditions  the  only  way  to  make  a  positive  diagnosis  is  by 
iligital  exploration. 

In  the  ])resence  of  a  conglomeration  of  various  tumors  orientation 
may  be  (^xct'inlingly  difficult.  The  examiner  should  first  attempt  to 
find  the.  fundus,  wluch  is  usually  at  the  point  where  the  bases  of  the 
various  myomata  come  together.  In  order  to  find  the  uterus  we  then 
determine  by  palpatimi  which  |)art  of  the  tUTiior  is  most  directly  joined 
to  the  cervix,  or  we  find  a  point  of  the  tumor  from  which  pressure  is 
mcst  distinctly  transmittiHl  to  the  cervix.  If  this  method  fails,  we  try 
to  recognize  the  fundus  with  the  sound  or  to  determine  its  position  by 
the  course  of  the  round  ligaments,  taking  advantage  also  of  ttie  differ- 
ence in  consistency  between  the  soft  uterine  muscle  and  the  hard  myoma. 
After  the  uterine  body  has  been  positively  demonstrated,  the  connec- 
tions between  it  and  the  individual  myomata  are  determined  by  the 
above  mentioned  palpatory  findings  and  results  obtained  by  sounding. 
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In  comparison  with  that  of  the?  objective  signs,  the  diagnostic  value 
'of  tlir  i*ymptt>iUf*  and  history  is  irisignifirant.  ThtTe  is  no  syin|>torn 
that  applies  only  to  myonm,  although  ht^nioiThage,  dysnienurrhea  and 
sterility  arv  oli^ervcHl  nmeh  more  frequently  tlnin  in  the  case  of  other 
atjdoniinal  tumors.  The  important  question  whether  a  large  tumor 
origiuates  in  thr  uterui^  or  in  the  ovary  cannot  be  decided  by  the  pres- 
euer  uf  the  alHivt*  i?ymptouKS,  which  are  in  the  main  uterine,  as  the  t^ame 
symptoms  may  be  produced  by  ovarian  tumors  or  thi'  latter  may  happen 
to  be  present  at  the  same  time. 

Differential    Diagnosis, 

In  aecordanee  with  the  tlifferent  results  obtained  by  palpation 
in  v^^vs  of  sul>j^erous,  int(*rstitial  and  submueouj^  niyomata,  a  number 
of  pathologie  eontlitions  must  Ik*  Cinisidered  in  the  differential  diagnosis. 

Subserous  myomata  are  tumors  which  develop  outsidCj  subi^roiw 

or   alongi^ide   of    the   uterus   and    are   therefore   most   apt  Myonmi*, 

to  be  confounded   with  tumors  of    the   adnexa  or  the    parametrium. 

From  a  practical  standpoint  the  differential  diagnosis  between 
myoma  and  an  ovarian  tumor  is  the  most  important. 

Retro-uterine  hmiatocele  and  int  raligamentary  hema- 
toma may  resemble  myomata  if  the  consistt*ncy  is  more  or  le-ss  firm 
owing  to  coagulation  of  the  blood  and  inflammatory  reaction  in  their 
nrighborhood;  although  even  under  these  circumstances  the  consistency 
rarely  b^t^cuues  so  uniformly  hard  as  that  of  a  myoma.  Another 
point  of  difTi^rence  is  the  broad  connection  lietween  liematomata 
and  the  adjacent  structures,  particularly  the  pelvic  wall,  which  is 
entirely  al>sent  in  myoma  unless  it  is  complicated  with  an  exudatts 
By  reas(Ui  of  this  broad  connection,  which  is  produced  by  the  coagula- 
tion of  the  blood  and  the  subsequent  formation  of  adhesions  with  the 
uterine  wall^  the  henuitoma  is  always  in  intimate  contact  with  the 
uti^rus,  whrreas  subsi-rous  myomata  arc  attached  to  the  utorus  by  a 
more  or  less  l>road  bitse  or  a  pedicle.  The  tlifferential  diagnosis  Ix'twern 
int  raligamentary  hematoma  and  myoma  is  much  more  difficult  because 
the  charncteristic  features  of  both  tumors  are  obscured  by  the  invest- 
ing peritoneum  and  the  reaction  in  the  connective  tissue.  As  large 
hematomata  are  almost  always  the  result  of  tlisturbed  tubal  pregnancy, 
the  {liagnosis  will  usually  be  suggested  by  the  characteristic  history  of 
that  eomiitioo*  In  doulitful  eases  distinct  shrinking  is  observed  in  the 
course  of  a  few  weeks'  observation,  while  a  myoma  remains  stationary. 

For  the  difTerence  between  subserous  myomata  and  exudates, 
see    the   latter. 

For  the  difference  between  subserous  myomata  and  pyosalpinx, 
gee  the  latter. 
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Not  infrequently  a  suk^erou^  myoma  is  mistaken  for  the  uterine 
bodyi  parti(.*ularly  if  it  is  exactly  the  same  size  and  joins  the  cervix  in 
the  E^ame  manner.  It  is  often  difficult  to  decide  by  the  shape  and  f^iare 
alunr*  wliich  nf  the  two  masses  is  tlie  utt^rus  ami  which  the  myoma; 
occasionally  the  question  may  be  decided  by  the  consistency,  which  is 
harder  in  the  myoma;  if  notp  it  can  always  be  done  by  intn^lucing 
the  i^ouml  Om^  horn  of  a  bicornute  uterus  is  often  mistaken  for  a 
suljserous  myoma,  an  error  which  can  be^t  be  avoided  by  introducing 
the  sound  into  both  eornua^  or  by  the  adnexa  which  in  the  case  of 
uterus  hicornis  must  originate  in  the  outer  surface  of  the  tumor,  while 
in  the  case  of  subserous  myoma  they  must  both  originate  from  the 
Other  tumor,  the  uterus. 

The  ])hysical  signs  of  tumors  of  the  round  ligaments  fre- 
quently cannot  be  distinguished  from  those  of  subserous  myoma  if 
they  are  limited  entirely  to  the  abilomen.  As  they  are  usually  fibro- 
m3^omatous  tumors,  the  consistency  is  also  hard,  and  practically  no 
difft*renrt's  an*  observeil  as  regards  the  connecting  pedicle^  shape  and 
mobility.  As  soon  as  part  of  the  tumor  has  broken  through  the  inguinal 
canal^  a  solid  portion  makes  its  appearance  in  front  of  the  external 
ring  which  may  resemble  hernia^  of  various  kinds;  but  the  connection 
between  tliis  extra-abdominal  portion  and  an  intra-abdominal  tumor  of 
the  above  deseri!)ed  character  situated  in  a  corresponding  region  makes 
the  diagnosis  of  fibromyoma  extremely  probable. 

Interstitial  myomata  are  liki'ly  to  be  mistaktm  only  for  conditions 
which  lead  to  more  or  less  uniform  enlargement  of  the  uterus.  The 
distinction  which  the  physician  is  most  frequently  called  upon  to  make 
irin^f^tiimi  i**^  between  an  interstitial  myoma  and  pregnancy.    While 

Myonmu.  j|  j^  ^^^  obvirHis  mistake  on  account  of  the  similar  shai)C  of 

the  uterus,  and  while  it  has  often  been  made  by  less  expt^rienced  exam- 
iners in  actual  practice^  a  positive  decision  is  nevertheless  possible  in 
almost  every  case.  During  the  early  months  of  pregnancy  the  differ- 
ential diagnosis  is  difficult  because  at  this  time  softening  may  still  be 
very  slight;  but  if  the  latter  symptom  is  present  anywhere,  either  in 
the  vaginal  portion  or  in  the  body,  pregnancy  is  the  more  probable 
condition-  When  a  myoma  is  present  the  uterus  is  often  harder  and 
more  tense  than  a  non-graviil  uterus,  and  occasionally  a  distinct  dif- 
ference in  consistency  can  be  recognized  between  the  myoma  and 
the  uterine  muscle.  If;  e.^,,  the  myoma  occupies  the  upper  portion 
of  the  uterine  body,  Hegar's  sign  may  often  be  simulated  by  tlic 
softening  below  the  tumor.  The  most  difficult  decision  is  that  be- 
tween myoma  and  early  pregnancy  with  a  dead  fetus^  be* 
cause  the  softening  may  subside  altogether;  but  in  this  condition 
a  remnant  of  cnmi>ressibility  of  the  lower  uterine  segment  is   partic- 
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ularly  valuable;  not  infrequenUy  a  f^Hght  blui^^h  tlLseoloration  ami 
softness  of  the  vagina  prryiHt,  The  hirger  tlie  myoma,  the  ea.sicT  will 
be  the  differential  diagnosis  because  the  softening  ought  to  be 
greater  at  the  eorrosponding  period  of  pregnancy.  A  soft  com^ii^teiiey 
of  the  tumor  i«  the  eharaeterif^tic  feature  of  pregnancy.  Not  in- 
frequently^ hovvevi*r»  iiiyoniata  become  so  soft  from  tht^  aeeuniu- 
lation  of  fluid  or  degenerative  conditions  as  greatly  to  resemble 
the  gravid  uterus  in  consistency;  but  the  softi^iving  of  the  vaginal 
portion  anti  of  the  vagina^  which  h  practically  never  absent  in  preg- 
nancy at  thi;4  perioil,  is  rarely  found.  An  almost  absolutely  }msitive 
sign  of  pregnancy  is  a  change  in  the  consistency.  Uterine  contrac- 
tions occur  very  rarc43^  with  myomata  and  must  be  interpreted  as  the 
labor  pains  of  pregnancy, 

I  have  seen  one  case  which  showed  that  even  this  sign  is  not  reliable. 

Case  20.  Mrs.  E.,  tige  5*i.  Tunior  the  sisse  of  n  nian  s  hjead  in  die  nierliiiii  line,  easily 
n.'i'ognized  as  the  enlarged  ut^^riiii  hj  jtii  jiiiictlon  with  the  vaginal  portiun*  tJotiHiKti^iicy 
distinctly  fystie.  St?vertil  times  in  the  tH>iirae  nf  tny  olMervation  1  found  I  he  tutnor  Ijiirtl 
a»d  firm,  but  the  change  in  eon.'*)*itenrY  always  iM*c*umed  so  gi^mUly  tlmt  I  could  never 
dumoiiBlrale  a  dirert  trarmiti^xi  (mm  i%  f^j-^lif  to  a  solid  t'onaiKreney  or  vve  verm.  Then?  wii.^ 
f)»c|auljt,  however,  iital  I  he  uteriis  wa.**  eonlraetin^.  The  tumor  when  removed  w^as  fomid  lo 
c*oniain  it  brge  unilixular  ey^t,  HUrrfniniled  hy  uterine  wall  tiie  thkkne^  of  the  fingier,  which 
Imd  coatrai'led  from  time  fr*  linif  tin  ilie  ej'**t* 


If  the  rnyonm  rxit-nd.^  al>ove  the  umbiliens,  pre^naney  can  Ix^ 
excluded  with  a  toIeraUe  ilegree  of  certainty  beeau.se  at  this  time  fetal 
sign^  whoiihl  bt?  present.  Diffieulties  may  arise  in  the  case  of  extra- 
uterine pregnancy  or  pregnancy  with  a  dr^ad  Uiiis.  DiagnoHtic  diffi- 
eultie?*  alwav!^  arise  from  the  teuibMicy  of  the  gravid  nteru.*^  to  contract 
i^solated  portions  of  its  walls,  which,  by  causing  constriction  and  an 
increat^e  in  hardness,  simulate  myomata.  The  temporary  character  of 
ihej^e  pheni>mena  and  the  distinct  softening  observed  in  other  places 
estal>li?^h  the  diagnosis  of  pregnancy. 

The  history  is  of  some  value  in  the  differential  diagnosis  inasmuch 
as  complete  amenorrhea  corresponding  in  duration  to  the  size  of  the 
tumor  is  in  favor  of  pregnancy,  whereas  reguhir  mt*nstruatiou  is  more 
indicative  of  myoma.  It  must  be  empluuHixt  d,  however,  that  mistakes 
are  frequently  made  on  ae^count  of  the  occurrence  of  irregular  lieraor- 
rliages  which  are  mistaken  for  menses  and  on  account  of  ameuorrhca 
due  to  other  causes;  hence  the  importance  of  the  Instory  is  much  less 
than  that  of  the  objective  signs  in  the  hands  of  an  experienced  ob- 
server, Keeping  the  patient  under  observation  is  of  much  more  value; 
if  the  fetus  is  living,  all  doubts  can  Ix*  removc^d  witliin  a  month. 

The  difficulty  of  the  thfferential  tliagnosis  between  pregmiiicy  and 
myoma  is  illustrated  in  the  following  case: 
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Ca.^e  21.  A  woman  of  55  is  sent  to  the  luxspital  for  a  myonif^tomy.  A  tumor  of  tke 
size  and  5;liapp  of  I  lie  uterus  in  lUe  firal  nionths!  of  pregnancy  h  found  with  it^s  upper  l>oundary 
at  about  the  level  of  the  rmveL  The  eonsiKteary  of  the  twmor  is  doughy  and  mfU  The  round 
ligaments  pass  through  the  dome  of  the  tumor.  Fetal  signs,  fetal  parts  and  heart  sound  or 
fetal  movements  cannot  Ije  deinonst rated.  The  vulva  is  not  discolored;  the  vagina  is  some- 
what bluish  red;  the  jKislmor  lip  In  the  rolor  of  wiuc  yeast  and  *^>inewhat.  ^jfL.  the  fiatient 
says  that  her  mcnstruatioa  has  been  regular  initQ  three  niontlis  ago  and  tliat  she  lia.H  suf- 
fered from  nausea  for  the  pa.st  thiiee  week^;  hut  she  does  not  consider  herself  pregnant.  Preg- 
iianey  wa^  considered  on  aecount  of  the  HoftTiefcks  of  the  tumor  ancl  of  the  viighial  portion 
and  on  account  of  the  hisiorj'';  it  eoultl  not  be  iwairively  proven,  however,  on  aecvmnt  of 
the  absence  of  fetal  signs  and  was  furthermore  improbable  on  account  of  the  patient's  ad- 
vanced age.  Diagnosis  v^m  therefore  reserved.  At  an  exam iJtat ion  made  a  few  days  later  a. 
doubtful  cliange  of  cormiatency  was  demoii^st rated,  eatabljsliing  the  diagnosis  of  pregnancy. 
At  the  alwrtion  which  occurred  a  few  days  later  a  large  blood  mole  waij  evacuated. 


Interstitial  myomata  not  exccetUng  the  size  of  a  fist  arc  sometimes 
very  {lifficult  to  tli.stiiiguish  from  chronic  metritis.  The  history 
contributes  little  of  value  to  the  diagnosis^  as  small  rayoraata  are  fre- 
quently aeeompaniecl  by  inflammatory  symptoms  both  at  the  beginning 
and  during  their  fiubsequent  growth;  on  the  other  hand  a  positive 
result  may  be  obtained  iu  favorable  cases  by  combined  examination. 
The  enlargemt*nt  of  the  metritic  uterus  is  usually  uniform  in  all  direc- 
tions, while  in  the  presence  of  myoma  the  wall  is  often  enlarged  asym- 
metrically; the  murtcle  in  metritis  is  somewhat  soft  and  painful  during 
the  recent  stage,  becoming  hard  and  unyielding  only  when  the  disease 
is  chronic,  while  in  myoma  the  uterine  wall  is  hard  and  tense  and  the 
tumor  can  often  be  differentiated  from  the  healthy  muscle  by  its  con- 
sistency; besides,  a  myoma  is  rarely  painfuL  The  state  of  the  cervix 
must  also  be  considered  in  making  the  diagnosis*  Chronic  metritis 
usually  involves  th(^  cervix^  and  both  uterine  body  and  cervix  are  uni- 
formly thick  and  liurd  and  the  eervico-corporeal  angulation  is  rigid, 
whereas  in  myoma  the  cervix  remains  soft  and  slender.  A  decision 
can  usually  be  made  quite  easily  with  the  sound.  Whereas  in  chronic 
metritis  the  instrument  enters  the  mitldle  of  the  uterus  antl  can  be  felt 
equally  well  through  the  wall  at  any  point,  it  will  deviate  to  one  siiie  in 
the  presence  of  myoma  and  a  distinct  difference  will  be  noted j  depending 
on  whether  the  sound  is  felt  through  a  myomatous  or  through  a 
normal  uterus.  If  the  uterus  becomes  distinctly  eidarged  in  the 
course  of  time,  the  diagnosis  of  myoma  is  positive. 

Submucous  myomata.  AVhen  the  cervix  is  completely  closed, 
the  physical  feigns  are  similar  to  those  of  interstitial  tumors; 
like  the  latter,  submucous  myomata  are  occasionally  mistaken  for 
Submucou!!  pregnancy    or     chronic     metritis.        On    the    other 

Mymuiitii.  hand,    if    the    cervical     canal     is    open     and     the    finger 

can  be  inserttnl  into  the  uterine  ca\ity,  the  conditions  found 
are   cpute   characteristic    (sec   p.    2{i7).     Nevertheless  the   tumors   are 
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rfot  infrequently  mistaken  for  other,  .siiivilarl)'  formetl  intra-ulerinc 
grn\vth^%  particularly  abortion  in  the  seeon*!  month,  ?<o-rall*M|  c^ervii-al 
abortion,  in  which  the  nia^s  i^  arrested  behiiul  thi*  fh*MHl  external  os, 
and  the  cervix  is  enornioui^ly  dilated  and  tij^htly  stretched,  contnisting 
with  the  emjity,  Imt  soiiu'what  enlargetl  uterine  body  above,  prnduee?^ 
a  iiicture  quite  sitnilar  to  that  of  a  subniueou?!  niyonia  in  a  nullipara 
after  it  has  reached  the  external  os  in  the  process  of  expulj^ion. 
An  intact  ovum  also,  altliough  still  entirely  in  mfu,  may  produce  the 
same  conditions  within  the  uterus  that  are  found  in  submucous  niynma. 
The  distinction  is  made  by  the  physical  signs  of  pregnancy  and  l>y  the 
data  obtamed  from  the  history,  especially  the  softening  of  the  vaginal 
portion  and  vagina*  If  the  polypoid  body  can  be  seen  or  felt  in  its 
entirety,  the  diagnos^ii^  is  more  certain.  Fetal  parts  usually  appear 
blark  from  the  presence  of  infiltrating  blood,  while  myomata  that  are 
still  i^ituated  in  the  cervix  do  not  become  gangrenous  and  the  mucous 
membrane  is  usually  of  the  normal  re<l  color.  On  palpation  the  fi^tal 
part  is  recognized  by  its  friable  consistency  and  the  ease  with  wdnch  it 
can  Ix*  separated  from  the  uterine  wall,  while  myomata  have  a  smooth 
giurfaee  and  firm  consij^teney  and  are  organically  uniteil  to  the  uterus. 
The  greatest  difficulti(*s  arise  in  the  distinction  between  a  retained 
ovum  that  has  diiul  early  in  the  course  of  pregnancy  and  a  submucous 
myoma;  under  these  circumstances  also  the  fact  that  the  tumor  can  be 
easily  cruslied  and  seji^rated  from  the  uterine  wall  suggests  that  it  is  a 
product  of  gestation.  The  history  in  a  case  of  pathologic  pregnancy 
may  be  misleading  on  account  of  continued  hemorrhages. 

The  distinction  between  fibrous  polyps  ami  mucous  polyps 
is  of  practical  importance.  In  pronounced  causes  it  is  not  difficult  to  dif- 
f(M"entiate  between  the  tw^o:  in  eonqiarisort  to  the  round  shape,  smooth 
surface  and  firm  consiMency  of  submucous  myomata,  mucous  polyps 
are  usually  oval  and  often  lobulaiett  or  divided  into  SfVeral  sections; 
the  surface  in  most  cases  is  irregular  from  the  presence  of  retractions 
and  lacunar  rarely  smooth;  quite  often  follicles  that  have  ruptured 
project  above  the  surface  and  in  some  places  mucus  is  seen  escaping 
from  the  follicles.  The  mucout?  membrane  is  bright  nnl  and 
bleeds  etusily,  unless  changes  (metaiilasia)  have  taken  place  in  the 
epithelium  of  those  (lortions  which  ju'oject  into  the  vagina,  in  which 
ease  it  is  pale-red  or  violet,  like  vaginal  epithelium*  The  pedicle  of 
nuicous  polyjjs  is  usually  much  thinner  and  their  consistency  in  the 
main  much  softer;  although  myomata  in  process  of  expulsion  nuiy  also 
become  soft  and  edematous.  In  a  great  many  cases  the  physical  signs 
are  so  obscure  that  a  clinical  diagnosis  is  not  possible*:  even  witli  the 
microscope  the  classification  of  polyps  is  tiy  no  means  always  easy 
because  so  many  transitional  forms  occur. 
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If  the  submucous  myoma  is  in  t\u-  vagina  and  is  of  suitable  size  it 
may  be  miatakcni  fur  the  i n v e r t e d  u tvri  n e  b o <l y .  From  a  prac- 
tioal  standpoint  it  is  exceedingly  im|>ortant  to  differentiate  i;?liarply 
between  thes^e  two  conditions.  The  error  in  almost  every  case  consists 
in  mistaking  an  inversion  of  the  uterus  for  a  myoma — not  ince  verm — 
and  operating  for  the  purpose  of  removing  the  tumor,  a  mistake  which 
may  be  ft  ill  owed  i>y  the  most  regrettable  consequences  to  the  patient. 
In  order  to  escape  such  a  serious  error  it  is  important  to  exclude  all 
possibility  of  inversion  in  every  case  of  submucous  myoma  large  enough 
to  be  mistaken  for  that  condition,  before  deciding  to  extirpate  the 
tumor*  The  distinction  between  the  two  conditions  is  based  on  the 
relation  of  the  tumor  to  the  cervix  and  the  uterine  body.  In  cases  of 
inversion,  if  the  cervix  is  still  partially  preserved,  the  junction  of  the 
neck  of  the  tumor  with  the  inner  wall  of  the  cervix  is  easily  felt  by  the 
palpating  finger  introduced  high  up  in  the  cavity;  whereas  the  polyp  is 
connected  to  the  wall  only  at  one  point  and  on  the  other  side  the  finger 
can  be  carried  past  the  pedicle  and  introduced  into  the  upper  portion 
of  the  cervix.  If  the  finger  cannot  be  introduced  far  enough,  tlie  sound 
is  employed,  with  the  aid  of  which  the  junction  of  the  inverted  uterine 
body  with  the  inner  surface  of  the  remaining  cervical  portion  can  also 
be  felt  everywhere;  whereas  in  the  case  of  polyps  the  instrument  glides 
past  the  tumor  on  one  side  and  penetrates  far  into  the  uterine  cavity* 
The  differential  diagnosis  can  however  be  made  much  more  certainly 
by  bimanual  examination,  in  most  cases  through  the  rectum  and  abdom- 
inal walls.  In  tlu^  case  of  submucous  ray  o  mat  a  the  uterus — of  normal 
size  unless  enlarged  by  other  myomata — is  felt  above  the  tumor,  whereas 
in  inversion  the  palpating  fingers  come  together  immediately  above  the 
cervix  ami  the  inversion-funnel  can  be  recognized  from  above,  particu- 
larly in  anesthesia.  Partial  inversion  is  more  difficult  to  recognize 
because  the  uterus  is  felt  above  the  cervix;  careful  examination,  how- 
ever, shows  that  the  uterus  is  too  small  and  presents  a  distinct  tiepression 
at  the  lateral  aspect  or,  more  frequently,  at  the  fundus.  The  signs 
presented  by  the  tumor  in  the  vagina  are  all  more  or  less  ambiguous* 
The  size  in  both  cases  may  luippen  to  be  the  same.  The  consistency  of 
the  inverted  uterine  body  is  usually  somewhat  softer  and  more  yielding, 
but  a  myoma  may  also  lose  its  hard  consistency  as  the  result  of  secondary 
changes;  the  nuicous  membrane  appears  red  on  both,  unless  gangrene 
ilevelops,  although  the  surface  of  the  inverted  uterus  is  often  somewhat 
rough;  the  menstrual  escape  of  blood  from  the  mucous  membrane, 
which  might  suggest  the  possibility  of  inversion  of  the  uterus,  is  gener- 
ally obscured  by  irregular  hemorrhages.  The  only  sign  obtained  by 
inspection  with  the  speculum  which  might  lead  to  the  diagnosis  is  the 
demonstration  of  both  tubal  orifices^  especially  if  they  can  be  sounded. 
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Large  round  tumors  of  tlie  vaginal  wall,  with  f?mooth  sur- 
face, such  as  s'lirronia  and  in  rare  cases  of  carcinoma,  as  well  as  Inrge 
rouiul  t  u  m  o  r s?  o  f  t  h e  v  ag  i  n  a  1  p  o  r 1 1  o  n  ^  arf^  di ffcrcn tintctl  from 
submucous  myomata  moBt  easily  by  their  relation  to  the  cervical  canal. 
If  the  finger  can  be  introtlueed  high  enough — in  anesthesia  if  necessary 
— to  feci  the  pedicle  disappearing  into  the  cervical  canal,  the  iliagnosis 
of  myoma  is  ai5sure<l;  if  it  cannot  be  reached  with  the  fingfT,  the  fact 
that  the  tumor  becomes  narrower  as  it  approaches  the  vaginal  portion 
and  the  absence  of  any  connection  witli  the  vaginal  wall  may  suffice 
fen*  the  diagnosis.  Occasionally  secondary  adhesions,  which  must 
not  be  mistaken  for  pedicles i  may  be  felt  between  a  myoma  and  the 
vaginal  walL    They  usually  yield  readily  to  the  pressure  of  the  finger- 


Diagnosis  of  Certain    Complications. 
In  the  course  of  the  development  of  a  myoma,  which  may  be  quite 

protracted,  complications  not  infrequently  arise  either  in  the  tumor 
itself  or  in  the  aiijaeent  organs  as  a  result  of  its  presence.  The  clinical 
picture  as  a  whole  may  be  considerably  modified  by  these  complica- 
tions, and  it  becomes  a  physician's  duty  to  recognize  them  in  time  to 
apply  the  proper  treatment;  while,  on  the  other  hand,  their  recognition 
is  important  because  the  princi|>k's  on  which  the  diagnosis  of  siint>le 
myomata  is  based  cannot  always  be  applied  to  the  complications  also. 
The  complication  of  pregnancy  and  myoma  is  particularly 
important  and  its  diagnosis  is  difficult.  The  importance  lies  in  the  fact 
that  degenerations  of  various  kinds  devt^oj)  in  myomata  under  the 
influence  of  pregnancy  and,  on  the  other  hand,  the  presence  of  a  myoma 
may  seriously  interfere  with  the  course  of  gestation^  parturition  and  the 
puerijerium.  The  diagnosis  is  difficult  because,  in  a  gravid  uterus 
the  scat  of  myomata^  the  signs  and  symptoms  of  the  two  conditions  are 
both  jUTsent  and  mutually  modify  one  another.  The  principal  changes 
in  the  gravid  utonis,  increase  in  si^e  ami  softening,  cannot  be  easily 
di:monstrateil  in  the  myomatous  uterus  because  it  is  itself  enlarged  and 
the  consistency  is  hard.  Hence  softening  is  never  found  in  the  entire 
organ,  being  present  only  in  that  portion  of  the  uterine  wall  which  is 
free  from  myomata.  If,  €jj.,  the  cavity  is  completely  surrouTuh^d  by 
intei-stitial  and  subserous  myomata^  softening  is  absent  altogether; 
again,  the  sign  i^  not  available  if  that  portion  of  the  body  which  becomes 
distinctly  softer  occupies  a  region  not  accessible  to  palpation,  e.g,,  the 
posterior  part  of  the  organ.  Another  factor  which  renders  this  valuable 
iliagnostic  sign  of  simple  pregnancy  uncertain  in  the  presence  of  myomata 
is  that  these  tumors  from  the  beginning  vary  greatly  in  their  consistency 
and  may  become  as  soft  as  the  gravid  uterus  from  the  presence  of  ^ones 
of  cystic  degeneration.    Softening  of  a  definite  portion  of  the  tumor  is  of 
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positive  value  only  if  it  can  be  shown  that  the  softening  is  increaf^ing 
and  that  the  corre.sponding  i^egmt^nt  of  the  tumor  was  prrvioui^ly  sohil, 
especially  if  the  latter  eaii  be  identified  m  the  uterine  body  by  th<^ 
t!ouriTie  of  the  round  ligaments.  Before  the  third  or  fourth  month  I 
have  practically  nev(T  been  able  to  make  a  diagnosis  of  ]>regnancy 
based  oii  softening  of  one  portion  of  a  tumor. 

The  same  uncertainty  attaches  to  the  second  sign^tMilargement 
of  the  uterus.  Whatever  enlarge roent  is  observetl  is  at  first  referred 
to  the  myoma,  and  it  is  only  when  the  enlargement  is  exceptionally 
rapitl  or  confined  to  a  ilefinite  |>ortion  that  thi^  phenomenon  is  of  value. 
In  some  of  my  cases  the  occurrence  of  pregnancy  was  indicateil  by  the 
statement  on  the  part  of  the  patient  that  the  myoma  had  grown  rapidly 
during  the  last  months.  In  such  cases  the  myoma  itself  does  not  enlarge; 
it  is  ujerely  elevated  more  rapidly  on  account  of  the  increjise  in  size  of 
the  gravid  uterus  below.  It  is  evident  that  the  diagnostic  difficulties 
are  much  less  in  the  case  of  pregnancy  with  a  subserous  myoma  or  an 
interstitial  growth  involving  only  one  wall;  in  fact  whenever  the 
entire  uterus  or  at  least  the  greater  part  of  it  can  be  palpated  in  the 
non-gravid  state,  the  changes  produced  in  t!ie  organ  by  pregnancy 
can  also   be  recognized. 

Owing  to  the  uncei-tainty  of  the  signs  of  pregnancy  in  tlic  body  of 
the  uterus,  the  value  of  the  signs  in  the  vaginal  jmrtion  and  in  the  vagina, 
which  are  easily  recognized,  is  much  greater.  Marked  softening  of  these 
parts,  particularly  if  lUT^gressive,  and  a  distinct  bluish  discoloration  are 
valuable  factors  in  the  diagnosis.  The  hist  doubts  are  often  dissipated 
by  the  history  of  amenorrhea.  The  cessation  of  menstruatio!*  in  a 
sexually  mature  woman  sliould  always  excite  the  suspicion  that  concep- 
tion has  taken  place  in  the  myomatous  uterus,  and  if  the  physician's 
suspicions  have  thus  been  aroused  he  will  not  fail  to  interpret  the  first 
changes  in  the  uterine  body  correctly.  To  be  sure,  pregnancy  may 
exist  without  amenorrhea.  For,  on  the  one  hantl,  regular  menstruation 
may  occur  several  titnes  in  the  case  of  myoma  owing  to  the  hyper- 
plastic condition  of  the  endometrium;  and,  on  the  other  hand,  irregular 
hemorrhages  which  presage  a  later  absorption  often  occur  early.  Occa- 
sionally the  occurrence  of  pregnancy  tnay  be  revealed  by  the  apinmrance 
of  new  symptoms;  the  patient  often  complains  of  increased  pain  and 
bladder  symptoms  at  the  very  beginning  of  pregnancy. 

In  spite  of  the  many  changes  that  occur  at  the  beginning  of  preg- 
nancy, it  fretiuently  happens  that  the  condition  is  overlookerl  in  the 
early  months.  During  the  later  months  the  diagnosis  is  always  easier 
because  the  gravid  portion  of  the  uterus  is  always  larger  than  the  myoma, 
and  the  fetal  signs  become  more  and  more  distinct.  The  mistakes 
which  are  made  duj'ing  the  later  months  consist  in  failure  to  discover 
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thr  myoma  or  in  mistaking  it  for  fetal  partes.  When  small  myomata 
in  the*  gravid  utrrus  an*  iti  a  favorable  .sitofttinn  for  [lalijation  th<*y  art- 
rrt'ogni^tnl  by  tht'ir  liarclneES^,  which,  to  hv  sure,  h  somewhat  mucHfied 
by  the  general  softening  of  pregnancy,  and  by  their  situation  in  the 
uterine  wall*  It  must  be  remomberetl  that  the  pedicles  of  myomata, 
whieh  may  at  first  be  finite  distinct,  may  broaden  out  a.s  a  result  of  the 
con.^tant  distention,  greatly  increasing  the  area  of  attaehment.  If  the 
myomata  are  situated  in  the  posterior  wall,  in  the  fundus  under  the 
dome  of  the  diaphragm,  or  in  the  region  uf  the  kidneys  uniler  the  intes- 
tines, they  may  entirely  escape  palpation.  Tlie  error  of  mistaking  them 
for  fetal  parts  may  be  avoitled  b)^  remembering  that  the  latter  are  under* 
neath  the  uterine  wall,  that  they  can  be  moved  about  under  the  wall, 
and  disappear  when  the  uteru*s  contracts;  whereas  myomata  are 
exterior,  are  rendered  more  distinct  by  the  uterine  contractions,  and 
can  be  displaced  only  on  or  with  the  uterus*  The  mistake  is  partic- 
ularly apt  to  be  made  if  the  myomata  resemble,  in  shape  and  size, 
the  two  large  fetal  parts. 

Complications  with  inflammatory  diseases  in  the  neighbor- 
hood are  very  frequent  in  the  case  of  myomata.  The  inflammation 
may  be  caused  by  the  myoma  or  may  have  no  connection  with  it.  The 
importance  of  this  eomijlication  is  twofold:  in  the  first  place,  a  recent 
inflammation  contraindieates  operation  and,  after  it  has  become  chronic, 
renders  it  more  difficult;  in  the  second  |>lace,  symptoms  which  are 
exclusively  caused  by  the  inflammation,  such  as  pain,  may  be 
erroneously  referred  to  the  myoma  and  a  false  significance  may  be 
attached  to  the  tumor. 

The  fre<iucncy  with  which  inflammatoiy  oompljcation  i.-^  t!ie  «nii9e  of  so-tvalled  niyoma- 
toiij»  pam  u*  showu  by  the  iavi  ttmt  out  of  57  mees  of  myoma  la,  in  wbirh  I  made  »n  umttMie 
micrcjiwnpic  and  flinieiil  exarninal ion  !o  detenninc  rhe  eaune  of  the  p»Jn,  if  waa  found  19 
tinieti  in  aotiic  infliiiurriatorj*  condition  of  a  n(?ighl*oritig  organ. 

Hence  in  all  those  cases  at  least  in  which  pain  is  present,  tlie  phy- 
sician must  examine  for  inflammatory  jirocesses.  They  are  exceeilingly 
fre<|uent  in  the  parametrium,  in  the  form  of  bands  or  thickenings 
binding  the  cervix  to  the  pelvic  wall,  and  usually  have  no  connection 
with  the  myoma.  Wlien  tliey  are  pressed  upon  or  stretched  by  dis- 
placing the  cervix,  pain  is  complained  of.  As  these  adhesions  are  readily 
accessible  to  palpation,  the  diagnosis  is  not  difficult  provided  exami- 
nation of  the  parametrium  is  thought  of  at  all.  Perimetritis  is 
more  ilifhcult  tu  *lemonstrate»  Adhesions,  even  when  they  unite  different 
myomatous  nodules,  are  never  palpable,  and  pain  on  pressure,  com- 
plained of  during  palfiation  of  the  serous  surface,  is  niucli  more  likely 
to  be  due  to  changes  in  the  myoma  than  to  perimetritis.  The  only  sign 
that  indicates  a  probable  previous  perimetritis  i.s  fixation  of  the  entire 
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myomatous  uterus  or  of  individual  nodides  in  the  r<*gion  of  the  serous 
investment.  The  most  frequent  complications  under  this  head  are 
inflaminatory  processes  of  the  tube^,  ranging  from  j^imple  i^alpingitis  to 
large  retention  tumons  TdUnl  with  pu.s  or  serous  fluid.  Kveu  tlieae 
alterations  are  usually  difReult  to  rc^eognize  because  smaller  tumors  hide 
among  the  myomatous  nodules  or,  if  their  consistency  is  hard,  are 
themselves  mistaken  for  nodules.  Cystic  tuniom  are  usually  mistaken 
for  ovarian  tumors.  If,  on  the  other  hand,  tumors  with  indis- 
tinct outlines  and  great  sensitiveness  on  pressure  are  found  in  tlie 
Bituatiotts  where  the  adnexa  are  supposetl  to  be,  or  if  localized  adhe- 
sions of  the  parietal  peritoneum  can  be  demonstrated  at  these  i joints, 
tubal  disease  is  probable,  particularly  if  the  process  is  bilaterah  Certain 
statements  on  the  part  of  the  patient,  such  as  the  previous  occurrence 
of  one  or  more  attacks  of  abdominal  pain,  inflammation,  or  hemorrhage 
occurring  chiefly  during  hard  idiysical  labor,  lifting,  walking,  etc.,  indi- 
cate that  the  symptoms  are  due  to  the  inflammation  rather  than  to 
some  cause  within  the  myoma,  (For  further  details  see  the  diagnosis  of 
perimetritis,  pelveo-peritonitis  and  tubal  diseases.) 

Twisting  of  the  pedicle  is  much  more  rare  in  myomata  than  in 
ovarian  tumors  on  account  of  the  shortness  and  thickness  of  the  pedicle. 
Nevertheless  it  occurs  just  often  enough  in  the  case  of  subserous  myomata 
with  thin  pedicles  to  demanil  notice  on  account  of  the  gravity  of  the 
clinical  picture  that  is  produced-  The  latter  is  similar  to  that  seen  in 
torsion  of  ovarian  tumors.  Sudden  pain  in  the  atidome'ii,  repeateil  once 
or  twice,  occurs  either  after  a  slight  injury  or  spontaneously,  becomes 
localized  in  the  myoma,  and  usually  subsides  again  in  the  course  of 
hours  or  days-  Contrary  to  ovarian  tumors  the  accident  is  rarely  fol- 
lowed by  peritonitis  with  adhesions,  because  owing  to  the  greater  thick- 
ness of  the  ptMlicle  the  circulation  is  not  abolished  anil  normal  conditions 
are  soon  restored.  Nevertheless  the  changes  w^hich  are  observed  in  the 
tumor  show  that  the  circulation  is  considerably  impaired. 

The  diagnosis  is  based  on  the  above  statements  of  the  patient  and  on 
the  great  sensitiveness  on  pressure  in  cases  of  tumors  with  thin  pedicles* 

Ca(5E  22.  Miss  R.,  in  1902^  had  a  sudden  prolonged  attack  of  cramp  in  the  right 
iiiguiniil  region  la^sliug  tlm>e  dajfti;  in  HMJ4  Iwn  more  j^imilar  attui-ks,  and  in  February,  1SKJ5, 
a  final  attack  of  the  t^anie.  kind;  during  the  irtervals  complete  freeduiu  frtitn  j>ain.  Exaun- 
tmtiun  revealeil  a  subMerons  myoma  as  hLT^  as  tli';  fist  at  the  right  asppcl  of  the  uterus,  the 
pedicle  of  which  at  the  operation  wa^  found  to  have  become  twistetl  one  und  one-half  times 
around   its  own  axi.^. 


Twisting  of  a  uterus  uniformly  enlarged  by  an  intei-stitial  myoma 
is  exceedingly  rare  and  produces  the  same  symptoms. 

The  urinary  complications  demand  careful  consideration*  Before 
the  proper  treatment  can  be  instituted  it  must  be  definitely  decided 
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whether  the  urinary  symptoms  arc  due  to  a  complicating  condition  of 
the  bladder,  or  directly  or  intUreetly  to  the  myoma  itself.  Ischuria 
may  be  regarded  as  a  mechanical  disturbance  of  urination  due  to  the 
myoma,  whereas  tenesmus,  which  is  much  more  frequent,  and  dysuria 
may  be  due  to  a  eoraplicating  cystitis  or  to  the  myoma  alone.  These 
symptoms  are  much  too  frequently  attributed  to  the  niyuma,  which  is 
supposed  by  its  position  on  the  bladder  to  compress  the  viscus  and 
interfere  with  its  function.  The  first  step  in  dettTmining  this  point  is 
to  examine  the  urine  (obtained  by  catheter)  for  signs  of  cystitis;  if  the 
findings  are  positive,  the  cystitis  may  be  assumed  as  the  cause  of  the 
symptoms  and  subjected  to  treatment  at  once.  But  even  the  atiaence 
of  bladder   constituents  in  the  urine  is  not  sufficient  to  prove  that  the 
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myoma  is  the  cause  of  the  symptoms;  for  there  are  many  other  causes 
of  strangury  in  the  femah?  whicli  must  be  excludeii.  Such  chancres  may 
lie  inferred  from  certain  relationg  bniween  the  myoma  and  the  floor  of 
the  bladder  which  can  be  determined  by  palpation;  but  positive  infor- 
mation can  bt*  obtained  only  with  the  eystoscope.  The  changes  seen  in 
the  cystoscoiiic  image  arc  of  two  kinds: 

L  Kven  in  the  aU^enre  nf  infectious  cystitis  changes  of  a  catarrhal 
nature  occur  in  the  mucous  membrane.  The  vessels  In  the  floor  of  the 
bladder,  especially  the  larger  veins,  are  greatly  injecte<l,  while  the 
meml>rane  as  a  whole  retains  its  normal  color.  An  excessive  amount  of 
mucus  is  |>roduced,  which  floats  about  in  the  urine  in  small  fiakes  and 
adheres  to  the  mucous  membrane  here  and  there,  covering  it  with  a 
grayis?h  vciL  Sometimes  small  floating  mucous  polyps  are  seen,  particu- 
larly on  the  floor  of  the  bladder.  They  resemble  small  papillary  villi, 
are  translucent  and  contain  blood-vessels  (Zangemeister). 
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2.  Contraction  of  the  cavity  by  the  pressure  of  the  myoma  is  much 
more  common.  The  bladder  is  compressed  from  above  downward  or 
from  behind  forward,  forming  a  cleft  (Spaltblase,  Fig,  149,  Zangeraeister) 
or  the  floor  of  the  bladder  h  elevateil  (Fig.  148),  pushed  forward  or 
displaced  to  one  side,  one  or  both  ureters  being  always  involved  in  the 
displacement.  In  other  cases  cirt'um.seribed  portions  of  the  bladder  wall 
are  invaginated  by  the  pressure  of  myomatous  nodes. 

Some  of  the  chang(*s  which  have  just  been  described  have  much 
more  imijortance  than  othem  as  possible  caus«^s  of  urinary  symptoms. 
Contraction  of  the  bladtler  due  to  pres^sure  from  above  rarely  gives  rise 
to  symptoms.  On  the  other  hand,  any  cy.^toscopic  changes  in  the  floor 
of  the  bladderj  where  uterine  tenesmus  originates,  circumscribed  non- 
infectious catarrh,  ami  moderate  displacement  of  the  floor  of  the  bladder 
may  always  be  regarded  as  positive  findings. 

Diai:nosJs  of  the   Defreiterations. 

Myomata,  the  duration  of  which  may  extend  over  several  decades 
until  the  menopause^  when  the  tumor  ceases  to  grow,  or  its  operative 
removal,  are  subject  to  various  kinds  of  degeneration*  The  significance 
of  these  degenerations  varies.  While  certain  structural  changes,  such 
as  induration  and  calcification,  may  have  no  particular  effect  on  the 
general  condition,  others  like  sarcoma  may  prove  fatal  after  the  disei^e 
has  beea  present  for  years  without  causing  any  inconvenience.  The 
degenerations  also  differ  in  the  fact  that  some  of  them  do  not  betray 
their  presence  by  any  clinical  signs  whatever  (such  as  beginiung  soft- 
ening), while  others  are  accompanied  by  such  alarming  symptoms 
(total  necrosis)  that  the  change  in  the  situation  is  recognizetl  at  a  glance. 
I  shall  confine  myself  to  those  forms  of  degeneration  in  which  the 
diagnosis  is  important  and  possible. 

The  malignant  degenerations  of  uterine  myomata  are  the 
most  important. 

Carcinoma  iloes  not  manifest  itself  in  the  form  of  a  degeneration 
of  the  uterine  myoma;  while  it  is  undoubtedly  influenced  by  the  tuinor 
it  develops  independently  of  it,  or  may  ultimately  involve  the  myoma 
secondarily.  Carcinoma  makes  its  appearance  in  the  cervix  and  pro- 
duces the  same  clinical  picture  as  sarcoma  when  the  uterine  body  is 
free  from  myomata;  hence  the  diagnosis  is  based  on  the  same  principles 
(see  diagnosis  of  carcinoma).  Experience  has  taught  us,  however, 
that  cervical  carcinoma  is  often  overlooked  in  cases  of  uterine  myomata, 
the  reason  being  that  the  examiner  is  so  much  taken  up  by  the  dis- 
covery of  the  myoma  that  he  refers  the  symjitoms  of  carcinoma  to  the 
myomatous  tumor.  This  grave  error  can  be  avoided  by  systematically 
examining    the    other   genital    organB    without    preconceived    opinion, 
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particularly  if  there  are  any  symptoms  pointing  to  carcinoma.  In  a 
few  cases  the  diagnosis  of  carcinoma  of  the  cervix  is  rendered  impossible 
by  the  fact  that  a  large  myoma  of  the  vagina  renders  the  cervix  inacces- 
sible, and  the  cancer  is  discovered  only  after  removal  of  the  myoma. 
The  diagnosis  is  much  more  difficult  if  the  carcinoma  develops  in 
the  mucous  membrane  of  the  uterine  body  when  the  latter  is  the  seat 
of  myomata,  a  condition  of  affairs  which  may  be  expected  in  1  per  cent, 
of  all  cases  of  myoma,  owing  to  the  fact  that  the  symptoms  produced 
by  the  carcinoma,  particularly  pain  and  hemorrhage,  do  not  differ 
sufficiently  from  those  of  the  myoma  and  infiltration  of  the  uterine 
wall,  which  belongs  to  carcinoma,  is  not  conspicuous  when  the  latter 
contains  myomata.  Carcinoma  of  the  body  is  often  overlooked  unless 
the  cervix  happens  to  be  dilated  and  the  carcinoma  can  be  felt  directly 
with  the  finger. 

The  diagnostic  difficulties  are  well  illustrated  in  the  following  twelve  cases  of  myoma 
complicated  by  cancer  of  the  body,  which  have  come  under  my  observation. 

Four  cases  were  not  recognized  at  all  before  operation. 

In  two  cases  a  timely  diagnosis  was  made  because  the  cervical  canal  happened  to  be  open. 

In  four  cases  the  diagnosis  was  made  because  carcinomatous  tissue  was  unexpectedly 
found  in  the  scrapings. 

In  two  cases  the  diagnosis  was  regularly  made  by  curettage  because  the  symptoms 
aroused  the  suspicion  of  carcinoma. 

Hence  in  only  one-third  of  the  cases  the  diagnosis  rested  on  a  secure  basis. 

The  danger  of  overlooking  a  cancer  of  the  body  may  be  avoided  by 
bearing  the  possibility  of  cancer  in  mind  whenever  there  are  any  symp- 
toms that  deviate  in  the  least  from  those  of  ordinary  myoma  and 
resemble  those  of  carcinoma.  They  are:  hemorrhages  during  the  meno- 
pause and  after  coitus;  persistent  serous  discharge  (see  Chart  III); 
severe  pain  localized  in  the  uterus,  particularly  if  it  recurs  at  a  definite 
time  of  the  day  (Simpson's  pains).  Whenever  symptoms  of  this  kind 
are  present,  carcinoma  should  be  suspected  and  a  curettage  per- 
formed for  a  microscopic  examination.  It  should  be  an  invariable  rule 
always  to  subject  the  scrapings  to  microscopic  examination  in  cases  of 
myoma,  even  if  there  is  no  suspicion  of  cancer.  By  following  this 
rule  cancer  was  discovered  in  one-third  of  my  cases.  If  the  cervix 
happens  to  be  dilated,  the  body  should  always  be  examined  for  cancer 
by  digital  exploration. 

The  complication  with  sarcoma  is  based  on  the  presence  of  a  corre- 
sponding degeneration  in  the  myoma,  which  may  occur  in  all  of  the 
varieties,  in  about  2  per  cent,  in  subserous,  about  4.5  per  cent,  in  inter- 
stitial, and  about  9  per  cent,  in  submucous  tumors.  The  diagnosis  of 
this  degeneration  varies  in  the  different  forms. 

In  submucous  myoma  the  diagnosis  of  sarcoma  is  difficult 
because  the  symptoms  are  practically  the  same  as  those  produced  by 
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2.  Contraction  of  the  cavity  by  the  pressure  of  the  myoma  is  much 
more  common.  The  bladder  is  compressed  from  above  downward  or 
from  behind  forward,  forming  a  cleft  (Spaltblase,  Fig.  149,  Zangemeister) 
or  the  floor  of  the  bladder  is  elevated  (Fig.  148),  pushed  forward  or 
displaced  to  one  side,  one  or  both  ureters  being  always  involved  in  the 
displacement.  In  other  cases  circumscribed  portions  of  the  bladder  wall 
are  invaginated  by  the  pressure  of  myomatous  nodes. 

Some  of  the  changes  which  have  just  been  described  have  much 
more  importance  than  others  as  possible  causes  of  urinary  symptoms. 
Contraction  of  the  bladder  due  to  pressure  from  above  rarely  gives  rise 
to  symptoms.  On  the  other  hand,  any  cystoscopic  changes  in  the  floor 
of  the  bladder,  where  uterine  tenesmus  originates,  circumscribed  non- 
infectious catarrh,  and  moderate  displacement  of  the  floor  of  the  bladder 
may  always  be  regarded  as  positive  findings.  ^ 

Dtas:nosis  of  the  Des^enerations. 

Myomata,  the  duration  of  which  may  extend  over  several  decades 
until  the  menopause,  when  the  tumor  ceases  to  grow,  or  its  operative 
removal,  are  subject  to  varipus  kinds  of  degeneration.  The  significance 
of  these  degenerations  varies.  While  certain  structural  changes,  such 
as  induration  and  calcification,  may  have  no  particular  effect  on  the 
general  condition,  others  like  sarcoma  may  prove  fatal  after  the  disease 
has  beea  present  for  years  without  causing  any  inconvenience.  The 
degenerations  also  differ  in  the  fact  that  some  of  them  do  not  betray 
their  presence  by  any  clinical  signs  whatever  (such  as  beginning  soft- 
ening), while  others  are  accompanied  by  such  alarming  symptoms 
(total  necrosis)  that  the  change  in  the  situation  is  recognized  at  a  glance. 
I  shall  confine  myself  to  those  forms  of  degeneration  in  which  the 
diagnosis  is  important  and  possible. 

The  malignant  degenerations  of  uterine  myomata  are  the 
most  important. 

Carcinoma  does  not  manifest  itself  in  the  form  of  a  degeneration 
of  the  uterine  myoma;  while  it  is  undoubtedly  influenced  by  the  tumor 
it  develops  independently  of  it,  or  may  ultimately  involve  the  myoma 
secondarily.  Carcinoma  makes  its  appearance  in  the  cervix  and  pro- 
duces the  same  clinical  picture  as  sarcoma  when  the  uterine  body  is 
free  from  myomata;  hence  the  diagnosis  is  based  on  the  same  principles 
(see  diagnosis  of  carcinoma).  Experience  has  taught  us,  however, 
that  cervical  carcinoma  is  often  overlooked  in  cases  of  uterine  myomata, 
the  reason  being  that  the  examiner  is  so  much  taken  up  by  the  dis- 
covery of  the  myoma  that  he  refers  the  symptoms  of  carcinoma  to  the 
myomatous  tumor.  This  grave  error  can  be  avoided  by  systematically 
examining    the    other    genital    organs    without    preconceived    opinion. 
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particularly  if  thrre  are  any  symptoms  pointing  to  carcinoma.  In  a 
few  cases  the  cliugnusis  of  carcinoma  of  the  cervix  is  rendered  impossible 
by  the  fact  that  a  large  myoma  of  the  vagina  renders  the  cervix  inacces- 
sible, and  the  caiieer  is  discovered  oidy  after  removal  of  the  myoma. 
The  diagnosis  is  much  more  difficult  if  the  cnreinoma  develops  in 
the  mucous  membrane  of  the  uterine  body  when  the  latter  is  the  seat 
of  myomata,  a  condition  of  affairs  which  may  be  expected  in  1  per  cent* 
of  all  cases  of  myoma,  owing  to  the  fact  that  the  symptoms  produced 
by  the  carcinoma,  particularly  pain  and  hemorrhage,  do  not  differ 
sufficiently  from  those  of  the  myoma  and  infiltration  of  the  uterine 
wall,  which  belongs  to  carcinoma,  is  not  conspicuous  when  the  latter 
contains  rnyomata.  Carcinoma  of  the  body  is  often  overlooked  unless 
the  cervix  happens  to  be  dilated  and  the  carcinoma  can  be  felt  directly 
with  the  finger, 

The  diagnostic  difficulties  are  well  iUust rated  in  the  foUowmg  turelve  caaes  of  myotnA 
comphcttfed  by  ejiiicer  of  the  Ixxiy,  which  have  come  mider  niy  al)servation. 

Four  caaes  were  not  recognized  at  all  before  operation. 

In  two  laaes  a  timely  diagnosis  w&»  msude  because  the  cervical  canail  happened  to  be  open. 

In  fotir  mmcB  the  diagnosis  was  made  becaui»e  carolnomatous  tissue  wim  une^^pectedly 
found  in  I  he  sera  pi  ng;^. 

In  two  cases  I  he  diapiOBis  was  regularly  made  by  curettaj|^  because  the  symptoms 
&roui$ed  the  suspicion  of  rurt^inonui. 

Hence  in  only  ono-third  of  tlie  ease^  the  disgnosia  rested  on  a  secure  basis. 

The  danger  of  overlooking  a  cancer  of  the  body  may  be  avoided  by 
bearing  the  possibility  of  cancer  in  mind  whenever  there  are  any  symp- 
tomsi  that  deviate  in  the  least  from  those  of  ordinary  myoma  and 
reseinble  those  of  carcinoma.  They  are:  hemorrhages  during  the  meno- 
pause and  after  coitus;  pensii?tent  serous  discharge  (see  Chart  III); 
severe  pain  localised  in  the  uterus^  particularly  if  it  recurs  at  a  definite 
time  of  the  day  (Simpson's  pains)*  Whenever  symptoms  of  this  kind 
are  present,  carcinoma  should  be  suspected  and  a  curettage  per- 
formed for  a  microscopic  examination.  It  should  be  an  invariable  rule 
always  to  subject  the  scrapings  to  microscopic  examination  in  ca^es  of 
myoma,  even  if  there  is  no  suspicion  of  cancer.  By  following  this 
rule  cancer  was  diBcovered  in  one-third  of  my  cases*  If  the  cervix 
happens  to  be  dilated,  the  body  should  always  be  examined  for  cancer 
by  digital  exploration. 

The  complication  with  sarcoma  is  based  on  the  presence  of  a  corre- 
sponding degeneration  in  the  myoma^  which  may  occur  in  all  of  the 
varieties^  in  about  2  per  cent,  in  subserous,  about  4,5  per  cent,  in  inter- 
stitial, and  about  9  per  cent,  in  subinucouB  tumors.  The  diagnosis  of 
this  degeneration  varies  in  the  different  forms. 

In  submucous  my o run  the  dia/^^nosis  of  sarcoma  h  difficult 
because  the  symptoms  are  practically  the  same  as  those  produced  by 
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the  myoma  and  the  physical  signs,  which  are  available  only  when  the 
cervix  is  dilated,  do  not  differ  suflBciently  from  the  signs  of  simple  sub- 
mucous myoma.  If  the  consistency  is  soft  and  friable,  and  the  structure 
of  the  tumor  irregular  and  lobulated,  sarcoma  may  be  suspected. 

As  an  illustration  of  the  difficulties  encountered  in  the  diagnosis  I  may  mention  that 
I  correctly  diagnosed  sarcoma  in  only  one  case  out  of  eleven.  In  all  of  the  other  cases  the 
diagnosis  was  made  later  by  examining  the  extirpated  polyps. 

The  diagnosis  is  chiefly  made  by  microscopic  examination;  with 
this  difference,  however,  that  owing  to  the  absence  of  any  suspicion  of 
malignancy,  the  examiner  does  not  procure  some  of  the  tumor  before- 
hand for  examination  but  has  the  examination  made  after  the  tumor 
has  been  removed  for  a  submucous  myoma.  As  sarcomatous  degenera- 
tion is  to  be  expected  in  9  per  cent,  of  the  cases,  it  should  be  a  rule  to 
examine  every  submucous  myoma  microscopically  after  extirpation. 

The  diagnosis  of  sarcomatous  degeneration  of  an  interstitial 
myoma  is  still  more  difficult  because  a  tumor  in  this  situation  is 
not  accessible  to  direct  palpation  and  the  material  necessary  for 
microscopic   examination  cannot   be  obtained. 

Among  ten  cases  of  sarcoma  in  an  interstitial  myoma  I  made  a  correct  diagnosis  of 
only  one.  In  all  the  others  the  tmnors  were  removed  under  the  impression  that  they  were 
pure  myomata  and  only  later  recognized  as  sarcomatous. 

Certain  symptoms  may  arouse  the  suspicion  of  sarcoma:  hemor- 
rhage during  the  menopause,  irregular  metrorrhagias  (see  Chart  IV), 
intense  pain  in  the  tumor  independent  of  menstruation,  emaciation 
and  loss  of  strength  when  they  are  not  to  be  explained  by  hemorrhages 
or  other  symptoms.  None  of  these  symptoms  is,  however,  absolutely 
characteristic.  The  diagnosis  rarely  finds  support  in  objective  signs. 
The  consistency  is  practically  unchanged  or  may  be  quite  variable; 
in  some  cases  hard,  in  others  soft.  The  rate  of  growth  is  not  perceptibly 
increased  in  sarcoma  and,  if  it  is  noticed  at  all,  it  is  much  more  often 
attributable  to  cystic  degeneration  than  to  sarcoma.  Metastases  may 
possibly  aid  the  diagnosis,  as,  in  one  of  my  cases,  in  the  inguinal  glands. 
The  diagnosis  is  necessarily  uncertain  except  in  very  advanced  stages 
of  the  disease. 

In  subserous  myoma  the  conditions  are  somewhat  charac- 
teristic on  account  of  the  involvement  of  the  peritoneal  investment, 
which  not  infrequently  leads  to  the  production  of  ascitic  fluid  and  the 
formation  of  broad  adhesions  with  adjacent  organs;  but  as  these  peri- 
toneal symptoms  may  also  occur  without  sarcoma,  the  diagnosis  must 
in  addition  be  supported  by  the  other  symptoms  described  in  connection 
with  interstitial  myoma,  particularly  the  general  symptoms. 
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Among  the  benign  degenerations  the  most  important  is  total 
necrosis  of  an  Interstitial  myoma,  because  it  m  attended  with  pronounced 
eymptoinn  and  may  endanger  the  patient's  life  if  the  tumor  is  not 
removed  in  time, 

The  totnl  necroetfl  which  occurs  in  submucous  myomata  during  parturition  and  in 
subserotis  myoinata  when  the  pedicle  becomes  twisted  is  merely  setjondary  to  theae  proceeses 
and  requires  no  separate  diacusston. 

Total  necrosis  of  an  interstitial  myoma  produces  certain  charac- 
teristic clinical  gymptonift  which  have  a  diagnostic  value*  The  presence 
of  a  dead  body  in  the  uterine  wall  gives  rise  to  reHex  labor  pains,  which 
have  for  their  object  the  expulsion  of  the  body.  They  manifest  them- 
sclveit  as  severe,  intermittent  pains  localized  in  the  uterus  and  extending 
over  a  period  of  weeks  or  months*  Along  with^  and  sometimes  coinci- 
iient  with  the  pains  there  may  be  hemorrhages,  entirely  irregular  and 
independent  of  the  menstrual  type,  and  extending  over  days  or  weeks 
(see  Chart  V).  If  the  process  of  elimination  proves  successful  and  the 
myoma  is  expelled  into  the  uterine  cavity,  decomposition  may  set  in  in 
the  myoma  with  the  production  of  characteristic  symptoms  and  septic 
fever.  Absorption  of  the  albuminous  products  of  degeneration  which 
are  formed  in  the  dead  myoma  sometimes  givcB  rise  to  symptoms  of 
intoxication — a  grayish  color,  coated  tongue,  heatlache,  nausea,  vertigo, 
and  flaccidity  of  the  muscles  (Freund,  Sr-)»  Occasionally,  but  not  always, 
acetone  is  found  in  the  urine.  As  total  necrosis  occurs  most  frequently 
during  parturition  and  in  the  puerperium,  the  statement  that  the  above 
described  symptoms  have  developed  at  the  end  of  the  puerpcrium  is 
sometimes  of  diagnostic  value. 

The  information  obtained  by  objective  examination  is  of  no  value, 
as  total  necrosis  produces  no  change  either  in  the  consistency  or  in  the 
she  of  the  tumon  While  expulsion  toward  the  cavity  is  in  process, 
however,  the  necrotic  myoma  may  occasionally  be  felt  directly  through 
the^uterine  walL  In  short,  the  diagnosis  is  based  on  the  clinical  picture 
as  a  whole  and,  as  the  symptoms  are  quite  marked,  a  correct  diagnosis 
ig  very  often  made* 

The  commonest  of  all  degenerations  that  occur  in  myomata  is 
undoubtedly  a  softening  of  the  tumor  due  to  accumulation  of  fluid 
in  the  ti^ue*  If  the  extravasation  of  large  quantities  of  blood  can  be 
excluded,  the  occurrence  of  clinically  demonstrable  softening  can  be 
attributed,  a«  a  rule,  to  the  accumulation  of  lymphatic  fluid,  rarely 
in  dilated  lymph-vessels,  more  frequently  in  the  lymph-clefts,  and  due 
either  to  stasis  or  to  degenerative  processes* 

The  early  stages  of  softening  cannot  be  recognized  because  the 
quantity  of  fluid  is  too  smalh  Even  after  small,  multiple  cavities  have 
formed  in  the  myoma,  the  organ  usually  retains  its  original  consistency; 
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if,  however,  large  cavities  are  present  or  the  myomatous  tissue  is  more 
or  less  completely  replaced  by  myxomatous  material,  the  softening  can 
be  distinctly  demonstrated  by  the  fact  that  the  myoma  is  more  impres- 
sible and  by  a  kind  of  spurious  fluctuation.  Solitary  cavities  contain- 
ing fluid  may  also  escape  palpation  if  they  are  still  surrounded  by  a 
thick  hard  mantle  of  myomatous  tissue;  but  if  the  cyst  approaches 
the  periphery  or  the  surrounding  mantle  is  soft,  distinct  fluctuation 
can  be  felt.  Cystic  degeneration  may  be  simulated  if  the  myoma  con- 
tains but  little  connective  tissue,  or  is  covered  by  a  very  thick  mantle 
of  muscle  tissue,  or  if  the  tumor  is  very  vascular. 

Occasionally  a  myoma  undergoes  a  sudden  and  very  rapid  increase 
in  size  as  the  result  of  an  accumulation  of  fluid ;  these  are  cases  in  which 
a  hemorrhage  is  followed  by  a  copious  eflfusion  of  fluid  in  the  tissue. 
In  all  other  cases,  in  which  the  process  is  rather  one  of  substitution 
of  myomatous  tissue  in  process  of  degeneration  by  fluid,  the  size  of 
the  myoma  remains  constant  or  increases  very  slowly.  Hence  rapid 
enlargement  is  not  a  positive  sign  of  softening. 

The  diagnosis  of  softening  has  no  special  value,  as  it  adds  nothing 
to  the  severity  of  the  condition  and  does  not  necessitate  a  diflferent 
treatment. 

The  clinical  diagnosis  of  adenomyoma  is  not  without  some  impor- 
tance, because  these  tumors  differ  somewhat  from  the  ordinary  myomata 
both  in  respect  to  the  symptoms  and  the  indications  for  treatment. 
The  two  varieties  of  adenomyoma,  those  which  arise  in  the  uterine 
mucous  membrane  and  those  which  are  derived  from  the  WolflBan  body, 
cannot  be  distinguished  clinically.  In  these  cases  there  is  often  a 
history  of  tuberculous  taint,  delayed  puberty,  frequent  attacks  of 
dysmenorrhea,  sterility,  violent  pain,  hemorrhages  and  bladder  symp- 
toms. Objective  examination  in  the  case  of  adenomyoma  derived  from 
the  WolflBan  body  reveals  the  tumor  in  the  posterior  wall  near  the 
fundus  or  at  the  tubal  orifices.  The  signs  of  infantile  uterus  and  vagina, 
i.e.,  small  anteflexed  uterus  with  contracted  cervix  and  short  narrow 
vagina  (Freund,  Sr.,  v.  Rosthorn),  are  often  present.  Polano  found  peri- 
metritic adhesions  in  89.5  per  cent,  of  the  cases.  With  the  knowledge 
at  present  at  our  disposal  a  positive  clinical  diagnosis  of  adenomyoma 
is  practically  impossible. 
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Dias^nosis  of  Ovarian  Tumors. 

The  term  ovarian  tumors  is  applied  to  a  series  of  degenerative 
conditions  and  new  formations  of  the  ovary,  the  most  prominent  clin- 
ical property  of  which  is  enlargement  of  the  organ.  Swelling  of  the 
organ,  it  is  true,  occurs  also  under  normal  circumstances, 
as,  for  example,  from  retention  of  fluid  in  a  Graafian  follicle 
and  the  formation  of  the  corpus  luteum,  or  it  may  be  due  to  inflammatory 
conditions  of  the  ovarian  tissue,  either  acute  or  chronic.  But  the  above 
conditions  usually  lead  to  an  enlargement  no  greater  than  about  half 
the  size  of  an  egg,  which  may  accordingly  be  taken,  in  the  main,  as  the 
boundary  between  transitory  physiologic  or  inflammatory  swelling,  and 
permanent  tumors;  although  it  must  also  be  emphasized  that  the 
former,  in  rare  cases,  may  be  somewhat  larger,  and  the  latter  in  their 
early  stages  occasionally  smaller  than  the  above  mentioned  standard. 
Accordingly  I  propose,  from  the  diagnostic  standpoint,  to  include 
among  ovarian  tumors  all  enlargements  of  the  ovary  exceeding  the 
size  of  an  egg.    They  include: 

A.  Non-proliferating  cysts  (follicular  cysts,  cysts  of  the  corpus  lu- 

teum). 

B.  Neoplasms. 

I.  Parenchymatogenous  tumors    (parenchyma  =  germ  epithe- 
lium, follicular  epithelium  and  ovum). 

1.  Epithelial  neoplasms. 

(a)  Cystoma  serosum  simplex. 

(b)  Cystadenoma. 

(a)  Cystadenoma  pseudomucinosum. 
(0  Cystadenoma  serosum. 

(c)  Carcinomata. 

2.  Ovigenous  neoplasms. 

(a)  Dermoids     1  /t^    i  x  x 
\  i  r^                    >  (Embryomata). 

(b)  TeratomataJ  ^  ^  ^ 

II.  Stromatogenous  tumors. 
Fibromata. 
Sarcomata. 

Peritheliomata  and  endotheliomata. 
Combinations  of  these  different  varieties  of  tumors  frequently  occur. 

Diagnosis  and   Differential   Diagnosis  of    Ovarian  Tumors. 

The  ovarian  tumor  is  connected  to  the  uterus  by  a  pedicle,  and  a 
knowledge  of  this  peduncular  connc^ction  is  of  great  importance  for  the 
diagnosis.     The  pedicle  contains  the  same  elements  that  connect  the 
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normal  ovary  with  the  uterus,  i,e-,  ovarian  ligament,  tube  and  broad 
ligament  (Fig.  151).  The  ovarian  ligament  retains  its  original  shape 
Aniitomyof  moTQ  than  any  other  part  of  the  pedicle;  although  it  is 
ihePethcie.  QccEsionally  drawn  out  lengthwise  it  retains  its  thickness 
and  firmness,  and  is  that  part  of  the  pediele  that  represents  the  pal- 
pable^ cord-like  connection  of  the  tumor  with  the  uterus.  The  tube  may 
vary  considerably  in  length;    so nit^ times  in  very  large  tumors  it  may 


/ 
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Fm*  150, — Bilateral  MALrfiNANT  Ovahtah  Tuitorb  in  *t7ti,  (SpecJnien  from  the  KgL  Umvenitdtii- 
FriiiMtiklititk  in  Kdrug^beni.  J  (Ori«iiiiiIJ  The  nti*nj»  ia  situBt^  tn  thi*  mitidle  ai*d  inve^  off  k  poflick  on  «*«h 
eide  in  tUe  tumor;  tK«  peclicle  »fioWA  this  ihrw*  eoraponcnt  parM  :  in  tin*  miijijlp,  thp  oviLriaz)  ii|rametit ;  latusr- 
ally,  ilve  infunrlibulo-pelvic  ligftment ;  i&iid  betwe^^ii  the  two,  tlie  tube.  The  rutiud  Ligamenl  nma  &loQg  the 
lower  aurfmtxf  at  tbe  itt«rUB. 

retain  its  normal  length;  in  another  case  it  may  be  greatly  elongated 
even  with  only  moderately  large  tumors.  The  length  of  the  tube  de- 
pends on  the  relation  between  the  tumor  and  the  mt^sosalpinx.  The 
more  the  tumor  develops  independently  of  the  mesosalpinx  and  the 
broad  ligament,  the  smaller  will  be  the  part  taken  by  the  tube  in  (he 
formation  of  the  pedicle;  and  the  more  the  tumor  approaches  the  tube 
by  unfokiing  of  the  mesosalpinx,  the  greater  will  be  the  elongation  of 
the  tube  by  the  growth  of  the  tumor.  The  broad  ligament^  with  the 
vessels^  nerves  and  connective  tissue  contained  between  its  two  layers, 
represents  tlio  gnmter  part  of  the  true  pedicle^  the  lateral  free  border 
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of  which  is  formed  by  the  infundibulo-pelvic  ligament.  The  broad 
ligament  may  be  completely  preserved  in  length  and  breadth  if  the 
tumor  is  pedunculated  and  grows  only  outward;  in  that  case  only  the 
mcsovarium  and  a  small  part  of  the  mesosalpinx  are  unfolded,  and 
assist  in  forming  the  covering  of  the  tumor  (Fig.  I523).  The  length  of 
the  pedicle  varies  greatly;  sometimes  it  is  so  short  that  the  finger  can 
barely  be  inserted  between  the  tumor  and  the  uterus,  or  its  length  may 
be  such  that  the  tumor  can  be  pushed  under  the  arch  of  the  ribs.  The 
width  is  also  subject  to  great  variations.  A  peculiar  condition  is 
often  found  in  solid  tumors  produced  by  a  uniform  degeneration  of  the 
ovary;    the   layers   of    the    mesovarium    are    not    separated    and    are 


Fio.  151. — ^Relationb  of  th«  pKmcLE  IN  A  Normal  Ovabt  and  in  an  Ovabian  Tumoh.  (Schematic.) 
<Oriinnjd.)  The  pedicle  in  formed  by  tbe  tube,  ovarian  ligament  and  broad  ligament ;  the  baae  of  the  tumor 
only  ia  covered  by  the  unfolded  mesovarium. 

drawn  into  the  hilus  of  the  tumor  so  that  the  latter  projects  beyond 
the  pedicle  in  all  directions,  and  thus  renders  the  pedicle  very  short 
and  rigid  (Fig.  152,). 

If  the  ovarian  tumor  grows  toward  the  mesovarium  and  broad 
ligament,  it  crowds  the  two  layers  of  the  latter  apart  and  pushes  in 
between  them.  In  this  way  it  is  completely  or  partially  covered  with 
the  peritoneum  of  the  broad  ligament  and  becomes  an  intraligamentary 
tumor  (Fig.  152J.  Most  ovarian  tumors  exhibit  a  partial  intraiigamen- 
devclopment  into  the  broad  ligament,  in  such  a  manner  that  ^^  ^^^* 

a  small  part  of  the  base  of  the  tumor  is  lodged  between  the  layers  of 
the  mesovarium  and  the  broad  ligament,  and  the  remaining  peripheral 
part  develops  free.  Intraligamentary  development  is  seen  most  dis- 
tinctly in  parovarian  tumors,  which  usually  occupy  the  lateral  portion 
of  the  broad  ligament,  do  not  separate  the  layers  of  the  median  portion, 
and  draw  it  out  into  a  kind  of  pedicle. 
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An  intraligamentary  ovarian  tumor  may  grow  in  various  directions. 
It  may  leave  the  outer  portion  of  the  broad  ligament  and  grow  into 
the  retroperitoneal  connective  tissue  to  the  left,  underneath  the  sig- 
moid flexure,  and  to  the  right  under  the  cecum.  Other  tumors  elevate 
the  posterior  layer  of  the  broad  ligament  and  thus  reach  the  posterior 
pelvic  wall,  or  grow  into  the  loosely  attached  peritoneum  of  the  pos- 
terior uterine  wall,  and  reach  the  other  side;  or — much  more  rarely — 
they  may  elevate  the  anterior  layer,  and  appear  in  the  neighborhood 
of  the  bladder,  in  the  preperitoneal  cavity  of  Retzius.  In  most 
cases    intraligamentary    ovarian    tumors    cause    a  separation    of  the 

\0O 


Fia.  152. — Relations  op  Ovarian  Tumors  to  the  Broad  Ligament  in  Sagittal  Section.  (Sche« 
matic.)  (Original.)  1.  Normal  ovary.  2.  Short  pedicle  in  eolid  tumors.  3.  Ordinary  pedicle  of  ovarian  tumori. 
4.  Intraligamentary  type.    5.  Retroligamentary  type. 

median  portion  of  the  broad  ligament  and  grow  toward  the 
uterus,  crowding  up  close  to  the  lateral  aspect,  and  sometimes  even 
separating  the  uterine  muscle.  In  such  a  case  they  may  be  situated  in 
the  true  broad  ligament  alongside  of  the  body,  or  they  may  develop 
farther  down  in  the  parametrium  alongside  of  the  cervix,  and  occupy 
a  position  on  the  vaginal  vault. 

A  situation  similar  to  that  of  an  intraligamentary  tumor  may  be 
seen  when  an  originally  pedunculated  ovarian  tumor  is  held  fast  by 
adhesions  on  the  floor  of  Douglas'  space  and  prevented  from  growing 
Retroiigamen-  upward.  The  tumor  in  that  case  elevates  the  broad  liga- 
tary  Type.  mcnt  which  covcrs  it,  so  that  the  posterior  and  upper  parts- 

of  the  tumor  project  free  into  the  abdominal  cavity,  while  in  front  it  is 
covered  by  the  two  layers  of  the  broad  ligament,  either  free  or  adherent 
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to  the  tumor;  the  tube  rung  along  the  upper  border  of  the  broad  liga- 
ment over  the  top  of  the  tumor.  This  type  is  called  retroligameutary 
(Pawlik's  pseudointraligamentary  type,  Fig»  152 J. 

Ovarian  tumors,  so  long  as  they  are  .small,  are  usually  approxi- 
mately round  or  oval,  and  may  retain  this  shape  as  they  eontinuc 
to  enlarge  if  tht;  tumor  consists  in  the  main  of  a  single  cyst.  If,  how- 
ever, several  or  many  cysts  take  part  In  the  formation  of  the  tumor, 
it    becomes    irregular    and    shows    retractions,   deep    divisions,   protu- 


Fmi,  1.'»!I.^-Oy4III***  Ct«t  A?(i)  P*iiny*HiAflf  CtstoftwkSakf  Smi:*  ^,  (OrLtEiiid.)  (Bpwcmirn  from 
tht  KeI,  irnwrn(itjt(*>PrAiictnklmik  m  KrhUi«:sljprg.i  'Hm?  oVArimn  ryst  hAag?.  by  a  perlidf<i  (mm  tha  hn»i| 
ligsnimt,  tietii^tYri  the  tayrni  uf  which  n  inuill  [niwiinAa  «y»l  \tm»  developed.  A  probe  Llm  been  piMaecl 
IbjQtiSb  the  tube. 

berances,  and  tubc^rcles,  depending  on  whether  the  individual  cysts 
appear  on  the  surfaee,  or  the  solid  portions  of  the  tumor  are  more 
conspicuous,  A  solid  tumor  may,  if  its  growth  is  uniform,  have  an 
absolutely  round  or  oval  shape;  othen^p  particularly  malig- 
nant tumors,  owe  their  enlargement  to  irregular  proliferations 
of  the  superficial  tissue*  The  size  of  the  tumor  varies  within  very  wide 
limits,  ranging  from  enlargements  the  sixe  of  an  egg,  which  barely 
deserve  the  name  of  tumor,  to  an  enormous  size,  distending  the  abdora- 
tnal  walls  to  their  utmost,  pushing  the  diaphragm  upward,  causing 
incurvation  of  the  costal  arch,  and  filling  the  entire  abdomen  to  such  an 
extent  that  the  rest  of  the  body  becomes  smaller  than  the  tumor*    The 
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consistency  of  ovarian  tumors  is  by  no  means  uniform;  tumors  filled 
with  fluids  are  cystic,  while  those  consisting  only  of  parenchyma  or 
stroma  have  a  solid  consistency.  This  general  statement  is,  however, 
subject  to  many  qualifications,  not  so  much  that  solid  tumors  may 
have  a  cystic  feel  on  account  of  softening  as  that  tumors  distended 
with  fluid  often  do  not  exhibit  fluctuation.  This  is  the  case  in  small 
cysts  containing  moderate  quantities  of  fluid  with  high  internal  press- 
ure and  tense  walls;  and  cystadenomata  containing  numerous  small 
cysts  or  colloid  material.  Pedunculated  tumors  are  movable  unless 
they  encroach  to  such  an  extent  on  the  abdominal  cavity  that  there 
is  no  longer  room  for  movement;  on  the  other  hand,  ovarian  tumors 
may  become  immovable  by  reason  of  incarceration  in  the  true  pelvis, 
adhesions  with  neighboring  organs,  or  intraligamentary  development. 
The  relations  to  neighboring  organs,  especially  to  the  uterus,  may  be 
various;  so  long  as  the  tumors  are  small  they  occupy  the  site  of  the 
ovary;  as  they  increase  in  size,  however,  and  particularly  if  the  liga- 
ments are  relaxed,  they  usually  descend  into  Douglas'  space;  more 
rarely  they  lie  in  front  of  the  uterus.  In  their  subsequent  growth  the 
tumors  emerge  from  the  pelvis  and  approach  the  anterior  abdominal 
wall,  forcing  the  uterus  downward  or  backward.  From  this  time  on 
they  remain  constantly  in  contact  with  the  anterior  abdominal  wall  and 
gradually  become  more  and  more  distended. 

It  appears,  therefore,  that  with  regard  to  shape,  consistency, 
movability,  seat,  and  connection  with  neighboring  organs,  ovarian 
tumors  produce  such  a  variety  of  clinical  pictures  that  it  is  diflBcult  to 
define  any  general  or  constant  properties  which  might  afford  a  basis 
for  diagnosis.  The  latter  is  based  practically  on  the  palpation  of 
a  peduncular  connection  between  the  tumor  and  the  uterus.  The  method 
of  arriving  at  a  diagnosis  differs  very  much,  however,  according  to  the 
size  of  the  tumor,  and  for  this  reason  it  is  advisable  to  subdivide  ovarian 
tumors  for  diagnostic  purposes  as  follows: 

1.  Small  ovarian  tumors  still  occupying  the  true  pelvis. 

2.  Medium-sized  tumors  which  have  emerged  from  the  pelvis  and 
appear  in  the  abdominal  cavity,  but  do  not  much  exceed  a  man's  head 
in  size,  and  certainly  have  not  yet  reached  the  costal  arch. 

3.  Large  tumors  extending  to  the  costal  arch  and  in  direct  contact 
with  the  liver,  spleen  and  kidneys. 

Aside  from  the  difference  in  the  methods  of  arriving  at  a  diagnosis 
in  these  three  groups,  the  classification  has  the  further  advantage  that 
the  differential  diagnosis  must  take  into  consideration  very  different 
conditions,  depending  on  the  size  of  the  tumor.     (Many  tumors  such  as 
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myomata  may,  depenfling  on  their  size,  be  inistakeD  for  ovarian  tumors 
belonging  to  any  one  uf  these  three  groupss;  but  in  order  to  avoid  repe- 
litioUt  the  differential  diagnoms  will  be  discussed  only  once  in  connection 
with  the  conditions  with  which  they  are  most  likely  to  be  confounded.) 

I.  Small  Tumors, 

Diajrnosis.  In  the  case  of  small  tumoi's  that  Btill  occupy  the  true 
pelviy  it  is  ut^ually  not  posisible  to  demonstrate  a  peduneular  connec- 
tion with  the  uterus;  for  the  uterus  and  the  tuiuar  are  Ui^ually  so  close 
together  that  the  linger  cannot 
be  insert  eel  between  them,  or  the 
pedicle  is  not  sufficiently  stretched 
to  jjermit  j>alijation.  Artificial 
stretching  of  the  pedicle,  which  is 
performed  in  the  case  of  large 
tumors,  is  not  practicable  on 
account  of  the,*5mall  size  and  lim- 
ited mobility,  and  hence  it  is 
only  occasionally  possible  to  pal- 
pate the  pedicle  by  pushing  the 
tumor  into  the  faJse  pelvis  and 
palpating  between  it  and  the 
uterus;  in  retro-uterine  tumors 
also  a  cord  can  sometimes  be  felt 
running  to  the  anterior  surface 
of  the  tumor.  But  such  cases 
are  excejitional;  in  the  great  ma- 
jority of  small  tumors  this  text- 
book sign  is  not  available,  and 
they  mui5t  be  identified  iis  ovarian 
by  their  special  peculiarities.  To 
begin  with,  one  should  try  to  separate  the  tumor  from  the  uterus 
(Fig.  154):  either  the  tumor  can  be  roin()letely  separated  from  the 
uterus,  as  in  the  case  of  pedunculated  tuniors,  or,  if  thi^  tumor  ilevelops 
between  the  layers  of  the  broad  ligament,  it  should  Ix* 
possible  to  make  out  a  distinct  constriction  between  the 
tumor  and  the  uterus.  The  nearer  the  tumor  lies  to  the  uterus,  the 
more  difficult  it  will  be  to  make  out  this  constriction,  and  in  some 
eases  it  can  be  done  only  by  attempting  to  go  in  between  the  two 
tlirough  the  vaginal  vault  alongside  of  the  vaginal  portion;  above, 
St  the  uterine  body,  the  two  fretjuently  form  a  single  mass,  Retro- 
Uterine  tumors  are  particularly  ilifhcult  to  separate  from  the  uterus 
if    the    tumor  is   firnily   incarcerated    and    in    extensive   contact    with 


iirtim  a  prrpuniit ioti  Lfi  Uie  K§^.  Vttivwrnit&tM^Ftmmn- 
ktinik  In  lifrfkii},  'i..  (OhKiiiiiLt  Diniftln*'  npufio 
e*j;it(iLiif  &  iiiuvaLlr,  muiid  cynlip  uviLrimu  tumor  ol'tJiit 
riflht  fitltf,  whirh  luu  tttjw4rcl  i\w  tii«-fup»  in  ttw  left 
ttnrl  forwnnj,  In  imtit  t4  i1  m  thip  hljwlilrr ;  purl  &i 
Ui^  nidit  liib«'  can  bi«  retit  ku  ffuut  of  the  tutnor ;  ibe 
hU  mimxA  *m  nommi. 
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the  posterior  wall,  or  intimately  attached  to  the  wall  by  adhesions  and 
exudates;  but  even  under  these  circumstances  the  examiner  should 
attempt  to  separate  the  round  contour  of  the  tumor  from  the  uterus 
and  to  exclude  any  peduncular  connection,  such  as  belongs  to  myomata 
and  tubal  tumors.  The  shape  of  an  ovarian  tumor  is  approximately 
globular  or  oval;  the  surface  is  usually  smooth  and  sometimes  retracted 
at  various  points  (Fig.  155).  Lobulations  and  protuberances  are  found 
in  solid  tumors,  and  occasionally  also  in  dermoids.  The  cystic  consist- 
ency of  small  ovarian  tumors  is  usually  not  recognized;  as  a  rule,  they 
give  the  impression  of  a  solid  tumor  on  account  of  the  great  tension  of 
their  walls  and  the  small  amount  of  contents,  particularly  when  the 
walls  are  thick;   thin,  solid,  flabby  tumors  are  more  easily  recognized 


Fio.  155. — LErT-«iDED  Ovarian  Tumor.  P.-F.  H-  (Original.)  Follicular  cyst  of  the  left  ovary 
the  size  of  a  goose-egg.  with  dextro-position  of  the  utenu.  The  entire  length  of  the  left  tube  is  distinctly  felt 
in  front  of  the  tumor.    The  right  ovary  is  normal. 

as  cystic.  It  is  only  by  grasping  the  tumor  firmly  between  the  fingers 
and  making  forcible  but  cautious  pressure  at  opposite  points  that 
fluctuation  can  be  elicited.  Solid  ovarian  tumors  of  this  size  are  much 
more  rarely  seen.  The  position  of  the  tumor  at  once  points  to  an  ovarian 
origin.  If  it  is  found  at  the  site  of  the  ovary,  we  need  not  hesitate  under 
such  circumstances  to  pronounce  it  an  enlarged  ovary.  Small  ovarian 
tumors  are  most  frequently  found  posteriorly,  alongside  the  uterine 
body,  or  they  descend  into  Douglas'  space  and  form  a  Tetro-uterine 
tumor  with  anteposition  of  the  uterus.  Intraligamentary  tumors 
are  situated  exactly  to  one  side,  and  somewhat  behind  the  uterus. 
Movable  ovarian  tumors  are  more  rarely  found  in  front  of  the  uterus 
than  any  others.  Among  these  anteuterine  tumors,  dermoids  are 
conspicuous  by  their  frequency. 

Differential  Diagnosis.  The  first  diflGiculty  encountered  in  the 
interpretation    of    these    small    ovarian    tumors    is    in    distingubhing 
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them  from  inflammatory  swelling  of  the  ovary*  In  chronic 
onphoritifi  the  ovary,  it  is  true,  rarely  exoeeds  the  size  of  a  pigeoirs  egg 
ami  is  distinguished  from  true  ovarian  tinnors  by  its  great 
sensitiveness^  to  pressure,  and  occasionally  also  by  the  pres-  ij?I^*^iii*Sf 
cnee  of  eoinplicating  inflammatory  processes  in  the  neigh-  ^"^pr^riti^ 
borhood.  Acute  oophoritis,  on  the  other  hand,  may  lead  to 
the  formation  of  larger  tumors.  As  a  rule  the  fever,  the  extreme  tender- 
ness, the  accompanying  pelvic  peritonitis,  and  the  hiBtory  or  the  presence 
of  an  infection  a&  the  cause,  will  indicate  the  correct  diagnosis.  The  diffi- 
culties of  this  differential  diagnosis  are  illustrated  by  the  following  case: 

C%fiB  23.  A  patieal,  21  years  of  age,  had  been  cunetted  t  wenty-Bix  days  previouflly 
and  throe  days  later  developed  fever  up  to  40.4*  C.  (104,7*  F/),  with  ehills.  There 
wftB  found  lo  the  left  and  behind  the  fcniaU  anteflexed  uterui^,  in  Douglas*  sfmt-e,  an 
apparently  wohd  ovarian  tumor  quHe  aa  Large  aa  the  Ast.  As  it  was  entirely  ^minlej^^  and 
movable  it  waa  negsrded  as  a  dermoid  cy^i.  On  extirpation,  however,  h  was  found  Ut  be  an 
ovaiy  enbrged  aa  the  result  of  edetnatous  infiltration,  with  an  abscess  a  little  larger  timn  a  wal- 
nut; there  were  no  signs  of  inflammaiory  redness  on  the  surfat'e  or  in  the  surrounding  tissues. 

The  differential  diagnosis  between  ovarian  tumors  and  myomata 
h  important,  and  often  very  difficult  to  make.  The  two  neoplasmB  are 
often  mistaken  for  one  another  even  by  the  most  practiced  diagnos- 
ticians, because  they  have  certain  properties  in  common.  If  the  exam- 
iner depends  on  one  of  these  properties  without  taking  the  picture  as  a 
whole  into  eonaideration,  he  runs  a  great  risk  of  making  a  false  diagnosis. 
The  palpatory  findings  alone  should  form  the  basis  for  diagnosis.  Symp- 
tomji  are  of  no  value  whatever  in  arriving  at  a  tlecision;  the  develop- 
ment  of  the  tumor  at  an  early  stage  is,  of  course,  in  favor  of  ovarian 
tumor,  but  it  is  not  a  reliable  factor,  just  as  tho  appearance  and  growth 
of  a  tumor  after  the  menopause  merely  excludes  myoma  with  a  certain 
degree  of  probability.  Very  rapid  growth  is  in  the  main  more  in  favor 
of  an  ovarian  tumor,  while  a  slower  development  points  to  myoma.  A 
positive  conclusion,  however,  must  be  arrived  at  by  bimanual  exami- 
nation* It  is  obvious  that  subserous  myomata  with  rather  thin  pedicles 
Arc  most  apt  to  be  found  with  ovarian  tumors*  Interstitial  myomata, 
while  small,  arc  easily  recognized;  but  if  they  form  large  tumors  they 
may  also  be  occasionally  mistaken  for  ovarian  tumors,  and  vice  verm. 
The  most  important  point  of  distinction  h  the  eonsistcncy.  It  may 
almost  be  stated  as  a  general  principle,  that  solid  tumors  are  myomata 
and  cystic  tumors  ovarian,  although  myomata  may,  as  a  result  of 
various  conditions,  become  so  soft  that  they  exhibit  fluctuation;  while, 
on  the  other  hand,  solid  ovarian  tumors  are  not  so  very  rare,  and  even 
cystic  ovarian  tumors  may  be  very  hard  to  the  touch,  as,  for  example, 
thick-walled  dermoid  cysts  and  parviloeular  cystomata.  But  these  are 
ail  exce|>lional  conditions,  and  while  they  may  limit  the  .scope  of  the 
above  general  statement,  they  are  not  sufficient  to  invalidate  it.     A 
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cystic  consistency  is  always  the  main  support  of  a  diagnosis  of  ovarian 
tumor.  The  diagnostic  errors,  which  not  infrequently  rest  on  a 
misinterpretation  of  this  property,  are  due  not  so  much  to  incorrect  inter- 
pretation of  a  correctly  recognized  consistency,  as  to  mistakes  in  obser- 
vation, the  consistency  not  being  correctly  recognized.  If  the  abdominal 
wall  is  thick,  and  coils  of  intestine  are  in  contact  with  it,  or  if  the  tumors 
have  thick  walls,  it  is  diflBcult  to  estimate  the  consistency.  The  best 
method  consists  in  grasping  the  tumor  with  both  hands  at  two  as  nearly 
opposite  points  as  possible,  and  compressing  the  tumor  by  a  series  of 
short  pushing  movements.  If  the  tumor  is  seated  deep  in  the  pelvis 
it  is  unquestionably  easier  to  test  the  consistency  by  examining  through 
the  rectum.  After  the  consistency  of  the  tumor  has  been  demonstrated, 
its  connection  with  the  uterus  must  be  investigated.  Pedunculated 
ovarian  tumors  have  only  a  thick,  membranous  pedicle  which  either 
cannot  be  felt  at  all,  or  may  just  be  recognized  by  the  ovarian  ligament 
when  the  uterus  is  forcibly  drawn  downward.  Myomata,  on  the  other 
hand,  usually  have  a  pedicle  which  is  much  thicker  than  the  ovarian 
ligament,  shorter,  with  a  more  fleshy  feel,  broader  and  more  distinct; 
although  they  also  occasionally  have  only  a  very  thin  pedicle.  If  the 
pedicle  is  joined  to  the  fundus  or  some  other  portion  of  the  body  where 
the  uterine  ligament  cannot  be  inserted,  the  tumor  is  probably  a  myoma. 
Another  point  in  favor  of  myoma  is  the  failure  to  identify  the  tube  as 
part  of  the  pedicle.  The  best  method  of  palpating  the  pedicle  is  that 
proposed  by  Schultze  and  Hegar  (see  page  305).  The  examination  is 
much  more  diflBcult  when  the  abdominal  walls  are  thick,  and  the  organs 
to  be  palpated  deeply  situated.  The  diflBculties  of  making  out  a  pedun- 
cular connection  are  still  greater  in  intraligamentary  tumors.  As  a 
rule,  these  ovarian  tumors  grow  only  toward  the  uterine  wall,  so  that  a 
constriction  can  everywhere  be  distinctly  demonstrated ;  while  myomata 
always  have  a  fleshy  connection  with  the  uterus,  although  in  very  rare 
cases  an  intraligamentary  myoma  may  be  completely  separated  from 
the  uterine  wall.  It  may,  however,  be  very  diflScult  to  isolate  the 
uterus  if,  as  is  often  the  case  in  senile  women,  the  organ  is  flat  and 
long-drawn-out  and  in  close  contact  with  the  tumor.  On  the  other 
hand,  ovarian  tumors  may  have  such  a  vigorous  growth  that  they  force 
the  uterine  wall  apart  and  create  a  covering  of  muscle  for  themselves 
at  this  point,  representing  tumors  with  a  broad  connection  with  the 
uterus,  like  broadly  sessile,  subserous  myomata. 

Case  24.  Mrs.  H.  Uterus  in  correct  elevation ;  to  the  right,  a  tumor  as  large  as  a 
child's  head ;  to  the  left,  another  as  large  as  a  man's  head,  with  an  extensive  attachment 
to  the  uterine  wall.  Nine  months  ago  a  diagnosis  of  subserous  myoma  was  made  by  one  of 
the  first  gynecologists  in  Germany.  At  the  present  time,  in  spite  of  the  broad  connection 
with  the  uteriLs,  a  positive  diagnosis  of  bilateral  ovarian  tumor  can  be  made,  because  the 
consistency  is  every^'here  distinctly  cystic.  At  the  operation  both  tumors  had  to  be  peeled 
out  of  the  uterine  wall  with  a  knife,  leaving  a  wide  depression  on  each  side  of  the  organ. 
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Mensuration  with  the  sound  plays  an  important  part  in  the 
differential  diagnosis  between  myomata  and  ovarian  tumors,  inasmuch 
as  there  is  always  a  certain  increase  in  the  length  of  the  cavity  with 
myoma — with  the  exception  of  myomata  that  have  very  thin  pedicles 
and  a  uterus  everywhere  free  from  myomata — whereas ,"  in  the  ease  of 
ovarian  tumors  the  length  of  the  cavity  is  not  as  a  rule  increased. 
Nevertheless,  in  the  case  of  rapidly  growing  intraligamentary  ovarian 
tumors  a  thin  uterus  may  be  drawn  out  to  such  an  extent  that  the 
sound  yields  a  measurement  of  10  to  12  era.  The  detection  of  the  adnexa 
by  palpation  may  occasionally  decide  in  favor  of  myoma  in  doubtful 
cases,  provided  the  two  normal  ovaries  can  be  felt  beyond  the  possibility 
of  a  doubt;  as  a  rule,  however,  this  is  not  possible,  because  in  the  case  of 
subserous  myomata  the  ovaries  are  displaced  to  such  an  extent  that 
they  are  not  accessible  to  palpation.  The  round  ligaments  are  very 
welcome  signs^  pointing  to  interstitial  myoma  if  they  can  be  tracetl  up 
over  the  dome  of  the  tumor.  In  subserous  myomata  they  do  not  have 
such  diagnostic  value  because  they  do  not  necessarily  pass  over  the 
tumor.  In  intraligamentary  myomata  and  ovarian  tumors  the  behavior 
of  the  roimd  ligaments  may  be  identical,  because  the  ligament  in  the 
case  of  every  tumor  developing  in  the  lower  portion  of  the  broad 
ligament  passes  obliquely  over  the  tumor  toward  the  anterior  layer 
and  ends  in  the  fundus.  A  distinct  uterine  bruit  may  occasionally 
serve  to  clinch  the  diagnosis  of  myoma  as  against  ovarian  tumor. 

Special  difficulties  are  encountered  in  the  differential  diagnosis 
bi*tween  intraligamentary  ovarian  tumors  and  other  kinds  of  tumors 
developing  in  the  same  manner,  because  the  broad  ligament  loses  its 
characteristic  properties  by  its  investment  with  connective 
tissue  and  peritoneum,  and  its  connection  with  the  uterus  •r^'  ovnrbm 
is  particularly  difficult  to  palpate*  Tumors  of  this  kind 
are:  tubal  tumors,  hematomata  and  exudates.  Small^  multilocular, 
papillary  tumors  are  particularly  difficult  to  recognize  because  fluctua- 
tion is  not  distinct,  and  their  round  shape  is  obscured  by  the  numerous 
projecting  divisions  and  the  often  inflamed  and  tlilckened  ligament 
which  covers  them.  Exudates  are  distinguished  by  their  diffuse  shape, 
rarely  round,  hard  consistency,  and  broad  connection  with  the  pelvis. 
Hematomata  have  a  greater  resemblance  to  ovarian  tumors  bc^cause 
they  are  more  round  anil  of  soft  consistency.  They  are  distinguished 
from  ovarian  tumors,  however,  by  their  irregular  shape  and  the  zone  of 
reactive  infdtration  in  the  surrounding  connective  tissue^  especially 
in  the  ease  of  older  tumors.  By  keeping  the  patient  under  observation 
for  a  time  many  a  doubt  may  be  cleared  up;  for  exudates  and 
hematomata  gradtially  disappear,  while  ovarian  tumors  continue  to 
grow.     Intraligamentary  tumors,  wdiether  tubal  or  ovarian,  are  often 
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indistinguishable  by  any  diagnostic  method.  (For  the  details  see 
chapter  on  Parametritis   and   Diseases  of  the  Tubes.) 

For  the  differential  diagnosis  from  hydrosalpinx,  see  the  latter. 

When  the  tumor  is  situated  behind  the  uterus  (Fig.  156)  it  may  be 
confused  with  a  retro-uterine  hematocele  or  pelveo-peritonitic  exudate 
— conditions  which  may  be  distinguished  from  one  another  by  certain 
definite  points,  while,  on  the  other  hand,  they  possess  certain  common 
properties  which  place  them  in  the  same  class  as  against  ovarian  tumors. 


Fio.  156. — Retro-uterinb  Ovarian  Tumor.    P.-F.    M.    (Original.)     An  ovarian  tumor  the  nw&  of  a 
man's  head  ;  uterus  in  anteposition  ;    tumor  and  uterus  can  be  wholly  separated  from  one  another. 

(For  the  differential  diagnosis  see  pelveo-peritonitic  exudate.)     There 

is  less  likelihood  of  confusion  with  retroflexion  of  a  gravid  uterus  because 

the  consistency  of  the  gravid  uterus  alone  is  quite  different,  although 

it  must  be  admitted  that  an  incarcerated  uterus  at  the 

Retro-utenne  .        ,  i  i  . 

Ovarian  begmumg   of    the    third    or    fourth   month   may  lose   its 

characteristic  softness  and  develop  a  tense  consistency 
similar  to  that  of  an  ovarian  tumor.  As  a  rule,  the  diagnosis  of 
retroflexion  of  a  gravid  uterus  can  easily  be  made  by  determining  the 
junction  between  the  vaginal  portion  and  the  uterus;  and  if  it  is  not 
possible,  the  above  mentioned  signs  of  pregnancy,  the  history,  and 
observation  of  the  patient  must  be  utilized  in  making  the  diagnosis. 
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2.  MediuffiwSUed  Tumors. 
Dtafrnosls.  The  demonstration  of  a  tumor  in  such  easas  usually 
presents  no  lUffieulty.  TKp  conical  protrusion  of  the  abdomi-n  rundi^rs 
its  presence  probable,  iind  by  means  of  percussion  and  palpation  it  caa 
usually  be  df^monstrated  heyoml  a  doubt.  With  tumors  of 
this  size  there  is  less  danger  of  being  lieceived  by  an  accu- 
mulation of  fat  or  meteorism,  which  may  simulate  a  tumor,  than  in  the 
case  of  very  large  neoplasms,  because  these  conditions  cannot  be  lim- 
ited to  a  circumscribed  portion  of  the  abdominal  walL  If  the  existence 
of  a  tumor  has  been  positively  demonstrated,  its  position  at  the  pelvic 
inlet  will  at  once  suggest  its  origin  in  the  genitalia,  while  the  demon- 
stration of  a  distinctly  cystic  consistency  will  point  to  the  ovary.  But 
in  these  tumors  also  the  chief  point  in  the  diagnosi^^  is  the  demonstration 
of  a  connection  with  the  uterus^the  feeling  of  a  pedicle.  The  distinct- 
ness with  which  the  pedicle  can  be  demonstrated  will  depend  on  its 
pohiitinn  and  the  firmness  of  the  component  tissues.  In  order  to  feel 
the  pedicle  the  external  hand,  with  or  without  the  internal  hand,  is 
pushed  down  between  the  cornu  of  the  uterus  and  the  tumor.  When 
the  uterus  is  anterior  and  in  front  of  or  underneath  the  tumor,  and  the 
pedicle  is  firm,  the  latter  can  be  felt  merely  by  parsing  the  fingers  of  the 
external  hand  to  and  fro  in  a  direction  vertical  to  the  course  of  the 
pedicle,  but  not  under  any  other  circumstances;  in  most  cases^  how- 
ev(T,  the  pedicle  is  too  flabby  or  too  far  away  from  the  abdominal  walls 
to  be  palpate<l  with  certainty  from  the  outside.  Palpation  is  niont  diffi- 
cult when  the  uterus  is  behind  the  tumor.  In  the  great  majority  of  the 
cases  a  special  method  of  examination  is  therefore  necessary  in  order  to 
demonstrate  the  pedicle  w^ith  certainty.  This  consists  in  stretching  the 
pedicle  artificially  by  grasping  the  vaginal  portion  with  a  douWc  tenacu- 
lum and  drawing  the  uterus  forcibly  downward  (Hegar).  Internal  exam- 
ination must  in  that  case  always  bt^  made  pur  rectum  because  vaginal 
exploration  is  impossible  on  account  of  the  inversion  of  the  vagina 
which  accompanies  the  drawing  down  of  the  uterus.  The  patient  should 
be  anesthetized,  and  two  fingers  introduced  as  high  as  possible  into  the 
recUim,  while  the  external  fingers  are  passed  lo  and  fro  between  the 
cornu  of  the  uterus  and  the  tumor  in  a  direction  perpendicular  to  the 
course  of  the  pedicle*  Demonstration  of  the  pedicle  may  be  rendered 
easier  by  having  tlie  assistant  force  the  tumor  upward  (SchultzeJ,  and 
bring  down  with  the  external  hand  as  much  of  the  abdominal  wall  as 
possible,  so  as  to  press  the  hand  deep  down  into  the  abdomen  (Fig. 
157).  In  most  cases  demonstration  of  the  pedicle  serves  to  show^  at  the 
same  time  from  which  horn  of  the  uterus  it  originates,  and  thus  indicates 
which  side  the  tumor  belongs  to.  This  part  of  the  diagnosis  may  l>c 
confirmed  by  the  demonstration  of  a  sound   ovary  on  the  other  side 
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Po^-itivr.  rlf-rnon-trfitiori  of  a  pedicle  is  the  best  protection  against 
r|ia;£no-ti^-  rni-tjiker-.  In  s^-nilf.  atrophic  ca>t-s  I  have  sometimes  failed 
to   n-'o^nize    the    j^edide    on    account    of   the    tenuity   of  the  tissues. 
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Difficulties  arise  when  the  pedicle  is  so  short  that  the  hand  cannot 
be  introduced  between  the  uterus  and  the  tumor,  or  when  adhesion's 
connect  the  two,  or  the  tumor  has  developed  between  the  layers 
of  the  broad  ligament.  In  such  cases  an  attempt  should  be  made 
at  least  to  isolate  the  tumor  from  the  uterus  and  to  base  the  diagnosis 
on  the  general  characteristics  of  the  tumor,  particularly  its  shape 
and  consistency. 

The  differential  diagnosis  of  these  medium-sized  tumors  embraces 
a  larger  field  than  that  of  the  smaller  neoplasms  that  still  occupy  the 
pelvis,  because  tumors  of  individual  abdominal  organs  and  Differential 
of   the   abdominal   walls   must   also   be   considered.     The  Diagno«a. 

foundation  of  the  differential  diagnosis  in  every  instance  must  be  the 
demonstration  of  a  pedicle,  and  next  in  importance  are  the  properties 
of  the  tumors,  which  may  aid  in  arriving  at  a  decision. 

Differential    diagnosis    from    encapsulated     ascites    or 
peritoneal  exudate.     While  free  ascites  rarely  produces  sufficient 
tension  of  the  abdominal  walls  to  be  confounded  with  ovarian  tumors — 
and  in  any  case  only  with  very  large  ones — encapsulated 
ascites  may,  on  the  other  hand,  form  a  circumscribed  tumor  Peritoneal 

of  cystic  consistency.  In  peritoneal  diseases,  such  as 
chronic  inflammatory  conditions,  a  quantity  of  fluid  frequently  becomes 
encapsulated  between  the  intestinal  coils  and  the  anterior  abdominal 
wall.  These  collections  of  fluid  may  by  their  cystic  consistency 
resemble  an  ovarian  tumor,  such  as  a  multilocular  cyst,  which  may  be 
simulated  by  the  presence  of  metastatic  or  inflammatory  thickening  in 
the  neighborhood.  The  distinction  between  these  tumors  and  ovarian 
neoplasms  is  difficult  because,  owing  to  the  general  adhesions,  the 
uterus  cannot  well  be  isolated,  and  it  is  never  possible  to  feel  a  pedicle; 
on  the  other  hand,  their  shape  and  boundaries  are  often  quite  distinc- 
tive. In  ovarian  tumors,  even  when  they  are  thin,  solid,  and  sur- 
rounded by  adhesions,  it  can  be  determined  by  palpation  that  the 
tumor  is  bounded  by  its  own  wall;  whereas  encapsulated  exudates  do 
not  exhibit  a  round  contour  separating  them  from  the  intestines,  but 
instead  merge  gradually  with  the  surrounding  inflamed  and  thickened 
tissues.  The  shape  of  encapsulated  exudates  is  flat,  rarely  round  or 
oval,  and  there  is  not  much  protrusion  of  the  abdominal  wall.  Some- 
times the  demonstration  of  nodules  in  the  peritoneum,  or  of  collec- 
tions of  fluid  encapsulated  in  other  regions,  establishes  the  diagnosis  of 
peritonitis.  The  percussion  note  over  ovarian  tumors  is  distinctly 
dull,  while  encapsulated  exudates,  owing  to  the  adherent  coils  of 
intestine,  often  give  a  modified  tympanitic  note.  Occasionally  the 
diagnosis  of  ascites  may  be  made  by  the  symptoms  of  peritoneal 
disease  of  long  standing. 
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I  Case  25.     Mrs.  N.     Utenis  small  and   in  antevereion;    6  cm.     There  is  a  tumor 

!  extending  upward  two  fingers'  breadth  above  the  umbilicus  and  l)eyond  the  median  line  on 

'  both  sides ;   Ijelow  it  extends  into  the  pelvis  behind  the  uterus  ;   connection  with  the  uterus 

is  demonstrated  with  difficulty.    As  the  tumor  feels  smooth,  has  a  cystic  consistency,  and  is 
I  moderately  movable,  it  is  regarded  as  an  ovarian  ttunor.    At  the  operation  there  was  found 

underneath  the  omentum  and  between  the  coils  of  intestines  an  encapsulated   tuberculous 

ascites  with  miliary  nodules  on  the  adjacent  peritoneum. 

Tumors  of  the  abdominal  wall  are  apt  to  be  confused  with 
ovarian  tumors  only  when  the  latter  are  broadly  and  closely  adherent 
to  the  abdominal   wall.     The   most  important  conditions  to   be  con- 
sidered   are    exudates    in    the    retroperitoneal    connective 

Tumon*  of  the  ,  * 

Abdominal  tissuc  of  the  antcrfor  abdominal  wall,  and  filjromata  of  the 

Wall 

abdominal  walls;  both  usually  have  a  very  hard  consist- 
ency, which  distinguishes  them  from  cystic  ovarian  tumors.  Further- 
more, even  in  the  presence  of  firm  adhesions,  a  round  outline  is  always 
in  favor  of  an  ovarian  tumor,  whereas  exudates  are  more  flat  and  usually 
end  above  in  a  sharp  edge,  are  lost  below  in  the  pelvic  tissue,  and  have 
a  broad  surface  of  attachment  to  the  uterus.  A  lateral  position  is  more 
in  favor  of  exudates;  a  median  position,  of  ovarian  tumors;  even  when 
extensive  suppuration  has  destroyed  the  hard  consistency  of  the  exudate, 
the  absence  of  a  round  contour  is  against  a  tumor.     Fibromata  of  the 

abdominal  walls  originate  either  in  the  fascia  of  the  internal 

Fibromata  of  *^ 

the  Abdominal  obllquc  or  trausversalis  muscles,  particularly  at  the  crest  of 
the  ileum,  or  in  the  posterior  layer  of  the  sheath  of  the  rec- 
tus. Fibromata  originating  in  the  latter  situation  are  usually  so  small 
and  so  superficial  that  confusion  with  ovarian  tumors  is  hardly  conceiv- 
able; on  the  other  hand,  fibromata  of  the  internal  oblique  represent 
larger  tumors  which,  on  account  of  their  round  shape,  may  resemble  an 
ovarian  tumor — of  course,  owing  to  their  hard  consistency,  a  firm 
ovarian  tumor.  If  the  tumor  is  cystic,  it  is  i)robably  not  a  fibroma  of 
the  abdominal  walls,  even  if  the  situation  is  typical.  If  the  tumor  has 
grown  outward  and  forms  marked  prominences,  it  is  probably  a  tumor 
of  the  abdominal  wall ;  if  it  is  deeply  situated  and  develops  more  toward 
the  abdominal  cavity,  it  may  be  assumed  to  be  intra-abdominal.  Occa- 
sionally a  direct  connection  between  the  tumor  and  the  abdominal 
muscles  can  be  demonstrated  by  putting  the  abdominal  walls  on  the 
stretch  and  elevating  the  patient;  or,  if  the  abdominal  walls  are  flabby, 
it  may  be  i)0ssible  to  grasp  the  tumor  with  both  hands  from  behind. 
In  all  doubtful  cases  it  is  needless  to  say  that  the  demonstration  of  a 
peduncular  connection  with  the  uterus,  or  the  finding  of  two  normal 
ovaries,  is  conclusive. 

Omental  tumors  may  occasionally  be  confounded  with  ovarian 
tumors  if  they  extend  into  the  pelvis.  They  are,  however,  usually  flat, 
resembling  a  shield,  and  are  characterized  by  their  great  rotability  in 
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varimifi  directions.  In  one  case  Bcnckifier  was  able  to  rotate  an  omental 
tumor  so  far  upward  that  the  posterior  surface  could  be  felt.  According 
to  thia  author,  it  is  always  possible  in  cai^^es  of  omental  tumor  to  demon- 
strate a  process  going  to  the  spkcn.  The  absence  of  connection  with 
the  genitalia,  in  this  case  also,  is  against  an  ovarian  tumor* 

A  distended  bladder  may  ea*sily  be  mistaken  for  an  ovarian 
tumor  because  the  position,  shape,  contour  and  consistency  all  com- 
bine to  produce  a  resemblance.  The  bladder,  to  be  sure^  m  usually  much 
more  flabby,  but  it  may  become  quite  tense  if  it  i^  greatly  DiMrmion  of 
distended;  it  is  usually  somewhat  sensitive  to  strong  press-  Uieflkajpr. 
urc.  A  distended  bladder  is  not  as  freely  movable  as  a  pedunculated 
tumor,  because  when  the  organ  is  overfilled  most  of  it  is  extraperitoneal. 
An  error  in  diagnosis  is  usually  made  if  there  is  no  retention  of  urine, 
and  the  patient  has  dribbling  instead,  particularly  it  the  walls  of  the 
bladder  are  thickened  by  chronic  cystitis.  One  who  lacks  experience 
in  diagnosis  is  advised  to  use  the  catheter  in  all  doubtful  cases. 

Echinococcus  sacs  are  frequently  mistaken  for  ovarian 
tumors,  particularly  if  they  occupy  the  pelvis  and  grow  close  to  the 
uterus.  Their  simUarity  consists  in  the  fact  that  they  arc  also  distinctly 
round  and  fluctuating;  as  a  rule,  however,  they  are  much  EeiuuooomiB 
more  tense,  and  their  walls  are  thicker  than  those  of  ovarian  ^**' 

tumors;  they  also  exhibit  unusually  thick  adhesions  with  the  surround- 
ing tissues.  They  are  often  multiple,  and  in  that  ease  appear  in  a  situa- 
tion where  no  ovarian  tumors  could  be  present.  Other  points  in  favor 
of  echinococcus  sac  are  the  combination  with  tumors  of  the  liver,  a  very 
low  rate  of  growth  and  the  statement  that  an  operation  has  been 
"performed  at  some  previous  time  for  the  same  disease, 

Came  26*  Mra.  H.  The  iitenja  m  in  &iit*pciskion,  and  displaced  to  the  left  and 
forBiiirsl  hy  a  tensi*  tumor  the  mi&e  of  a  fist,  situttted  to  ti»e  right  and  hiehind  the  organ.  The 
tumor  t^n  be  diflerentiatfid  from  ibe  utCints  and  has  nmny  adhei^ionj  with  the  surrDunding  tis- 
Bties.  Although  the  tumor  gave  the  im  predion  of  an  ovarian  cyst  ^although  no  other  tiimurs  eould 
be  demons* mtf*d  in  the  abdomen,  a  diagnosis  of  pehinoeoceufl  was  made  tieeause  the  piirient 
hsuj  already  been  operated  on  twice  for  the  ^rne  diaeaae.   Operation  confirmed  the  dtagnosis^ 

The  differential  diagnosis  between  ovarian  tumor  and  preg- 
nancy represents  a  realm  of  extraordinarily  fruquent  <liagnostic  errors. 
The  number  of  cases  in  whicli  i\w  diagnosis  of  pregnancy  was  not  defi- 
nitely made  until  the  laparotomy  is  very  considerable. 
The  error  is  usually  duo,  in  the  fir^t  place,  to  the  patient's 
delusion  that  she  is  pregnant  because  of  the  increase  in  the  eisse  of  the 
abtiomen  and  supposed  fetal  movementjs*  The  physician,  being  un- 
certain in  his  mind,  acctipts  the  patient  s  theory,  mistakes  noduJc8  on 
the  tumor  for  fetal  parts,  and  thinks  he  hears  heart  sounds.  As  the 
uterui*  eauiiot  usually  be  outlined  by  bimanual  examination,  he  mm- 
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takes  the  entire  tumor  for  the  uterus.  If,  in  addition,  there  happens 
to  be  intermittent  or  irregular  menstruation.,  the  mistake  is  eren  more 
etksnly  made;  but  the  fundamental  cause  of  the  error  is  the  superficial 
examination  for  fetal  parts  and  heart  sounds.  During  the  first  half 
of  pregnancy,  when  the  fetal  sounds  are  absent,  mistakes  of  this 
kind  are  of  course  much  more  easily  pK)ssible.  They  occur  chiefly  in 
eases  with  a  markedly  anteflexed  gravid  uterus  in  the  fourth  or  fifth 
months,  simulating  an  ante-uterine,  roundish,  soft  and  cystic,  hence 
ovarian  tumor,  because  it  is  not  easy  to  decide  whether  the  vaginal 
portion,  which  is  displaced  far  backward,  merges  with  the  tumor  or 
with  the  uterus  which  lies  behind  the  tumor;  a  marked  softening  of  the 
lower  uterine  segment  b  responsible  for  this  mistake.  It  is  only  by 
examining  high  up  in  the  rectum,  or  passing  the  fingers  along  the 
lateral  wall  of  the  cervix  to  the  uterine  body,  that  it  is  possible 
to  confirm  or  exclude  junction  of  the  vaginal  portion  with  the  tumor. 
In  other  cases  it  is  an  intraligamentary  ovarian  tumor  with  a  broad 
attachment  to  the  uterus  that  simulates  uniform  enlargement  of  the 
organ  and,  owing  to  the  cystic  consistency,  suggests  the  tumor  of  preg- 
nancy. In  the  third  and  fourth  months  the  conditions  are  particularly 
favorable  for  such  a  mistake.  In  such  cases  it  is  not  always  safe  to 
assume  the  presence  of  a  tumor  alongside  of  the  uterus  if  the  vaginal 
portion  merges,  not  with  the  middle,  but  with  the  lateral  aspect,  as  this 
also  o<:curs  in  pregnancy  with  irregular  protuberances  of  the  body  and 
with  lateral  deviation.  The  difiference  in  the  consistency  between  the 
hard  uterus  and  the  cystic  intraligamentary  tumor  may  also  be 
observed  in  a  similar  manner  when  the  softening  of  the  pregnant  uterus 
is  irregular;  on  the  other  hand,  the  sign  of  mobility  of  the  uterus  on 
the  tumor  is  much  more  reliable.  If  the  two  ovaries  can  be  palpated, 
and  the  junctions  of  both  round  ligaments  with  the  tumor  are  demon- 
strable, pregnancy  is  of  course  definitely  established.  With  regard  to 
the  value  of  the  history  in  this  differential  diagnosis,  the  reader  is 
referred  to  what  has  been  said  under  the  head  of  pregnancy.  Keeping 
the  patient  under  observation  for  several  weeks  will  clear  up  any  doubt 
that  may  remain. 

During  the  second  half  of  pregnancy  confusion  with  ovarian 
tumors  is  possible  only  if  none  of  the  fetal  signs  are  available,  as, 
for  example,  in  the  case  of  a  dead  and  macerated  fetus,  and 
in  cases  of  hydramnion.  If  the  latter  has  caused  great  distention  in 
the  uterus,  the  consistency  may  be  distinctly  cystic,  and  if  the  junction 
of  the  vaginal  portion  with  the  uterus  cannot  be  demonstrated,  the  tumor 
is  very  apt  to  be  mistaken  for  an  ovarian  tumor.  The  best  way  to  guard 
against  confounding  these  two  conditions  is  by  examining  through  the 
vagina  or  through  the  rectum  and  demonstrating  a  connection  between 
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the  vaginal  portion  and  the  uterus,  or  the  absence  of  a  normal  uterus. 
The  thickness  of  the  wall  is  also  a  point  in  the  differential  diagnosis, 
inasmuch  as  even  in  the  most  extreme  degrees  of  distention  the  wall  of  a 
hydramniotic  uterus  is  still  considerably  thicker  than  that  of  an  ovarian 
tumor.  An  attempt  should  also  be  made  to  trace  the  course  of  the 
round  ligaments;  if  they  merge  with  the  tumor,  the  latter  is  the 
uterus.  In  the  same  way,  if  the  sacro-uterine  ligaments  are  lost  in  the 
tumor,  it  is  certainly  the  uterus.  A  distinct  uterine  bruit  is  in  favor  of 
pregnancy.  If  the  objective  signs  are  not  sufficient  to  yield  a  positive 
interpretation,  the  history  may  be  utilized. 


Fio.  158. —  RiOHT^iDED  Pabovarian  Ctbt.  P.-F.  H.  (Original.)  A  cyntic.  very  movabU  tumor 
the  mwe  of  a  child's  head.  The  right  tube  can  be  traced  far  up  on  tlie  tumor ;  within  the  pedicle  the  right 
ovary  can  be  plainly  palpated.     The  red  line  indicates  the  peritoneal  covering. 

Extra-uterine  pregnancy  is  more  likely  to  lead  to  confusion 
with  ovarian  tumor  than  intra-uterine,  because  the  uterus  can  be  dis- 
tinctly isolated  from  the  cystic  tumor;  or,  if  the  two  are  closely 
adherent,  the  tumor  at  least  forms  an  interruption  in  the  Extra-uterine 
contour  of  the  tumor  and  can  be  recognized  by  its  fundus.  Pregnancy. 

As  a  rule,  the  tumor  can  be  recognized  as  a  gestation-sac  by  the  fetal 
signs,  which  are  distinctly  perceptible;  in  ca.ses  of  fetal  death  or  intra- 
ligamentary  pregnancy  this  diagnosis  is,  however,  more  difficult.  In 
most  cases  the  signs  of  softening  will  at  once  sugge.st  pregnancy;  soft- 
ening persists  for  some  time  after  the  death  of  older  fetuses.  Changes 
in  the  breasts  are  rarely  wanting.  If,  in  addition,  it  is  borne  in  mind 
that  in  the  case  of  advanced  extra-uterine  pregnancy  the  history  always 
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contains  certain  characteristic  data  (amenorrhea,  signs  of  pregnancy,  dis- 
charge of  the  decidua),  there  will  be  no  lack  of  distinguishing  features. 

An  absolutely  positive  distinction  between  ovarian  tumor  and 
parovarian  cyst  is  possible  only  in  exceptional  cases.  Parova- 
rian cysts,  which  originate  in  the  canaliculi  of  the  epoophoron,  are 
Parovarian  usually  unilocular,  thin-walled,  flaccid,  with  clear,  serous 

Cysts.  contents.     The  cysts  are  always  intraligamentary  between 

the  tube  and  the  ovary;  the  tube  is  greatly  drawn  out  and  in  close  con- 
tact with  the  cyst,  while  the  ovary  can  occasionally  be  outlined  at  the 
base  or  in  the  pedicle  (Fig.  158).  They  grow  slowly  and  are  seen  most 
frequently  in  young  persons.  The  differential  diagnosis  is  based  chiefly 
on  feeling  the  ovary  alongside  of  the  cyst;  if  this  fails,  the  above 
mentioned  properties  may  be  utilized. 

For  the  differential  diagnosis  from  renal  tumors,  see  the  latter. 

3.  Larg^e  Tumors. 

Diag:nosis.  The  large  ovarian  tumors  represent  neoplasms  which 
distend  the  entire  abdomen;  they  lie  upon  the  pelvic  inlet,  extend 
up  to  or  underneath  the  arch  of  the  ribs,  on  either  side  to  the 
region  of  the  kidneys,  and  are  in  contact  with  the  liver,  spleen  and 
stomach.  They  are  usually  large  growths,  clinically  known  as  unilocu- 
lar cystadenomata.  In  these  tumors  also  the  diagnosis  depends  on  the 
demonstration  of  the  pedunculated  connection  with  one  horn  of  the 
uterus;  but,  owing  to  the  great  tension  of  the  abdominal  walls  and  the 
close  apposition  of  the  tumor  to  the  uterus,  it  is  usually  impossible  to 
carry  the  external  hand  down  far  enough  to  differentiate  the  tumor  and 
feel  the  pedicle.  On  the  other  hand,  the  diagnosis  is  practically  estab- 
lished if  it  is  possible  to  demonstrate  a  circumscribed  tumor  of  cystic 
consistency,  as  other  organs  rarely  give  rise  to  cysts  of  the  same  dimen- 
sions. The  tumor  itself  must  of  course  be  demonstrated  by  palpation, 
which  is  possible  if  some  parts  of  the  wall  are  firmer  than  others.  As  it 
is  often  difficult,  on  account  of  the  tension  of  the  abdominal  walls,  to 
feel  a  thin  cyst  wall,  percussion  must  be  resorted  to  more  frequently  in 
mapping  out  the  outlines  than  is  the  case  with  medium-sized  tumors.  In 
general,  it  may  be  said  that,  by  percussion,  we  determine  the  dulness  over 
the  tumor  and  the  normal  intestinal  sound  in  the  two  lumbar  regions. 

In  the  differential  diag^nosis  we  must  consider  first  of  all  the  con- 
ditions which  are  capable  of  producing  similar  large  tumors,  or  at 
least  of  simulating  such  tumors.  The  first  of  these  to  be  considered 
Differential  ^rc  thc  so-callcd  pscudotumoTs.  A  thick  pannic- 
Diagnosis.  ^j^g    adiposus,    brawuy    edema    of    the    abdominal    walls, 

severe  meteorism,  or  marked  bulging  of  the  abdomen  when  filled  with 
air — a  condition   which   hysterical  subjects   are   capable  of  producing 
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>y  artificial  lonlosis— may  shnulatc  a  large  tuiiior.  Percusyioii  h  often 
deeeptivL^  bcH!aui?p  it  h  iuipOMi^ible  to  brin;^  out  thn  intestinal  soMnd 
tlirough  the  thick  abilomiiial  walls*  Cont^iiirrnble  force  must  always 
bt^  us(hI  in  pereussing.  If  the  subciitanc^DUS  fat  is  well 
ilevi4npeil,  |)al{tnlinii  h  iiarticularly  likely  to  deeeive  the 
exaniiaer  when  the  fat  ceases  above  the  umbilical  region  in  a  marked 
bulging  of  the  abdomen  w  hioli  makes  it  appear  like  tlie  dome  of  a  tumor; 
in  most  cases  of  this  kind  it  is  impossible  to  determine  the  outline  of  a 
tumori  and  an  inereft.sed  tension  of  the  abdomen  is  all  that  can  be 
raaile  out*  In  all  doubtful  cases  there  is  no  Ix^tter  diagnostic  resaurce 
than  general  anesthesia^  when  the  absence  of  a  tumor  can  easily  be 
demonstratcHi  by  forcibly  depressing  the  abdominal  walls  in  palpation. 
Free  ascites  often  simulates  very  large  ovarian  cysts,  and  the 
distinction  between  the  two  conditions  may  be  fraught  with  various 
difficulties,  A  single  manipulation  of  the  abtlomen  may  suffice  to  make 
the  tliagnogis,  or  it  may  be  so  difficult  that  all  the  diagnostic 
means  at  our  command  are  inadequate  to  clear  up  the 
case.  I  have  seen  a  vc*ry  large  number  of  cases  in  which  a  positive 
diagnosis  was  only  made  at  the  operation.  The  diagnostic  methoils 
employed  for  distinguishing  between  these  two  conditions  are  as  follows: 
Inspection  in  eases  of  ascites  shows  a  fiat  abdomen 
diiitendeil  in  a  transverse  direction,  Ix^cause  in  the  horizontal  position 
the  fluid  collects  m  the  lundmr  regions,  which  usually  bulge,  and  the 
middle  of  the  abltnnen  becomes  distended  only  when  the 
accumulation  is  very  great.  Tumors,  on  the  other  hand, 
partirularly  the  movable  ovarian  cysts,  occupy  the  middle  of  the 
abdomen  and  cause  an  increase  in  the  sagittal  diameter,  while 
the  lumbar  region  is  only  moderately  enlarged  by  the  distended 
intestines.  Occasionally  a  shallow  constriction  may  be  made  out  be- 
tween  the  two  prominent  portions.  The  typical  shape  of  the  ascitic 
abdomen  retjuires  for  its  production  a  certain  softness  and  yielding 
cpiality  of  the  abdominal  walls,  and  is  therefore  most  distinctly  seen  in 
multipara*,  while  in  the  firmer  abdominal  walls  of  nulliparous  women  a 
transverse  distention  of  ihe  ablomen  is  much  less  tlistinctly  developed. 
In  the  presence  of  an  abdominal  tumor  the  conical  shape  of  the  abdo- 
men is  not  affected  by  a  change  of  position,  whereas  in  ascites  the 
protrusion  beeomt*s  greater  in  the  tlependent  pnrts»  and  tlie  more  suj>er- 
ficially  situated  portions  are  flattened.  Irregular  enlargements  of  the 
abdomen  indicate  a  protrusion  due  to  individual  portions  of  the  cystt 
In  free  ascites  the  shape  of  the  abdomen  is  uniform,  and  in  encapsulated 
ascites  the  affected  part  appeal^  more  prominent  than  the  rest  of  the 
body.  Sometimes  the  shape  of  the  costal  arch  may  be*  of  diaguostic 
value»  infismuch  as  the  cost^  border  becomes  everted  in  large  tumors 
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that  have  forced  their  way  into  the  lower  aperture  of  the  thoracic  cage, 
whereas  in  a^scites  the  shape  of  the  costal  arch  is  not  affected.  A  typical 
tumor  belly  is  shown  in  Rg.  159. 

The  differences  between  ovarian  tumors  and  ascites  obtained  by 
percussion  are  much  more  important.  Freely  movable  ascites  in 
the  recumbent  position  collects  in  Douglas'  space  and  in  the  lumbar 
region,  and  the  boundary  between  the  ascitib  dulness  and  the  tympanitic 
intestinal  sound  is  represented  by  a  horizontal  line,  which  in  moderate 
degrees  of  ascites  is  found  in  front,  above  the  symphysis,  and  in  the 
sides  approximately  in  the  anterior  axillary  line.  The  level  of  this 
boundary  line  rises  in  direct  proportion  with  the  quantity  of  ascitic 
fluid;  but  there  is  always  some  tympany  at  the  centre  of  the  abdomen 
because  the  intestines  float  in  the  ascitic  fluid  and  collect  at  this  point. 
When  the  quantity  of  ascitic  fluid  is  large,  the  zone  of  intestinal  tympany 
becomes  narrower  and  narrower,  but  until  the  end  there  remains  some 
tympany  at  the  umbilicus  and  above  the  umbilicus  toward  the  stomach; 
finally,  in  extreme  degrees  of  ascites  the  intestinal  tympany  disappears 
altogether  because  the  intestines  can  no  longer  reach  the  surface  of  the 
fluid.  The  time  of  the  occurrence  of  this  latter  phenomenon  will  depend 
on  the  length  of  the  mesentery.  In  chronic  peritonitis  with  adhesions 
in  the  mesentery  it  occurs  very  early,  and  the  percutory  signs  in  such  a 
case  may  be  similar  to  those  produced  by  a  tumor,  particularly  as  the 
intestinal  coils  in  the  lumbar  regions  are  prevented  by  the  contraction 
of  the  peritoneum  from  getting  out  of  the  way  of  the  ascites,  and  a 
tympanitic  intestinal  note  is  therefore  obtained  in  that  region.  In 
ovarian  tumors  the  relation  between  dulness  and  intestinal  tympany  is 
exactly  the  reverse.  The  movable  tumor  comes  in  contact  with  the 
abdominal  walls  near  the  middle  of  the  abdomen,  producing  a  dull  note 
at  that  point;  while  on  each  side,  in  the  lumbar  regions,  and  above, 
the  percussion  note  is  tympanitic.  The  larger  the  tumor,  the  greater 
the  extent  of  the  dulness;  while  the  zone  of  tympany  disappears  above 
and  finally  can  be  demonstrated  only  in  the  lumbar  regions.  In  order 
to  determine  the  boundaries  between  tympany  and  dulness,  which  is 
the  object  of  percussion,  we  begin  at  the  highest  point  of  the  abdomen, 
Ix^causc  at  that  point  we  are  most  certain  to  get  a  resonant  note  in 
aH(!ites  and  a  dull  note  in  the  case  of  a  tumor;  from  this  point  we  per- 
cuss downward  toward  the  symphysis,  and  on  each  side  well  into  the 
rcf^ions  of  the  kidneys,  using  very  little  force  and  marking  the  boundaries 
jis  they  are  obtained.  In  tyi)ical  cases  the  findings  are  so  clear  that 
percussion  alone  suffices  to  establish  the  diagnosis.  Deviations  from 
the  normal  fin< lings  are,  however,  (juite  freciuent.  Thus,  for  example, 
tympany  may  Ix*  found  in  the  lumbar  regions,  even  in  the  presence  of 
ascites,  eithcT  b(»cause  the  intestines  are  very  much  distended  with  gas 
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and  push  the  fluid  to  one  Bide,  or  because  the  ascitic  fluid  cannot  make 
its  way  into  the  lundmr  reginiis  on  aeeounl  of  adhesitnLS  betwi^en  the 
intestinal  coils  anti  the  abtlominal  wall,  a.s,  for  fxaniph^  in  careinonia- 
tous  or  tuberculous  peritonitis;  on  the  other  hand,  tynipany  may  be 
absent  in  the  lumbar  regions,  even  in  the  presence  of  large  tumors,  if 
the  coils  of  inte.^tine  contain  no  air.  If  the  diagnosis  remains  in  doubt 
for  any  one  of  these  reasons,  percussion  should  be  repeated  after  a 
few  days  and  after  the  administration  of  a  laxative.  At  the  highest 
point  of  the  abdomen  abnormal  conditions  are  less  frequently  encoun- 
tered, except  possibly  when  the  intestines  lie  in  front  of  the  turaor  or 
gas  has  developed  in  the  tumor,  as  in  the  ease  of  necrotic  dermoid 
tumors.  The  characteristic  sign  of  free  ascites  is  the  change  in  the  line 
of  tympany  or  dulness  which  accompanies  a  change  in  the  position  of 
the  patient;  since  the  freely  movable  fJuitl  always  goes  to  the  dependent 
parts  and  the  intestines  tend  to  rise^  the  percussion  note  over  the  upper 
side  of  the  abdomen  becomes  resonant  when  the  patient  is  placed  in  the 
lateral  position,  while  in  the  lower  half  the  line  of  dulness  extends 
higher  up,  but  the  boundary  always  forms  a  horizontal  line.  This  sign 
is  always  present  unless  the  aBcites  is  not  freely  movable,  or  the  intes- 
tines contain  no  air.  The  change  in  the  line  of  dulness  may  also  be 
determined  by  examining  the  patient  first  in  the  recumbent,  and  then 
in  the  erect  position.  Tumors  usually  do  not  alter  their  position  at  all, 
and  the  percussion  boundary  remains  the  same. 

Special  difficulties  are  encountered  in  the  interpretation  of  the 
percutory  signs  in  the  case  of  myxoid  tumors  which  have  rup- 
tured and  discharged  myxomatous  fluid  into  the  abdominal  cavity, 
a  complication  which  is  quite  frequent  on  account  of  the  thinness 
of  the  Walls  of  these  tumors.  In  such  eases  we  get  the  dulne.ss 
of  a  large  tumor  situated  in  the  median  line  and,  in  addition,  dulness 
in  one  or  both  lumbar  regions,  which  is  due  to  the  fluid  accumulated 
in  these  localities.  As,  owing  to  its  viscosity,  the  fluid  does  not  seek 
a  lower  level  with  the  change  of  position,  tiie  dulness  is  not  movable* 
I  have  found  the  explanation  for  abdominal  percutory  finding*?  in  this 
condition  in  a  great  number  of  eases^  and  confusion  with  ascites  is  all 
the  moru  apt  to  occur  because  the  tumors  are  soft  ami  cannot  readily 
be  palpated. 

A  verj'  important  sign  of  aacites  is  the  difference  observed 
in  the  pereusHion  sound  when  superficial,  and  when  deep  percussion 
is  maile.  With  tumors  of  certain  dimensions  the  note  olitained 
will  always  be  didl,  irrespective  of  the  force  used  in  percussing, 
or  whether  deep  or  superficial  pi*reussion  is  i'nq)lnyetl,  because  the 
percussion  wave  cannot  pass  through  the  fluid;  ot^casioiuilly  a  slight 
admixture  of  intestinal  tympany   may  be  encountered  at  the  margin 
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of  the  tumor.  In  ascites  the  note  will  be  dull  if  light  superficial  percus- 
sion is  used;  whereas,  if  the  pleximeter  finger  is  pushed  well  into  the 
abdomen,  the  ascitic  fluid  is  pushed  aside  and  intestinal  tympany  is 
obtaincfl.  In  the  case  of  freely  movable  ascites,  this  is  probably  the 
most  reliable  percutorj'  sign,  but  I  have  known  it  to  fail  when  the  coils 
of  intestine  were  deep  in  the  abdomen  and  the  mesenten'  was  shrunken. 

In  suitable  cases  palpation  may  be  the  simplest  method  of 
making  the  differential  diagnosis.  Cysts  with  tense  walls  can  sometimes 
be  grasped  in  both  hands  and  their  boundaries  easily  determined, 
particularly  in  the  lumbar  regions;  whereas  freely  movable  ascites  offers 
no  resistance  whatever  to  the  palpating  fingers  and  escapes  in  all  direc- 
tions. Occasionally  a  certain  tenseness  of  the  abdominal  walls  may  be 
produced  by  the  extreme  distention  of  the  abdomen  which  takes  place  in 
very  high  degrees  of  ascites ;  fluctuation  is  quite  often  a  very  reliable 
sign.  It  is  elicited  by  applying  one  hand  to  the  abdominal  wall  on  one 
side,  and  gently  tapping  the  opposite  wall  with  the  finger-tips  of  the 
other  hand.  In  ascites  a  fluctuation  wave  is  produced  by  the  slightest 
impact  of  the  fingers  and  sets  up  vibrations  over  the  entire  abdomen; 
the  sign  can  n(»ver  be  elicited  in  the  case  of  tumors  with  tense  walls; 
only  in  thin-wallcHl  flabby  cysts  a  wave  may  occasionally  be  produced. 
A  kind  of  pseudofluctuation,  due  to  agitation  of  the  abdomen  as  a 
whole,  sometimes  occurs  when  the  abdominal  walls  are  very  flabby. 
In  suitable  cases  the  dififerential  diagnosis  between  ascites  and  cyst 
can  be  made  by  noting  how  far  the  fluctuation-wave  extends  into  the 
region  of  the  kidneys;  if  one  hand  is  i)laced  on  the  abdomen  in  that 
region,  th(»  wave  in  ascites  may  often  be  felt  running  as  far  as  the  ver- 
tebral column,  while  in  tumors  it  comes  to  an  end  much  sooner.  If 
hard  portions  are  Mi  in  the  periphery  of  an  area  which  is  distinctly 
r(\sistant  to  palpation,  they  probably  correspond  to  the  parts  of  a  tumor; 
whereas  in  ascites  metastases  are  usually  more  diffuse,  often  much  more 
movables,  and  generally  confined  to  the  region  of  the  omentum.  A 
distinct  creaking  leather  sound,  which  is  produced  by  a  displacement 
of  the  colloid  material  within  the  tumor,  is  also  regarded  as  a  sign 
of  a  colloid  tumor. 

The  differential  diagnosis  between  ascites  and  cysts  with 
very  thin  and  flabby  walls,  is  particularly  difficult  both  in  the 
case  of  parovarian  or  ovarian  cysts  with  partly  absorbed  contents, 
and  of  cysts  during  the  puerperium.  In  the  first  place,  owing  to  the 
absence  of  internal  pressure,  the  tumors  in  the  recumbent  position 
collapse  and  become  so  flat  that  the  shape  of  the  abdomen  is  the  same 
as  in  ascites;  or  they  sink  to  the  deepest  portion  of  the  abdomen  when 
the  position  of  the  i)atient  is  changed,  so  that  a  change  of  note  is  pro- 
duced as  in  the  case  of  ascites.    Another  difficulty  is  that  the  wall  is 
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hard  to  palpate,  and  on  tapping  with  ihe  fingers  a  distinet  fluctuation- 
wave  is  prmluctHL  Mistakes  are  very  often  madn  in  differentiating 
between  these  two  conditions. 

If  careful  percussion  and  palpation  are  employed,  and  particularly 
if  reimated  examinations  are  re^ortetl  to,  very  few  cai^e^  will  be  found 
in  which  the  differential  diagnogiij  between  ascites  and  cystH  cannot 
be  niadcv  In  doubtfuJ  cases,  exploratory  puncture  may  be 
eniphij' ed.  After  carefully  ilisinfeeting  the  abdominal  walls,  the  sterilized 
point  of  an  aspirator  is  introduced  at  a  point  on  the  abdomen  where 
flulness  has  been  positively  demonstrated.  If  nothing  is  obtained 
through  a  moderately  large  canula,  the  condition  is  probably  an  ovarian 
tumor  with  colloidal  contents;  if  fluid  is  obtainetl,  a  positive  diagnosis 
may  in  some  cases  be  made  by  examining  the  fluid.  A  tlilck,  tenacious, 
colloidal  consistency,  w^ith  a  brownish-green  color  and  a  high  specific 
gravity  of  1020  to  1040,  is  in  favor  of  ovarian  tumor;  whereas  in 
ascites  the  material  is  pale  yellow,  greenish,  red  nr  brown,  from  the 
admixture  of  blooil,  anti  the  speciiie  gravity  between  1010  and  1015. 
As  a  rule  ascitic  fluid  is  very  thin,  but  in  the  presence  of  gelatinous 
carcinoma  it  may  have  a  thick,  viscous  consistency.  Chemical  and 
microscopical  examinations  rarely  yield  any  positive  results.  The  pres- 
ence of  pscudomucin,  and  fretjuently  also  of  rholesterin,  and  epitheiialp 
usually  cylindrical  eellij,  is  in  favor  of  ovarian  cyst;  while  in  ascites 
leucocytes  and  a  large  percentage  of  albumin  should  be  present.  If 
the  contents  of  the  tumor  escape  into  the  abdominal  cavity,  these  signs 
arc  obscured.  Exploratory  puncture  is  now  rarely  employed  by  expert 
diagnosticians. 

For  the  differential  diagnosis  between  encapsulated  ascites 
and  ovarian  tumors  see  page  307. 

When  ovarian  tumors  are  complicated  by  the  presence  of 
ascites  the  diagnostic  difficulties  arc  increased,  because  percussion 
yields  a  combination  of  the  percutory  signs  characteristic  of  both  con- 
ditions; the  intestinal  tympany  persists  longest  in  a  ^one 
under  the  costal  arch  on  both  sides.  The  most  reliable  v««*i«  wuh 
results  are  usually  obtained  by  changing  the  patient's  ""^""'  ""*""- 
position,  because  the  sound  becomes  resonant  in  the  upper  Hank.  If 
the  tumor  is  larger  than  tlie  ascitic  collection^  it  is  often  impossible  to 
demonstrate  the  presence  of  the  latter;  if  fluid  collects  between  the 
individual  portions  of  the  tumor  and  the  abdominal  wall,  circumscribed 
areas  with  very  distinct  fluctuation  are  obtained.  Extraordinary 
mobility— so-called  dancing  of  the  tumor  — points  to  eomplieation 
with  ascites;  on  the  other  hand,  if  the  mass  of  the  ascitic  fluid  is  greater 
than  that  of  the  tumors,  the  latter  are  nmcli  less  conspicuous.  Even 
under  anesthesia  it  is  often  difficult  to  demonstrate  a  tumor  and  to 
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make  out  its  outlines,  consistency,  and  the  pedicle  connecting  it  with 
the  uterus.  The  very  important  diagnosis  of  small  papillomata  or 
fibrosarcomata  of  the  ovary  is  exceedingly  diflScult  in  the  presence  of  a 
marked  degree  of  ascites.  If  there  is  reason  to  suspect  that  such  tumors 
are  the  cause  of  the  ascites,  the  fluid  should  be  drawn  off  through  a 
puncture,  when  the  tumors  will  be  recognized  with  great  ease  in  the 
completely  emptied  abdomen  with  its  flabby  abdominal  walls.     I  do 


Liver 


Flu.  100.— l*ANCKi:ATir  (Tvht  faftor  Sitzcnfrey).     The  cyst  lies  l)etween  the  colon  and  the  stomach  in  con- 
tnt't  with  tho  ulxloiniiiul  wall,  having  caused  extreme  dintention  of  the  ga-ttrocolic  ligament. 


not  consider  exploratory  laparotomy  permissible  in  cases  of  this  kind 
unless  there  is  reason  to  expect  that  there  will  be  tumors  to  remove, 
because*  the  danger  of  infection  is  greater  in  carcinomatous  patients 
than  under  ordinary  circumstances,  and  the  i)atients  are  already  so 
weak  that  they  do  not  get  on  their  feet  again  after  the  laparotomy. 

In  i)ancreatic  cysts  the  seat  of  th(»  tumor  is  the  most  char- 
acteristic f(»ature.  It  develops  under  the  left  costal  arch  and  grows 
from  above  downward;  as  the  tumor  increases  in  size  the  stomach  and 
liver   are   displaced    upward,    while   the   gastrocolic   ligament   becomes 
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greatly  strelchod  and  thf^  transverjHP  colon  is  crrnvdrd  downward.  Only 
very  large  cysU  extend  as  far  as  the  genitalia*  Tlie  eoni^i^tenry  of  tlio 
tumor  18  Ui^ually  everywhere  distinctly  cystic.  Pancreatic  cyst  may 
bc^   mistaken   for  an   ovarian   tumor  situated   high  u|)  in  Ptnerwtio 

the  abdomen,  or,  on  account  of  the  diminished  mobility,  *^'**" 

for  an  adherent  ovariiin  tumor.  The  patient's  statement  that  the  cyst 
grew  from  above  downward  is  against  ovarian  tumor,  bb  m  also  the 
circumstance  that  the  greatest  ]>roniinencc  is  alwayi^  found  at  the 
umbilicus,  in  the  neighborhood  of  the  pancreas:.  The  surest  way  to 
exclude  ovarian  tumor  is  by  determining  the  boundary  of  the  genital 
organs  by  bimanual  examination.  Ex- 
ploratory puncture,  which  is  recom- 
mended by  some  authors,  ami  which  is 
said  to  yjekl  panercatie  ferments  Ihat 
can  be  definitely  identified  by  chemical 
analysis,  is  not  always  reliable  ami  uiay 
be  dangerous  on  aeroimt  of  posi^ible 
injury  to  the  stomach,  which  ib  situated 
above  the  cyst. 

Retroperitoneal  and  m  e s  e  n  - 
teric  tumors  are  often  mistaken 
for  ovarian  tumors  if  tlicy  cause  great 
ilistention  of  the  abilomen  and  extend 
as  far  down  as  the  pelvic  iidet.  Under 
these  circumstances  also  the  ovarian 
tumor  could  always  be  excluded  with- 
out any  difficulty  if  both  ovaries  were 
palpable  and  any  connection  between 
the  tumor  ami  the  uterus  could  be 
excluded;  but  that  is  not  always  pos- 
sible* The  consistency  is  of  no  value 
either,  because  pure  cysts  may  have  their  origin  in  retroperitoneal  and 
mesenteric  organs,  and  because  retroperitoneal  myxoma  and  sarcoma^ 
owing  to  their  softness,  may  siumlate  cysLs* 

The  relations  between  the  tumor  and  the  intestine  are  characteristic 
in  many  cases.  Whereas  freely  movable  ovarian  tumors  push  the  intes- 
tines ai*ide  and  are  surrounded  by  tympany,  retroperitoneal  anil  mesenteric 
tumors  often  |msh  the  intestinal  coils  in  front  of  them  against  the  abdom- 
inal wall,  and  the  note  at  the  highest  point  of  the  tumor  is  tympanitic. 

Splenic  tumor»  may  also  be  mistaken  for  ovarian  cyi*ts  if 
they  grow  into  the  pelvic  inlet,  and  (larticularly  if  they  are  the  seat 
of  cystic  degeneration  (echinococcus).  If  the  latter  is  nut  the  ca»e, 
the  peculiar  parenchymatous  consistency  alone  is  indicative  of  a  splenic 
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Splenic  Tumore. 


tumor,  and  it  may  further  be  recognized  by  its  oblique  position  and 
the  fact  that  it  disappears  under  the  costal  arch.  If  a  floating  spleen 
is  produced,  the  position  of  the  tumor  may,  of  course,  be  materially 
altered.  For  example,  I  once  saw  a  large  splenic  tumor 
placed  transversely  across  the  pelvic  inlet,  leaving  the  splenic 
region  proper  entirely  free.  As  a  rule,  notches  are  felt  on  the  inner  and 
upper  margin  of  the  splenic  tumors  extending  several  centimeters  into 
the  mass  (Fig.  162).    Echinococcus  cysts  of  the  spleen  are  large  cystic 

tumors  without  the  above 
splenic  characteristics, 
but  as  a  rule  they  also 
disappear  under  the  left 
costal  arch.  It  is  almost 
needless  to  say  that  in 
this  condition  also  an 
attempt  should  be  made 
to  find  the  ovaries  by 
bimanual  palpation  and 
to  exclude  any  connection 
between  the  tumor  and 
the  uterus.  All  splenic 
tumors  are  characterized 
by  their  position  under 
the  left  costal  arch,  or  at 
least  by  the  fact  that 
they    can     be     replaced 

I  \   1   /  I      *^^^   ^^^^    region. 

j  I  Tumorsofthe 

\  f      liver    are     occasionally 

taken  for  ovarian  tumors 
if  they  extend  to  the  pel- 
vic inlet;  or  they  may  be 
mistaken  for  ovarian  tumors  that  have  become  fixed  in  the  region  of  the 
liver  by  the  formation  of  adhesions  during  pregnancy  or  the  puerperium. 
Uniform  enlargement  of  the  liver  is  most  easily  recognized  by  the  pecu- 
TmnorMof  Har  parenchymatous  consistency,  by  the  well  defined  lower 

the  Liver.  hopatic    border,   and    the    cliaracteristic    direction    of    the 

tumor  obli(iuely  upward  against  the  xiphoid  process,  as  well  as  by  the  notch 
for  the  cjall-hladdiT.  In  addition,  all  tumors  of  the  liver  are  more  or  less 
distinctly  movable  with  respiration.  The  mistake  of  diagnosing  an  ovarian 
tumor  is  most  apt  to  he  made  in  the  case  of  enlargement  of  one  lobe,  sepa- 
rated from  the  liver  by  a  constriction  (Schniirleber) ;  large  hepatic  tumors; 
and   especially  echinococcus   cysts.     Every  effort  should  be   made  to 


Fio.  102. — Large  Splevip   Titmor   Showing   Distinct  Nottres 
r.-F.    J4.    (Original.) 
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establish  a  connection  between  the  tumor  and  the  genitalia  or  the 
liver.  Often  the  character  of  the  mobility  is  in  itself  distinctive,  since 
pedunculated  tumors  of  the  liver  are  readily  pushed  upward  and  resist 
any  attempt  at  downward  displacement,  whereas  ovarian  tumors 
move  upward  with  difficulty  but  can  easily  be  displaced  downward.  A 
positive  diagnosis  can  be  made  only  by  finding  a  broad  or  cord-like 
connection  with  the  liver  or  a  pedunculated  attachment  to  the  uterus. 
Ovarian  tumors  of  medium  and  excessive  size  may,  of  course,  also 
be  confounded  with  subserous  myomata,  although  the  points 
of  difference  which  have  been  explained  in  connection  with  the  differ- 
ential diagnosis  of  smaller  tumors  (see 
page  301)  apply  to  this  variety  also. 
It  should  nevertheless  be  mentioned 
that  cystic  degeneration  is  more  frequent 
in  large  myomata,  and  certain  portions 
of  the  tumor  may,  therefore,  greatly 
resemble  an  ovarian  tumor;  that,  more- 
over, even  in  the  case  of  multilocular 
cysts  the  consistency  may  be  cjuite  as 
firm  as  that  of  myoma.  Xevertheh\«s, 
the  difference  in  consistency,  as  well  as 
the  connection  with  the  uterus  by  means 
of  a  pedicle,  is  an  important  diagnostic 
point.  The  diagnosis  of  a  large  myoma 
may  be  rendered  very  much  easier  if 
the  uterine  cavity  is  elongated,  although 
it  must  be  remembered  that  in  the 
presence  of  myomata  the  sound  very 
freijuently  fails  to  reach  the  fundus,  and  the  measurement  obtained 
may  therefore  be  deceptive.  Large  fibromata  in  the  pelvic  connective 
tissue  are  particularly  apt  to  be  mistaken  for  ovarian  tumors,  partic- 
ularly if  they  have  a  thin  pedicle  and  the  consistency  is 
soft.  Interstitial  soft  myomata  may  also  give  rise  to 
error  if  the  junction  between  the  cervix  and  the  uterine  body  cannot 
bo  positively  recognized  and  it  is  therefore  impossible  to  demonstrate 
that  the  tumor  is  of  uterine  origin.  If  the  junction  of  the  folds  of 
Douglas  with  the  tumor  can  be  definitely  felt  through  the  rectum, 
it  is  a  decisive  sign   in   favor  of   myoma   (S(41heim). 


Fio.  1A3. — TmoR  of  the  Rir.irr  Ix>be  op 
THK  LivbR.  P.-F.  »(..  (Original.)  Above 
the  tumor  is  the  fcall-bladder ;  the  genitalia 
can  be  distinctly  outlined. 


Myomata. 


Dia8:nosis  of  Certain  Complications. 

The  clinical  picture  of  a  simple  ovarian  tumor  is  very  much  changed 
when  complications  develop.  Such  an  occurrence  is  significant  in  va- 
rious respects.    In  the  first  place,  an  originally  benign  cyst  may  undergo 
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malignant  degeneration  and  destroy  the  patient's  life;  or  the  prognosis 
of  an  operation  may  be  greatly  influenced  by  the  intraligamentary 
development  of  the  tumor,  or  the  presence  of  extensive  adhesions, 
twisting  of  the  pedicle,  rupture  of  a  large  cyst;  or  suppuration  of  a 
tumor  may  convert  a  simple  cyst  into  the  cause  of  a  serious  and  often  fatal 
disease.  Hence  the  physician  must  learn  to  recognize  these  complications, 
and  he  is  in  need  of  guidance  for  this  puspose,  as  the  above  described 
diagnostic  signs  require  emendation  in  several  important  respects. 

Dias^nosis    of    Intraligamentary   Seat    of   the   Tumor.      The   pecu- 
liar characteristics  of  this  form  are  more  pronounced  when  the  tumor 

is  entirely  situated  between  the  two 
layers  of  the  broad  ligament  and  grows 
toward  the  uterus.  If,  on  the  other 
hand,  it  is  situated  in  the  lateral  por- 
tion of  the  broad  ligament  it  may  have 
the  characteristics  of  a  pedunculated 
tumor,  the  pedicle  being  formed  by  the 
free  portion  of  the  broad  ligament, 
which  becomes  greatly  distended.  Paro- 
varian cysts,  in  spite  of  the  fact  that 
they  are  often  entirely  intra-Iigamen- 
tary,  frequently  possess  a  long-drawn- 
out  pedicle  of  this  kind,  which  per- 
mits a  considerable  degree  of  mobil- 
ity and  may  even  become  twisted. 
Intraligamentary  ovarian  tumors  all 
exhibit  a  certain  degree  of  immobility 
because  they  are  fixed  to  the  pelvic 
floor  by  the  investing  layer  of  the  broad 
ligament.  Sometimes  the  immobility 
is  only  slight  because  the  peritoneum  is  yielding.  The  degree  of  mobility 
is  determined  by  attempting  to  move  the  tumor  from  above  downward 
in  bimanual  palpation;  the  tumor  will  be  found  to  be  movable  up  to 
a  certain  limit,  which  is  determined  by  the  attachment  of 
the  infundibulo-pelvic  ligament  to  the  pelvic  wall,  but  it 
can  never  be  entirely  pushed  back  out  of  the  (false)  pelvis. 
It  is  true  that  incarcerated  and  adherent  tumors  are  also 
Incarceration  is,  of  course,  to  be  assumed  only  if  the 
size  of  the  tumor  is  greater  than  the  width  of  the  pelvis.  In  the 
case  of  adherent  tumors  the  fixation  is  usually  much  more  complete 
and  can  be  directly  felt  to  be  due  to  adherent  bands  or  exudates  at  the 
base  of  the  tumor,  while  intraligamentary  tumors  are  surrounded  by 
soft,  readily  movable  tissue.    AVhen  the  base  of  the  tumor  only  is  within 


Fio.  164. — Bilateral  Intraligamentart 
Papillary  Ovarian  Tumor.  P.-F.  %, 
(Original.)  The  tumor  on  the  right  side  is  situ- 
ated deep  within  the  true  parametrium,  that  on 
the  left,  &bove,  in  the  broad  ligament.  Both 
are  so  united  with  the  uterus  that  the  fundus 
cannot  be  outlined  ;  only  the  cervix  and  a 
piece  of  the  body  are  palpable.  Sound,  7  cm. 
Both  tumors  exhibit  papillary  excrescences 
('trees'). 


Diagnosis  of 
Intraligainen 
tary  seat  of 
the  Tumor. 


immovable. 
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the  broad  ligament  it  often  forraii  a  fixed  point  around  which  the  dome 
'  of  the  tuiTior  ean  be  moved.  The  relation  of  the  tumor  to  the  uterus  is 
very  important  for  determining  whether  it  is  intraligamentary;  but 
great  differences  of  course  exist  in  this  respect  also,  depending  on  the 
proximity  of  the  tumor  to  the  uterus*  In  many  caseg  it  lie8  so  close  to 
the  organ  that  the  two  are  only  separated  l>y  a  ^liallow  conatrit'tion, 
or  the  fundui?  only  can  barely  be  differentiated,  Tlie  uterus  may  be 
[attenuated  antl  tlrawn  out  lengthwise  by  the  close  apposition  of  the 
tumor,  to  such  an  extent  that  iti^  presence  can  only  be  dprnoiistratiHt 
with  a  sound;  or  the  tumor  may  encroach  on  the  uterine  muscle  so  that 
it  seemB  to  originatf?  in  the  uterine  w*alL  In  other  cases  again,  when  the 
broart  ligament  is  not  entirely  unfr^lded,  anfi  there  is  a  considerable  inter- 
val between  the  uterus  an«l  the  tuniar,  it  is  not  possible  to  demonstrate 
the  connection  between  the  two,  and  both  masses  can  easily  be  moved 
one  against  the  other.  The  characteristic  sign  in  all  cases  of  this  kind 
is  that  the  tumor  is  actually  connecttnl  with  thi^  lateral  aspect  of  the 
uterus.  Even  this  sign  is  less  distinct  if  the  nietiian  portion  of  the 
broad  ligament  is  Free,  as  in  that  case  the  uterus  may  be  tlisplaeed  so 
far  forward  or  backward  that  the  tumor  appears  to  be  either  in  front 
of  or  behind  the  organ;  but  by  bringing  the  two  together  the  connec- 
tion between  them  can  be  plainly  demonstrated.  The  anterior  surface 
lof  the  uterus  usually  forms  a  continuous  contour  with  tlie  anterior 
surface  of  the  tumor  covered  with  broad  ligament,  while  the  posterior 
layer  is  greatly  displaceii  upward  by  the  growth  of  the  tumor*  The 
latter  then  takes  up  its  position  at  the  posterior  surface  of  the  uterus, 
where  it  is  not  covered  with  peritoneum,  and  gives  the  impression  of  a 
retro-uterine  tumor.  Separation  with  upwartl  displaecment  of  the 
anterior  layer  is  much  more  rare,  ahhougli  it  is  oceasionally  observed, 
particularly  in  the  case  of  papillary  tumors  which  grow*  around  the 
bladder  into  the  preperitoneal  excavation  of  Retzius,  Occasionally  an 
intraligamentary  tumor  grows  far  down  into  the  pelvis  if  it  penetrates 
into  the  base  of  the  pelvis — the  true  parametrium.  Such  tumors  are 
deeply  placed  on  the  floor  of  the  pel  via  anti  have  a  situation  similar  to 
that  of  pedunculated  tumors  lying  tleeiJ  <lown  in  Douglas*  space.  If 
they  are  situated  more  in  the  true  broad  ligament  they  project  far  above 
the  pelvic  irdet.  Displacement  of  the  uterus,  especially  if  the  dis- 
placement is  exartly  to  one  side,  is  a  conspicuous  sign  of  intraligamen- 
tary tumor.  Ketro-uterine  or  laterally  situatetl  pedunculated  tumors 
which  are  prevented  from  growing  upward  by  incarceration  or  by  adhe- 
ejons  also  displace  the  uterus  in  order  to  gain  room  for  their  growth* 
but  the  disi)lacement  is  usually  only  to  one  side  and  forward.  Bilateral 
intraligamentary  tumors  often  force  the  uterus  comjdetely  out  of  the 
pf*lvis;    occasionally  one  tumor  is  found  high  up,  and  the  other  low 
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down  alongside  of  the  uterus.  Palpation  of  the  adnexa  maj'  also  assist 
in  determining  the  seat  of  an  intraligamentary  tumor  if  the  long-drawn- 
out  tube  is  found  in  elose  apposition  with  the  tumor  and  the  round 
ligament  passes  obliquely  over  the  anterior  surface  to  the  internal 
ring.  A  sign  which  is  absolutely  reliable  in  the  diflferential  diagnosis 
between  an  intraligamentary  tumor  and  one  situated  deep  down  in 
Douglas*  space  is  the  direction  of  the  folds  of  Douglas;  but,  unfortu- 
nately, they  cannot  always  be  felt.  If  the  fold  is  felt  in  front  of 
the  tumor,  the  latter  occupies  Douglas'  space  (Fig.  165);  w^hereas  in 
the  case  of  intraligamentary  tumors  the  fold  is  pushed  backward  and 
toward  the  median  line  (Fig.  IGli).  Large  intraperitoneal  cysts  cause 
stretching  of  the  corresponding  fold  of  Douglas  so  that  the  intermediate 
portion  escapes  palpation,  while  the  two  extremities  arc  distinctly  felt 
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Figs.  ir>o  and  100. — RlHAVIOK  of  TIIK   FolI>R  ok   I)0Lc:LAS   with   RkTRO-I'TF.RIVE  and  with   iNTRALIQAaiEN- 

TARY  OvARiAX  TrMoR:?.     'j-     » Uiugraiumatic. )     lOripinal.) 

and  th(»  fold  as  a  whole  can  be  i)ullo(l  away  from  the  tumor.  In 
the  cas(^  of  intraligauK^ntary  tumors  growing  in  close  apposition  with 
Douglas'  fold,  the  latter  is  often  completely  flattened  so  that  it  can 
not  bo  picked  up  (Sellh(»im). 

The  dias^nosis  of  adhesions  i)resents  few  difficulties  if  the  tiimor 
occupies  the  ju'lvis.  Their  presence*  is  at  once  indicated  by  the  fact  that 
th(»  tumor  cannot  he  replaced,  unless  this  is  ilue  to  incarceration  or  to 
an  intraligamentary  i)osition  of  the  growth;  as  a  rule,  the  short  bands 
of  adhesions,  which  are  very  sensitive  to  pressure,  are 
.\^n!;""nHr^  Mi  at  the  base.  If  tlie  tumor  occupies  the  false  pelvis,  it 
must  be  determined  whether  i)arietal  adhesions  are  present. 
These  are  most  easily  recognized  by  innnoliility  of  the  tumor.  Whereas 
a  tumor,  unless  it  be  very  large,  can  easily  be  moved  from  right  to  left 
and,  if  the  j)()sition  of  the  i)ediele  does  not  interfere,  from  above  down- 
ward, the  mobility  is  entirely  abolished  in  the  ])resence  of  diflfuse  parietal 
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adhesions  and  the  tumor  lies  in  close  contact  with  the  abdominal  walls. 
It  is  true  that  great  tension  of  the  abdominal  walls  may  occasionally 
interfere  with  the  mobility  of  a  large  tumor  to  such  a  degree  that  it 
appears  to  be  adherent.  Partial  adhesion  to  the  anterior  abdominal 
walls  is  often  recognized  by  forcibly  displacing  the  tumor,  as  this  is 
accompanied  by  retraction  of  the  abdominal  wall  at  the  corresponding 
point.  Local  pain  on  pressure  or  a  peritonitic  friction-sound  suggests 
adhesions  from  recent  peritonitis.  Intestinal  adhesions  may  be  sus- 
pected if  the  tumor  is  broadly  adherent  to  the  anterior  abdominal 
wall;  their  presence  is  assured  only  if  a  soft,  ribbon-like  resistance  is 
commonly  felt  in  certain  definite  regions,  and  gurgling  noises  are 
elicited  in  the  supposed  situation  of  the  adhesions.  Adhesions  with 
the  omentum,  the  liver,  and  the  spleen  cannot  as  a  rule  be  recognized 
with  certainty. 

The  diagnosis  of  torsion  can  be  made  by  directly  palpating  the 
twisted  pedicle  only  in  exceptional  cases.  Sometimes  the  pedicle 
appears  to  be  unusually  thick  and  short,  or  constriction  can  be  felt  on  the 
surface,  or,  as  in  especially  favorable  cases,  it  may  be  n  •  f 
possible  to  feel  individual  twists.     As  a  rule,  twisting  of  Torsion  of 

fu  r    1        •  •        1  1         U        -^  •  the  Pedicle. 

the  pedicle  is  recognized  only  by  its  conseciuences;  m 
very  rare  cases  there  is  complete  absence  of  all  symptoms,  and  the 
operator  is  surprised  to  find  a  twisted  pedicle.  In  some  cases  the  only 
symptom  is  pain,  which  rapidly  increases  and  subsides  again,  particu- 
larly at  the  menstrual  period;  but  the  most  important  sign  of  torsion 
is  found  in  sudden  attacks  of  acute  pain  often  following  a  slight  trauma- 
tism (raising  the  patient,  turning  over  in  bed),  and  associated  with 
nausea  and  vomiting.  The  pain  disappears  in  a  short  time,  to  recur 
repeatedly  if  new  adhesions  are  formed  after  the  attack.  Usually, 
but  not  always,  general  peritonitis  develops  with  moderate  fever,  ra[)id 
pulse,  and  meteorism;  during  the  acute  stage  the  tumor  cannot  be 
distinctly  felt  on  account  of  the  great  meteorism.  When  the  abdomen 
collapses,  the  outlines  of  the  tumor  gradually  stand  out  and  become 
more  and  more  distinct  as  the  inflammation  subsides.  If  a  peritonitis 
develops  before  the  presence  of  a  tumor  has  been  suspected,  the  diag- 
nosis may  remain  in  doubt  for  a  long  time;  on  the  other  hand,  if  diffuse 
inflammation  develops  in  a  case  in  which  ovarian  tumor  has  been  posi- 
tively demonstrated,  the  most  fre(|uent  cause  is  torsion  of  the  pedicle. 
The  condition  may  be  suspected  in  the  presence  of  general  adhesions 
with  the  intestines,  the  abdominal  walls  and  the  uterus,  which  have 
resulted  from  a  diffuse  peritonitis.  Torsion  is  most  frecjuent  in  the 
case  of  medium-sized  tumors. 

Rupture  of  an  ovarian  tumor  is  a  not  infrequent  accident,  par- 
ticularly in  the  case  of  thin-walled,  myxomatous  cystadenomata.    The 
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nigns  of  rupture  are  produced  by  the  escape  of  fluid  into  the  abdominal 

cavity  and  vary  according  as  the  fluid  escapes  slowly  or  rapidly  in  large 

masses,  and  according  as  the  contents  are  serous,  colloidal,  myxomatous, 

or  purulent.     The  escape  of  small  quantities  of  serous  or 

Rupture  of  ^  •    i     i  n  i 

an  Ovarian  myxomatous  material  hardly  makes  any  impression;  the 
escape  of  larger  masses  is  usually  the  cause  of  sudden  and 
violent  pain,  often  accompanied  by  vomiting  and  followed  by  symp- 
toms of  i)eritonitis,  moderate  in  degree,  as  in  the  case  of  torsion, 
and  without  the  character  of  septic  phenomena.  Sudden  death 
sometimes  follow^s  rupture  of  an  ovarian  tumor  before  a  peritonitis 
can  develop.  The  escape  of  purulent  contents  may  lead  to  a  rapidly 
fatal  septic  peritonitis.  Large  myxomatous  masses  remain  in  the 
abdominal  cavity  because  they  cannot  be  absorbed  and  form  a  thick 
envelope  around  all  the  abdominal  organs.  As  a  rule,  the  condition 
is  not  attended  by  any  clinical  symptoms  or  inflammatory  reaction. 
The  development  of  peritoneal  symptoms  is  accompanied  by  objective 
changes  in  the  tumor,  which  either  disappears  altogether  or  is  much 
reduced  in  size  and  collapsed. 

Suppuration  of  an  ovarian  tumor,   most  frequently  from  infection 

with  streptococci,  typhus  bacilli  or  bacterium  coli,  may  be  suspected 

if  the  patient  has  been  exposed  to  an  infection  (puerperium,  typhoid 

fever),   and  a  protracted  febrile  condition  develops,   with 

Suppuration  .  /  x  ^  x     / 

of  an  Ovarian      iiicrcasing  loss  of  Strength  for  which  no  other  cause  can  be 

Tumor.  .  .  •     r    i         •    i 

found.  The  tumor  is  not  necessarily  painful,  either  spon- 
taneously or  on  i)ressure,  so  long  as  the  serous  coat  is  not  infected. 
If  symptoms  of  peritoneal  reaction  develop,  the  mystery  is  solved, 
and  the  long-sought-for  cause  of  the  fever  is  found.  The  fever  is 
accompanied  by  a  high  degree  of  leucocytosis. 

Pregnancy,  which  as  a  rule  occurs  only  with  small  or  medium-sized 
tumors,  endangers  the  woman's  life  in  a  variety  of  ways  through  mechan- 
ical interference  with  parturition,  rupture  and  torsion  of  the  pedicle, 

and  suppuration  during  the  puerperium.  It  is,  there- 
pregnancy.  -         .  .        , 

fore,  important  to  recognize  the  occurrence  of  pregnancy, 

because  it  usually  rec^uires  immediate  removal  of  the  tumor.  During 
the  early  months  the  diagnosis  may  be  difTicult  if  the  tumor  interferes 
with  pali)ation  of  the  uterus;  if  the  tumor  and  the  uterus  are  of  approx- 
imately the  same  size  and  occupy  the  abdomen,  the  suspicion  of  bilateral 
tumor  may  be  at  first  entertained,  until  the  characteristic  properties  of 
one  of  the  tumors  and  its  junction  with  the  vaginal  portion  identify  it 
as  a  gravid  uterus.  The  recognition  of  a  tumor  alongside  of  a  large 
gravid  uterus  during  tlie  later  months  may  be  difficult  if  the  tumor 
which  usually  rises  witli  tlie  uterus,  sinks  into  the  lumbar  region  where 
it  cannot  be  pa]i)at(Ml;    or,  on  the  other  hand,  if  the  tumor  lies  close  to 
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the  uteruH.  Under  the^e  eircumf^tances  the  points  to  be  esperially 
noted  an*:  the  dii^tinetly  cvt^tic  eonsistency  of  the  ovarian  tumor  and 
the  thiekness  of  the  wall.  An  attempt  niu^i  be  made  also  to  demon- 
strate a  liivision  between  the  two  masses,  even  if  it  is  no  more  than  a 
distinet  furrow;  if  the  uterus  and  the  eyst  become  so  large  that  tliere  is 
not  room  for  both  in  the  abdominal  cavity,  delimitation  may  be  very 
difficult,  as  shown  by  the  following  ease. 

Cask  27.     Mf».  H.  preitents  hermit  on  the  19th  of  January,  1S94,  on  awoiint  nf  a 

great  itif-rco^ic  In  tlte  siao  of  I  he  aMonK-n;  circumference  at  the  rvavel,  122  cm.  A  lurgc  tumor 
fills  the  e»tim  ^hdotiwu,  dull  on  pereuptsion;  infest inal  tynipnny  w  elicited  in  tjoth  bitnlwM" 
regions;  niassivt?  Huettjiitinn  over  the  entin>  ttinior.  The  vagitml  piirliors  appears  s<jniei^h;it 
ioflf  und  ilB  junt.iHjn  with  the*  lumor  i^  to  the  rigtit  of  Ote  median  hne;  in  the  riji^ht  anterior 
viiginal  viitilt  a  feiaX  head  k  indistinctly  feh ;  to  the  right  above,  imder  the  arch  of  tjie  nim, 
unothi^r  large  fctnl  part.  1  wna,  therefore,  conipcUcd  to  aasiinTc  a  pregimnry,  ahliongh  the 
distinct  (^uH nation,  the  tUifi  walls  of  tin?  tumor,  and  tlit?  distinct  palpation  of  fetal  parl^  on 
ific  right  eide  did  not  tally  with  the  diagnosLjof  hydratnnion.  As  the  conibinatiuti  of  ovarian 
tumor  and  prqpiancy  did  not  eteeni  to  me  probable  tiepanse  it  was  imjKjssible  to  Jenaiivstrate 
any  ftirrow  or  divjiiion  lictween  the  pregnant  nteniAj  and  the  tumor,  I  considered  a  twin  preg- 
nancy with  a  single  hydrauunon  as  ihe  nuist  likely  explanation,  in  spite  of  the  fact  that  the 
uterine  wall  on  the  left  side  appeared  to  be  too  thm*  The  kat  tnenstnmtion  had  occurreil 
»t  til©  end  of  May,  I89.'i;  on  the  first  of  March,  the  woman  waa  djelivered  spoutaneously  and, 
after  the  birth  of  the  child,  a  birge,  flabby,  thin-walled  titmor  remained  behind.  The  utenui 
had  been  en>tiedded  in  t he  right  wall  of  the  tumor,  in  whieb  it  had  formed  a  deep  depression, 
eo  that  tlie  two  represented  a  single  timior*  At  the  operation,  which  was  performed  later,  a 
parovarian  tunior  was  found. 

Small  tumors  occupying  the  true  pelvis  are  not  easily  recognized  as 
ovarian  tumors  beraupe  the  tension  of  the  tumor  wall  k  so  great  that 
they  are  mistaken  for  myoniata,  particularly  as,  owing  to  their  close 
apposition  to  the  uterus,  it  is  difficult  to  make  out  a  separation,  or  to 
palpate  the  pedicle;  quite  often  a  positive  diagnosis  can  be  made  only 
untie r  ehloroform  anesthesia.  Diagnostic  errors,  which  are  not  rare, 
usually  consist  in  overlooking  pregnancy  during  the  early  nionthsj  and 
the  tumor  during  the  later  months  of  gestation. 

The  diagnosis  of  malignancy  is  of  vital  imi)ortanee  because  it  necPS' 
sitatcB  immediate  removal  of  the  tumor.  In  certain  respects  the  tumors 
themselve-s  may  arouBe  a  suspicion  of  malignancy  by  certain  ea^^ily 
m^^^^^f  recognized  peculiaritiei?,  for  which  the  reader  is  referred 
MaHgamncy.  ^^  ^j^^  desi"nj)tion  of  the  palpatory  peculiarities  of  carci- 
noma, sarcoma,  endothelioma  and  teratoma  in  another  part  of  the 
book.  In  addition,  we  have  a  number  of  other  peculiarities  and  devia- 
tiom*  from  the  clinical  pictures*  of  a  simple  tumor  which,  when  taken 
together  with  the  palpatory  findings,  uj^ually  make  a  positive  diagnot^is 
of  malignancy  possibU^.  For  inHtaiice,  malignancy  may  be  fiuspected 
in  the  case  of  bilateral  tumora  of  approximately  etjual  size,  and  when  a 
tumor  develop??  |}artially  within  the  broad  ligament.  Ascites  is  regu* 
larly  found  with  fixalignant  tumors  and  i^  tlierefnrc  alway,H  8Uspieioui*; 
but  it  i©  not  a  positive  sign  of  malignancy.     Moderate  quant itie*?  of 
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ascitic  fluid  are  found  with  glandular  cysts,  and  ascites  in  large  quanti- 
ties may  be  present  with  fibromata  and  fibrosarcomata,  and  particu- 
larly with  papillomata  as  soon  as  the  papillae  reach  the  surface.  The  age 
is  of  little  value  in  the  diagnosis  of  malignancy.  Malignant  tumors 
may  occur  in  young  individuals  and,  on  the  other  hand,  advanced  age 
is  not  incompatible  with  the  presence  of  benign  tumors.  Marasmus 
and  cachexia  are  also  possible  accompaniments  of  large  benign  tumors; 
but  if  the  tumor  is  small,  they  are  suspicious  factors.  Edema  of  the 
legs  developing  early  in  the  presence  of  a  small  tumor  I  regard  as  one 
of  the  most  positive  signs  of  malignancy.  It  follows,  therefore,  that 
the  diagnosis  is  not  absolutely  certain  so  long  as  the  carcinoma  is  con- 
fined to  the  tumor;  it  becomes  positive  only  when  the  malignant  pro- 
cess has  spread  to  the  surrounding  structures,  as  malignant  tumors 
form  a  broad  and  massive  attachment  to  their  surroundings  and  become 
absolutely  and  immovably  fixed.  By  dissemination  of  the  carcinoma 
metastases  are  formed  on  the  floor  of  Douglas'  space  and  on  the  pelvic 
peritoneum,  appearing  either  as  solitary  nodules  or  as  coherent  brawny 
masses.  In  combined  examination  through  the  rectum  and  vagina 
these  nodules  can  usually  be  separated  from  the  main  tumor,  and  by 
moving  the  hands  up  and  down  a  rubbing,  crunching  sound — so-called 
'snowball  crunching' — is  produced.  Similar  sensations  are  felt  in  the 
presence  of  hemorrhages  in  Douglas'  space,  tuberculous  nodules  on 
the  peritoneum,  and  papillary  excrescences  on  the  surface  of  ovarian 
tumors,  and  the  distinction  from  carcinomatous  metastases  is  made  by 
the  fact  that  in  the  latter  case  the  crunching  sound  is  nmch  coarser 
and  more  intense.  From  the  hilus  of  the  ovary  carcinomatous  masses 
make  th(Mr  way  into  the  pedicle,  and  hence  into  the  broad  ligament 
and  parametrium,  where  they  produce  solitary  nodules,  or  more  fre- 
(juently  a  coherent,  cartilaginous  thickening.  In  this  way  the  base  of 
the  tumor  becomes  surrounded  by  irregular  noilular  masses.  If  nodular 
tumors  are  found  in  the  upper  portions  of  the  abdomen,  especially  in  the 
region  of  the  omentum  and  transverse  colon,  they  are  to  be  regarded  as 
metastases  and  indicate  malignancy;  they  must  not,  however,  be  mistaken 
for  scybalous  masses  or  a  crumi)led,  contracted  omentum,  such  as  we  find 
in  tuberculous  peritonitis.  In  many  cases  the  true  nature  of  the  tumor  will 
be  revealed  only  by  inspection  at  the  operation.  As  ovarian  carcinoma  is 
usually  metastatic,  a  search  should  be  made  for  a  primary  carcinoma  in 
the  abdomen,  which  is  usually  found  in  the  stomach  or  in  the  intestine. 

Dias^nosis  of  the   Variety   of  the  Ovarian   Tumor. 

After  the  diagnosis  of  ovarian  tumor  has  been  definitely  estab- 
lished, the  physician,  whether  he  be  a  general  j)ractitioner  or  a  specialist, 
should  try  to  determine  to  what  variety  the  neoplasm  belongs,  as  both 
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prognosis  ntul  treattuent  (le|}en*!  on  the  JeeiHioii  of  this  question,  In  the 
nuuii  it  may  be  sukl  Uiat  tliii^  i^  not  tliffinilt  in  the  majority  of  tumoffi.  In 
a  fpw  caspf*»  however,  even  the  specialist  will  be  unaljle  to  make  the  tJiag- 
nosis  elinicaily,  anti  the  cla^^sifieation  of  the  tumor  nmst  be  left  to  the 
pathologist.    The  following  points  are  available  in  making  the  diagnosis. 

1 ,   F  o 1 1  i  e  u  1  a  r    e  y  s?  t  ^ ,   a.^   a   inile,   are   of   about   t h(?  niiiimjimr 

size   of    a    fist;    they   are    usually   unilocular,    have    thin,  *^'** 

moderately  tense  wally,  and  the  contents  are  pale  and  serous;  the 
cynts  are  usually  unilateral,  show  little  tendency  to  form  adhe:<ions 
and,  if  favorably  situated,  rarely  produce  symptoms  (Fig.  1B7). 

A  sub  variety  of  follicular  cyst  is  found  in  certain  cystic  tumors  f*f 
the  ovaries  which  develop  on  an  inflammatory  foundation*  These 
*  inflammatory  cysts'  result  from  retention  in  one  or 
several  follicles,  occurring  with  inflammatory  pro- 
cesses in  the  adnexa,  ami  are  therefore  found  a&iso- 
ciatcd  with  tubal  diseases,  adherent  |>eritoneal  cysts. 
and  parametritic  cnnditionB  of  various  kinds.  They 
are  usually  bilateral  and  adherent  to  adjoining  struc- 
tures, and  the  contents  an*  serous.  If  a  communi- 
cation is  established  between  an  inflammatory  cyst 
and  a  coincident  hydrosalpinx,  there  results  a  tubo- 
ovarian  cyst,  a  combination  of  a  moderately  large  ova- 
rian cyst  with  a  dilated  tube,  the  abfiominal  extrenuty 
of  which  u^^ually  forms  the  connection  with  the  ovary* 

These  inflammatory  cysts  can  be  recognized 
elinieally  by  the  symptoms  of  inflammation,  the 
irregular  shape  of  the  tumor,  and  the  many  adhesions 
with  surrounding  structun?s,  Tubo-ovarian  cysts,  which  randy  exceed 
the  hea*!  of  a  ehihl  in  size,  can  sometimes  be  recognized  by  their  peculiar 
shape^iike  that  of  a  retort — which  is  proituced  by  the  reflection  of  the 
dilated  tube  in  the  spheroidal  ovarian  portion  of  the  tumor  (Fig-  lti8), 

2-  Corpus  luteum  cysts,  which  are  usually  not  larger  than 
the  fist,  have  thick  wall (5  but  otherwise  are  not  characterized  by  any 
special  peculiarities  (Fig,  169). 

3.  Simple  serous  cysta  (cystoma  serosum  simplex)  are  uni- 
locular, thin-walled  tuumrs,  or,  rarely,  made  up  of  two  or  three  cavities 
jilaced  side  by  side.  The  contents  are  fluid;  clinically  they  differ  very 
little  froni  follicular  cysts  except  that  they  attain  a  muidi  larger  sige, 

4,  Proliferating  glandular  cyst  (cystadenoma  pseudo- 
mucinosum)  is  the  commom^st  clinical  variety  of  ovarian  tumor,  and 
may  be  of  any  sixe.  In  the  simplest  eases  it  is  approximately  spherical, 
and  this  sliape  is  retaint^l  when  a  large  cyst  predominates  in  the  tunnjr; 
the  shape  becomes  irregular  by  the  development  of  several  cysts  on  the 
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ascitic  fluid  are  found  with  glandular  cysts,  and  ascites  in  large  quanti- 
ties may  be  present  with  fibromata  and  fibrosarcomata,  and  particu- 
larly with  papillomata  as  soon  as  the  papilhe  reach  the  surface.  The  age 
is  of  little  value  in  the  diagnosis  of  malignancy.  Malignant  tumors 
may  occur  in  young  individuals  and,  on  the  other  hand,  advanced  age 
is  not  incompatible  with  the  presence  of  benign  tumors.  Marasmus 
and  cachexia  are  also  [)ossible  accompaniments  of  large  benign  tumors; 
but  if  the  tumor  is  small,  they  are  suspicious  factors.  Edema  of  the 
legs  developing  early  in  the  presence  of  a  small  tumor  I  regard  as  one 
of  the  most  positive  signs  of  malignancy.  It  follows,  therefore,  that 
the  diagnosis  is  not  absolutely  certain  so  long  as  the  carcinoma  is  con- 
fined to  the  tumor;  it  becomes  positive  only  when  the  malignant  pro- 
cess has  spread  to  the  surrounding  structures,  as  malignant  tumors 
form  a  broad  and  massive  attachment  to  their  surroundings  and  become 
absolutely  and  immovably  fixed.  By  dissemination  of  the  carcinoma 
metastases  are  formed  on  the  floor  of  Douglas'  space  and  on  the  pelvic 
peritoneum,  appearing  either  as  solitary  nodules  or  as  coherent  brawny 
masses.  In  combined  examination  through  the  rectum  and  vagina 
these  nodules  can  usually  be  separated  from  the  main  tumor,  and  by 
moving  the  hands  up  and  down  a  rubbing,  crunching  sound— so-called 
'snowball  crunching'— is  produced.  Similar  sensations  arc  felt  in  the 
^  presence  of  hemorrhages    in    Douglas'  space,  tuberculous    nodules  on 

j]  the  peritoneum,  and  papillary  (excrescences  on  the  surface  of  ovarian 

I  tumors,  and  the  distinction  from  carcinomatous  metastases  is  made  by 

the  fact  that  in  the  latter  case  the  crunching  sound  is  much  coarser 
and  mon*  intense.  From  the  hilus  of  the  ovary  carcinomatous  masses 
make  thrir  way  into  the  pedicle,  and  hencc^  into  the  broad  ligament 
and  parametrium,  where  they  produce  solitary  nodules,  or  mort^  fre- 
(juently  a  coherent,  cartilaginous  thickening.  In  this  way  the  base  of 
th(»  tumor  becomes  surrounded  by  irreguhir  nodular  masses.  If  nodular 
tumors  are  fimnd  in  the  upper  portions  of  the  abdomen,  especially  in  the 
region  of  the  omentum  and  transverse  colon,  they  are  to  be  regarded  as 
metastas(»s  and  indicate  malignancy;  they  must  not,  however, be  mistaken 
for  scybalous  nuisses  or  a  crumpled,  contracted  omentum,  such  as  we  find 
in  tuberculous  peritonitis.  In  numy  cases  the  true  nature  of  the  tumor  will 
be  revealed  only  by  insi)ection  at  the  ()i)erati()n.  As  ovarian  carcinoma  is 
usually  metastatic,  a  search  should  be  made  for  a  primary  carcinoma  in 
the  abdomen,  which  is  usually  found  in  the  stomach  or  in  the  intestine. 

i 

\  Diagnosis  of  the   Variety   of  the  Ovarian   Tumor. 

.  After  th(»  dia<::nosis  of  ovarian   tumor  has   been   definitely  estab- 

!  lished.  the  physician,  whether  he  be  a  <]jeneral  practitioner  or  a  specialf"^' 

!  should  try  to  determine  to  what  variety  the  neoplasm  belongs,  as  " 

k 
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prognosis  and  treatment  depend  on  the  decision  of  this  question.  In  the 
main  it  may  be  said  that  this  is  not  difficult  in  the  majority  of  tumors.  In 
a  few  cases,  however,  even  the  specialist  will  be  unable  to  make  the  diag- 
nosis clinically,  and  the  classification  of  the  tumor  must  be  left  to  the 
pathologist.    The  following  points  are  available  in  making  the  diagnosis. 

1.  Follicular  cysts,  as  a  rule,  are  of  about  the  Follicular 
size  of  a  fist;  they  are  usually  unilocular,  have  thin,  ^^**'* 
moderately  tense  walls,  and  the  contents  are  pale  and  serous;  the 
cysts  are  usually  unilateral,  show  little  tendency  to  form  adhesions 
and,  if  favorably  situated,  rarely  produce  symptoms  (Fig.  167). 

A  subvariety  of  follicular  cyst  is  found  in  certain  cystic  tumors  of 
the  ovaries  which  develop  on  an  inflammatory  foundation.  These 
*  inflammatory  cysts'  result  from  retention  in  one  or 
several  follicles,  occurring  with  inflammatory  pro- 
cesses in  the  adnexa,  and  are  therefore  found  asso- 
ciated with  tubal  diseases,  adherent  peritoneal  cysts, 
and  parametritic  conditions  of  various  kinds.  They 
are  usually  bilateral  and  adherent  to  adjoining  struc- 
tures, and  the  contents  are  serous.  If  a  communi- 
cation is  established  between  an  inflammatory  cyst 
and  a  coincident  hydrosalpinx,  there  results  a  tubo- 
ovarian  cyst,  a  combination  of  a  moderately  large  ova- 
rian cyst  with  a  dilated  tube,  the  abdominal  extremity 
of  which  usually  forms  the  connection  with  the  ovary. 

These  inflammatory  cysts  can  be  recognized 
clinically  by  the  symptoms  of  inflammation,  the 
irregular  shape  of  the  tumor,  and  the  many  adhesions 
with  surrounding  structures.  Tubo-ovarian  cysts,  which  rarely  exceed 
the  head  of  a  child  in  size,  can  sometimes  be  recognized  by  their  peculiar 
shape — like  that  of  a  retort — which  is  produced  by  the  reflection  of  the 
dilated  tube  in  the  spheroidal  ovarian  portion  of  the  tumor  (Fig.  168). 

2.  Corpus  luteum  cysts,  which  are  usually  not  larger  than 
the  fist,  have  thick  walls  but  otherwise  are  not  characterized  by  any 
special  peculiarities  (Fig.  169). 

3.  Simple  serous  cysts  (cystoma  serosum  simplex)  are  uni- 
locular, thin-walled  tumors,  or,  rarely,  made  up  of  two  or  three  cavities 

luid;  clinically  they  difi'er  very 
ihey  attain  a  much  larger  size. 

yst      (cystadenoma     pseudo- 

ariety  of  ovarian  tumor,  and 
it  is  approximately  spherical, 

Bt  predominates  in  the  tumor; 

•pment  of  several  cysts  on  the 


Fio.  167. — Follicu- 
lar Cybt  of  the  Ovart. 
(Specimen  from  the 
KrI.  l*niven»itat«-Frau- 
enklinik  in  KOniKsberg.) 
H.  (Original.)  To  the 
right  of  the  cyst,  Home 
remains  of  ovarian  tissue. 
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'                 little  from  foUituM 
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outer  surface  of  the  main  tumor,  in  which  case  numerous  constrictions 

and  divisions  arc  found.     When  the  tumor  consists  chiefly  of  one  large 

cyst,  the  surface  is  smooth;  but  when  several  cysts  project  from  the 

tumor  it  becomes  nodular.     The  consistency  of  the  tumor 

Cystoma 

Gianduiare  dcpcuds  ou  the  sizc   of  the  cysts;    small   tumors   usually 

have  a  solid  feel;  large  tumors  are  distinctly  cystic  and 
present  separate  areas  of  fluctuation  when  there  are  several  larger 
cysts,  or  continuous  fluctuation  when  the  tumor  consists  of  a  single 
large  cavity.  Multilocular  cysts  with  small  cavities  are  sometimes 
absolutely   hard   and   without   fluctuation   anywhere.     In   most  large, 


Fio.  108. — TuBO-ovARiAN  Cybt  (after  Martin). 

distinctly  cystic  tumors  hard  areas  are  found  in  the  wall  which  corre- 
spond to  parts  that  have  not  yet  undergone  cystic  degeneration.  The 
mobility  in  the  case  of  pedunculated  ovarian  tumors  is  quite  great, 
unless  it  is  interfered  with  by  tension  of  the  abdominal  walls  or  by 
adhesions.  Large  tumors  usually  form  adhesions,  most  frequently 
with  the  omentum,  intestines,  or  abdominal  wall;  rarely  with  the  uterus 
and  pelvic  organs.  Cystadcnomata  are  often  unilateral  and  usually 
pedunculated;  ascites  is  rare  and  when  it  is  present,  the  quantity  of 
fluid  is  small  (Fig.  170). 

5.  Proliferating  papillary  cystoma  (cystadenoma  sero- 
sum,  papillary  cystoma — Pfannenstiel)  rarely  exceeds  the  size  of  a 
man's  head.  Most  of  the  tumors  are  about  as  large  as  a  child's  head; 
the  shape  is  rarely  absolutely  round,  the  surface  is  nodular  or  bosse- 
lated,  and  often  covered  with  distinctly  palpable  papillary  excrescences. 
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Qtnte  often  the  consistency  is  tint  rtrognized  as  cystic  becaui^tt*  the 
ravitii^s  are  siiiall  anti  filled  with  i>a|>iUary  mas.st^s.  In  the  great  majority 
of  caiirs  these  tunuirs  are  bilateraK  or  at  lea^t  one  of  the  tumors  is 
generally  intraligarnentary:    but   they   arc   rarely  entirely  ^  ^^^^^^^ 

within   the   broad   ligament.      As  a  rule   the   base  only  m  eatuiiiire 

intralij;anientary»  while  the  periphery  is  free.  Adhesions 
with  adjacent  organs  ancl  with  the  pelvic  peritoneum  are  very  fre- 
quent: hence  absolute  mobility  is  rare.  Peritoneal  metastases  arc 
very  often  found  in  advanced  eases,  [>artieularly  in  Douglat**  space. 
Ascites  occurs  early »  especially  when  the  surface  is  covered  with 
papilhe;  the  quantity  of  fluid  is  usually  abundant.  Superficial 
papilloma  represents 
a  dii^tinet  papillary  tree 
on  a  normal  ovary;  it 
is  usually  bilateral  and 
early  causes  ascites 
(Fig.   171). 

6,  Primary  ear- 
cinomata  in  the  main 
have  the  same  shape  as 
the  ovary ;  if  they  increase 
in  size,  the  surface  be- 
comes irregular  from  pro- 
truding nodes  and  cysta* 
Small  tumors  are  hard; 
larger  tumors  are  cystic 
in  placet*  because  soften- 
ing processes  not  infre- 
quently take  place  in  the 
interior  of  the  tumor  I  Fig*  172).  The  pedicle  is  usually  shorty  and 
often  inserts  in  a  hilus  of  the  tumor*  (For  other  clinical  peculiarities 
see  page  327)*  If  a  careinoma  develops  secondarily  in  a  cystadenoma^ 
the  characteristics  of  the  latter  remain  unchanged  so  long  as  the 
carcinoma  is  confined  to  the  interior  of  the  tumor* 

7*  Dermoid  tumors  rarely  exceed  in  sixe  a  man's  head;  most 
frequently  they  range  between  the  size  of  a  hen's  egg  and  tiiat  of  a 
child *s  head;  they  are  approximately  rouml  or  oval,  and  frequently 
have  the  i^hape  of  a  liiseuit  with  a  suggestion  of  a  division. 
The  contents  consist  of  fluid,  fat,  hair  and  teeth^  growing 
out  of  the  epidermoid  inner  wall;  the  wall  of  the  tumor  not  rarely 
contains  pieces  of  bone,  which  can  be  t>lainly  felt  if  the  tumor  is  in  a 
favorable  situation*  Dermoid  cysts  of  moderate  sisec  often  give  the 
Impresffion  of  a  hard,  solid  tumor  becaui^  the  wall  h  usually  thick  and 
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8.  Teratomata  are  composed  of  varioui?^  embryonal  organs 
(leriveil  from  tlio  IhnM^  germinal  layers.  They  roprpsent  tumors  ex<'(H*rI- 
ing  in  sht'  a  man's  hi^ad,  are  often  observed  in  youthful  individuals, 
and  grow  rapidly.  The  eonsintoncy  is  firm,  often  hanl; 
the  bone,  which  is  a  frequent  constituent  of  the  tumor, 
may  be  exeeedingly  hard;  the  surfaee  is  smooth  and  sometimes  nodu- 
lar; the  tumors  are  usually  connected  with  the  uterus  by  a  pedicle. 
If  the  tumor  is  mahgnant,  which  is  not  always  the  case,  ascites  and 
metastases  develop.  A  elinieal  diagnosis  is  rarely  possible:  if  abundant 
masses  of  bone  are  present  it  may  be  possible  with  tlie  aid  of  radiography, 

9»  Ovarian  fibromata  are  approxi- 
mately round  or  oval,  verj^  hard,  with  a  smooth, 
slightly  lobulated  surface,  and  generally  uni- 
lateral. They  may  be  larger  than  a  man's  head, 
early  lead  to  ascites,  and  frequently  contain 
cysts  in  their  interior  (Fig.  174). 

10*  Sarcoma  occurs  in  two  distinct  clin- 
ical and  pathological  forms: 

Fibrosarcoma  (spindle'cell  sarcoma ) 
may  be  twice  as  large  as  a  man's  head,  lobulated 
and  hard.  The  tumors  are  usually  bilateral 
and  produce  ascites^  benign,  do  not  lead  to 
metastasis,  anil  do  not  recur  (Fig.  17.>). 

liound^cell  sarcomata  are  soft,  medul- 
lary tumors  with  a  fairly  smooth  surface;  they 
are  usually  unilateral,  and  often  give  rise  to 
ascites.  They  sometimes  attain  a  consider- 
able size.  The  ni*oplasm  early  lireaks  through 
the  surface  and  causes  infection  of  adjacent 
structures,    especially    the    abdominal    cavity, 

II.    P e r  i  t  h  e  1  io  m a     and     e n d  o t  h e  1  i  o  m  a    have    the    same 
properties   as   round-cell   sarcoma. 

In   connection  with  the  foregoing,  I  shall  discuss   at  this   point: 


C I  hdrvoii 4  n ti  cr*j«ei»-*i*ci  urn  > ,  H, 
lOriciiialii  (SiK^fjuii'Ji  fn>iii  tlm 
Kttl,  l'fiivcr'nt;<t*-F  mitf^nklmik  ill 
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l|»e  r&n.n]i0]jmtiju»  ti^-^uv  kiiv« 
b«£(i   il«*lrt)'>'vd    by   bKitHirrliiiupe*. 


The   Diagnosis  of  Acute  and   Chronic  Oophoritis* 

A  positive  diagnosis  of  acute  oophoritis  can  be  maile  only 
when  the  ovary  can  be  isolated  by  palpation.  The  most  important 
alteration  ccmsists  in  swelling  of  the  organ,  which  rarely  exceeds  in 
Sisse   tlutt    of   a   hen's   egg  or   a   gonse  egg   isee   Case   23).  ,^^|* 

Depending  on  the  degree  of  alteration,  the  consistency  of  the  o<»fi»onMv 
ovary  l>ecomes  soft  and  com[>ressible,  or  even  fluctuating  if  an  abscess 
is  present;  a  certain  degree  fif  sensitiveness  is  ran*ly  absent.  The 
coiislitutional    symjjtoms,    spontaneous    pain    and    ons<?t    with    fever, 


3S4 


GYNECOLOGICAL  DL4GNOSIS 


which  constitute  the  symptoms  of  acute  oophoritis,  are  of  value  in  the 
differential  diagnos^is  from  small  cysts*  The  diagnosis  i^  more  difBcuJt 
when  acute  oophoritis  develops  after  a  tubal  disease*  or  when  it  accom- 
panies an  acute  perioophoritis.  As  it  is  difficult  in  these  eases  to  pal- 
pate the  ovary  separately,  and  the  sensitiveness  cannot  be  referrecl 
to  the  ovary  alone,  the  most  important  symptoms  are  absent;  never- 
theless, involvement  of  the  ovary  may  be  assumed  if  the  adnexal  dis^ 
ease  consists  chiefly  of  a  large  and  approximately  round  tumor.  The 
came  is  gonorrheal,  Bcptic,  or  tuberculous  infection.     Until  pus  can  be 
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Fia.  178. — ^DiEBMOiTiGtwroPTHEOvA;--  —--■-  ■  ITanijflnj^tiel).    In  the  centre  of  thp  lumorb  tlip hirsute,  dcrmoitl 
eon  ;  to  ihe  left,  ihe  'Antu^v'  with  two  proitiitietit  distitJil  aocb^  nud  arnuiui  t}i«m  a  tew  arptculmof  butie. 

obtained^  the  diagnosis  of  gonorrhea  depends  on  the  clinical  and  patho- 
logic demonstration  of  uterine  gonorrhea.  Tuberculosis  may  be  assumed 
if  other  foci  of  the  disease  are  found  in  other  parts  of  the  body.  Heptic 
infection  (chiefly  streptococcal)  is  indicated  first  of  all  by  the  existing 
possibility  of  infection  (pucrperium,  operation,  local  uterine  manipu- 
lations), and  by  continued  febrile  movements,  particularly  when 
associated  with  menstruation. 

The  frequency  with  which  the  diagnosis  of  chronic  oophori- 
tis is  made  by  physicians  is  greatly  in  excess  of  the  actual  frequency 
of  this  disease.  Even  more  than  in  acute  oophoritis,  it  is  absolutely 
necessary  to  isolate  the  diseased  ovary  by  palpation,  and  a  diagnosis 
of  oophoritis  based  solely  on  the  fact  that  pain  is  produced  by  external 
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pressure  in  the?  ovarian  region  mus^t  he  rojfoted.  If  the  ovary  can 
be  palpated  by  it8i*If,  if  ifivolvumcnt  of  the  peritnneuin  can  be  poBi- 
tively  excluded ,  if  there  are  no  exudates  or  adhesions,  the  diagnosis 
is    Imsed    in   the    main   on 

two    factors:     enlargement  'KST^ 

and  sensitiveness  of  the 
ovarj';  but  these  factors 
niUKt  both  be  present  to 
establish  the  diagnosis.  En- 
largement of  the  ovary 
occurs  by  thickening  of  the 
stroma,  or  itilatation  of  the 
folUeles,  or  both,  and  affectt; 
all  parts  of  the  organ 
uniforndy*  The  ovary  is 
u.^ually  wa  large  as  a  pig- 
eon's egg,  rarely  attaining 
the  sisse  of  a  hen's  egg.  The 
enlargement  is  constant  in 
ehroiijc  or»[ihoritis,  in  eon- 
tra<Usliuction  to  the  tem- 
porarj^  enlargements  which 
are  produced  in  the  normal  ovary  by  the  formation  of  follicles  and 
corjms  luteum.  The  consistcney  is  hard,  often  tense,  but  in  no  sense 
characteristic;  as  the  same  process  is  observed  in  small  dermoid  cysts, 

whereas  small  retention-cysts  are 
more  ilisiinctly  thn^tuating.  The 
surface  is  occasionally  nodular 
or  mamillated  from  the  presence 
f>f  small  cystic  degeneration  fol- 
licles; hence  enlargement  and 
£  '^.  ^^^^Wt^^^^^^^^  eonsistenuy  alone  are  not  sufB- 
W  i^Mk       ^^^^^^^^B     ('i^'nt'  for  a  diagnosis:  they  must 

be  associated  with  another  symp- 
tom—pain on  pressure.  But 
the  value  of  a  subjective  symp- 
tom like  pain  on  prt^ssure  is  very 
uncertain  on  account  of  the 
individual  difterences  in  sensitiveness,  as  well  as  the  differences  in  the 
degree  of  jiressure  used  at  the  examinatioiL  It  must  also  be  remem- 
bc*reil  that  normal  ovaries  may  be  somewhat  painful,  and  that  peri- 
metritic aiut  parametritic  processes  may  simulate  ovarian  pain  on 
pressure  or  sensiti veneris.    Severe  pain  distinctly  localized  in  the  ovary 


i- 
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is  a  valuable  symptom,  but  by  itself  it  also  is  insufficient  because 
nervous  sensitiveness,  so-called  ovarism,  neuralgia  of  the  ovary,  is  not 
a  rare  condition.  It  follows,  therefore,  that  the  combination  of  distinct 
sensitiveness  with  constant  enlargement  of  the  ovary  must  be  regarded 
as  the  most  positive  sign  of  chronic  oophoritis. 

The  diagnostic  difficulties  are  considerably  increased  when  chronic 
oophoritis  occurs  in  connection  with  tubal  diseases,  perioophoritis,  and 
parametritic  exudates.  The  sensitiveness  in  these  cases  must  never  be 
attributed  to  the  ovarj'  alone  and,  as  the  gland  cannot  be  palpated 
separately,  it  is  not  possible  to  recognize  any  existing  enlargement. 
In  most  cases  of  chronic  adnexal  tumors  it  is  safe  to  assume  the 
existence  of  inflammatorj'  processes  in  the  ovarj'  also. 

The  symptoms  are  so  indefinite  or  so  general  that  they  are 
of  no  value  for  the  diagnosis  of  chronic  oophoritis.  Radiation  of 
the  pain  into  the  thighs  is  more  frecjuently  observed  than  in  other 
inflammatory  processes. 
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Dia^osis  of  Malignant  Diseases  of  the  Uterus. 


L    Carcinoma  of  the   Uterus* 

Clasf^if ication,  Carrinoiiia  of  \hv  uterus  ilrvelops  in  the 
mucou.^  membrane,  or  inunciliatt'ly  underneath  the  membrane  from 
its  elements.  The  mucoui^  membrane  b  therefore  properly  taken  as 
the  starting-point  for  tlie  elasHirieation,  and,  in  agreement  with  Ruge 
and  Veit,  we  digtingnisli  tlie  folhnving  varieties ; 

1.  Carcinoma  of  tho  vaginal  portion. 
This  originates  in  the  inueous  meml>rane  wliich 
covers  the  vaginal  portion,  i.e.,  from  the  external  os 
to  the  insertion  of  the  vaginal  vaidt  (Fig.  17G,  red). 

2_  Carcinoma  of  the  cervix,  originating 
on  the  mucous  memljrane  between  the  external 
and  the  internal  os  (Fig,  17r>»  transverse  sliailing), 

3.  Carcinoma  of  tlie  body,  originating 
in  the  uterine  niucoiii^  membrane  from  the  internal 
OS  to  the   tubal  orifieeg  (Fig,  17(1,  blue). 

Thist  ela.'4Hifi(*ation  i<  justified  not  only  by 
the  differener^  la  the  histologic  picture.s  of  carei- 
nomata,  wluch  corref^pond  to  the  structure  and 
character  of  the  nevfral  segmt^nts  and  the  muenus 
niembrane  fnnu  whitdi  tht^y  uriginate:  but  also  by 
the  ilitTerencrs  in  the  clinical  findings  antl  the  lines  of  extens^ion  followed 
by  the  indi\idual  forms.  It  is  obvious*,  of  course,  that  the  division^ 
especially  that  of  carcinoma  of  the  vaginal  portion  and  of  the  cervix, 
can  only  be  carrieti  out  thiring  the  early  stages.  The  elassifjcation 
of  carcinomata  is  important  because  not  only  the  clinical  picture  of 
canecr»  but  the  methotU  of  diagnojii.s  also  are  entirely  different, 
ilepeniling  on  the  starting- point  ami  extension  of  llie  eareinonnu 

The  diagnosii^  of  uterine  cancer  is  ba.^ed  on  the  objective  demon- 
stration of  the  changes  produced  by  the  nt  o|>lai<m  at  the  point  of  origin 
ami  in  lli*'  immeiliate  neighborhooil;  henci*  before  discussing  diagnostic 
methoib,  I  shall  give  a  fuller  di-?*cri|Jtion  of  the^e  alterationis. 

Ciinical  Pictures  and  Lines  of  Extension  of  Cancer  of  the  Uterus. 

I,  Carcinoma  of  the  Vaginal  Portion*  Tlie  caninoma  represents  a 
neoplai^m  which  more  or  le^s  rapirtly  undergoes  degeneration.  The 
neoidasm   may  grow  from  the  vaginal  portion  into  the  bimen  of  the 
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TEgina  ami  appear  as  a  tumor  projecting  from  that  canal;  or  it  may 
grow  into  the  tissue  of  the  vaginal  portion  and  produce  infiltration. 
Depending  on  whether  the  neoplasm  degenerates  rapitlly  or  slowly, 
infiltratiou   or   ulceration   will    predominate.     In    this   manner   various 

clinieal  pietures  are  produced, 
a  sharp  differentiation  of  which 
is  important  in  a  diagnostic 
sense,  ah  hough  it  must  be 
admitted  that  tliey  merely  re]>- 
resent  different  stages  of  the 
same  variety  developing  snlo 
by  side,  not  different  farms  of 
carcinoma.     We  distinguish: 

L  Polypoid  carci- 
noma of  the  vaginal  portion- 
This  so-ealled  eauli (lower  car- 
cinoma represents  a  tumor  of 
the  vaginal  portion,  originating 
either  in  Ijoth  lips,  or  in  only  one  lip,  or  only  part  of  one  lip,  and 
quite  fre<iuently  in  the  commissure.  The  tumor  may  be  broadly  sesaile 
and  attached  to  the  entire  width  of  the  vaginal  portion,  or  merely  to 
the  (HTiphery,  forming  a  pedunculated  tumor;  the  pedicle  is  rarely 
gmaller  than  one  linger;  the  sv/a'  is  quite  variable,  from  that  of  a  hazel- 
nut to  that  of  the  fist,  in  the  latter 
caKc  filling  the  entire  luuit^n  of  the 
vagina.  The  parts  of  tlie  vaginal 
poilion  not  affected  by  the  carci- 
noma are  hidden  beliind  the  cauli- 
flow«T  and  often  difficult  to  find; 
the  surface  of  tlie  tumor  is  never 
gniDoth;  usually  ntnlular,  uneven, 
rough,  and  friable  (mortarlike)*  In 
rart^  cases  the  surface  is  red;  but 
usually  it  is  covered  with  a  greasy^ 
gangrenous  mass  (Figs- 177  and  178). 
2.  Infiltrating  carcinoma 
produces  thickening  and  hardening 
of  the  tissues  of  the  vaginal  portion,  forming  a  ring  around  the  entire 
structure,  or  leaving  one  lip  or  part  of  one  lip  free;  the  depth  to 
which  the  infiltration  extendi^  into  the  tissue  is  variable,  but  rarely 
goes  beyond  the  insertion  of  the  vaginal  vault.  The  surface  show^s 
small,  insignificant  ulcers;  in  rare  cases  the  mucous  membrane  may 
be  quite  intact  (Fig.  179). 
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3.  A  earcinomatous  eavity  in  tho  vaginal  portion  is  a  funnt^I- 
ahaped  cavity  protluced  by  ulceratinn,  usually  rorro^pofuling  to  one*  lip, 
and  involving  the  tissue  of  the  vaginal  port  ion  almost  to  tlie  interior  os. 
The  cavity  runs  parallel  to  the  cervical  tanal  ami  r xtnrnal  m^  and 
often  asrond^  along  with  the  lower  portion  of  th(*  crrviral  eanal  (Fig*  180). 

4.  Car  r  i  n  o  nj  a  t  o  u  ^^  u  1  c  e  r  i.s  a  Hat  ulceration  on  the  surface 
of  the  vaginal  portion,  showing  no  tendency  to 

extend  downward  into  the  tissues  and  spread- 
ing ojdy  on  the  surface;  it  is  u.^ua!ly  limited  to 
one  lip  of  the  cervix  (ulcus  roden.^)  ^Fig.  181), 
Lines  of  extension*  Pure  carei- 
noma  of  the  vaginal  portion  regularly  exti^nd> 
along  the  surface  towartl  the  vaginal  vault, 
and  from  there  to  the  walls  of  the  vagina, 
extension  to  the  cervical  mucous  membrane 
Ixnng  rarely  observed.  Cauliflower  eanci  i>^ 
and  earciriomatous  ul- 
cers have  the  greatest 
tendency  to  spread  to 
thi*  vagina,  and  chiefly 
attack  the  surface  of 
the  vaginal  wall  which 
adjoins  the  ilisrast*d  lip. 
Careinomata  which  pen- 
etrate the  substance  of  the  vaginal  portion  an* 
more  inclined  to  spread  in  the  submucous  tissue 
of  th(*  vagina,  and  lead  to  infiltration,  which  at 
first  is  covereil  with  lnut■ou^^  inendjranr,  in  the 
form  of  a  circular  infiltration;  they  advance 
slowly  towanl  the  iritroitus  and  an^  always  dt*rpest 
in  the  anterior,  and  highest  in  the  jiosterior  wall. 
Oceasionally  metastatic  nodules  appear  under- 
neath the  mucouB  membrane,  their  favorite  seat 
being  the  posterior  wall  of  th**  fold  surrounding  the  urinary  meatus.  In 
rare  cases  so-called  contact  canerrs,  ^e.,  carcinomatous  changes  in  those 
parts  of  the  vaginal  wall  which  are  in  contact  with  the  primary  cancer, 
are  encountered.  Extension  to  the  cervical  tissue  is  most  frequently 
seen  in  the  infiltrating  forms.     The  extension  is  continuous,  unrnof 

or,  in  exlremel}^  rare  instances,  discontinuous  by  leapSi  antl  Ettenflum, 

goes  on  to  a  variable  distance,  rarely  as  far  as  the  internal  os,  and  only 
in  extreme  eases  beyond  that  point.  Occa.^ionally  the  cervical  mucous 
mend>rane  breomrs  infected  from  behind.  The  body  of  the  utrrus  is 
attacked  only  in  the  very  lant  stages,  and  then  only  by  continuous 
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growth  of  the  cancer.  Discontinuous  sprcafling  in  the  form  of  metas- 
tases very  rarely  occurs  in  the  tissues  of  the  body  and  has  as  yet  never 
been  observerl  in  the  mucous  nieiul>rane,  Acconling  to  Seelig,  early 
involvement  of  the  body  by  way  of  the  lymph  vessels  is  probable.  The 
pelvic  connective  tissue  is  reached  by  way  of  the  vagina,  or  the  periphery 
of  the  lowt^wt  segment  of  the  supravaginal  portion.  The  exteu.sion  of 
the  carcinonia  in  the  lymph  clefts  in  the  pelvic  connective  tiseue  is 
determined  by  the  architecture  of  the  parametrium;  it  takes  place  most 
fre<|uently  in  the  ]>osterior  segments  of  the  lateral  parametriarii,  which 
EVt'  situated  laUTally  and  in  front  of  Douglas'  foMs,  and  goes  aj?  far  as 
the  pelvis.    The  anterior  segment  of  the  parametrium  and  the  portion 

on  each  side  of  th<*  Ijladder  almo?it  always 

escape.  The*  thick  layer  of  the  |>aninie- 
trium  between  tlie  cervix  and  the  bladfler, 
and  posteriorly  between  the  cervix  and  the 
lieritoneum,  afford  little  room  for  the 
spread  of  the  cancer.  Infection  of  the 
jjclvic  connective  tissue  usually  takes  i>lace 
by  continuity  in  the  form  of  an  infill  rat ioa 
viduch  is  continuous  with  the  di^ea*sed 
parts  of  the  portio  vaginalis  or  of  the 
vaginal  vault;  as  the  result  of  breakdown 
thi*y  are  soon  converted  into  large  cavities 
opening  toward  the  vagina;  rarely  they 
protluce  large  tumors  in  the  parametrium. 
Occasionally  the  infection  spreads  in  the 
lymphatics^  converting  them  into  hard 
cords  whiLdi  run  to  the  pelvis. 
The  bladder  is  reaeheil  ciuite  late,  either  through  the  anterior 
vaginal  vault  or  the  sujjravaginal  |>ortion  of  the  antej'ior  cervical  wall; 
while  tlie  rectum  is  involved  comparatively  rarely  by  way  of  the  jios- 
terior  parametrium.  Extension  by  continuity  to  the  peritoneal 
cavity    also  takes  place  comparatively  late. 

TIk'  lymjjh  glands  affecteti  in  carcinoma  of  \]m  vaginal  i>orlion 
are  the  hypogastric  and  iliac,  rarely  the  sacral  glands. 

The  internal  organs  are  attacked  very  rarely  and  very  late 
in  carcinoma  of  the  vaginal  portion,  the  lungs  and  the  liver  more 
frcijuently  than  any  other. 

II.  Carcinoma  of  the  Cervix.  Carcinoma  of  the  cervix  has  its  origin  in 
the  mucous  membrane  of  the  cervix,  or  the  elements  lying  underneath  in 
the  I'rrvical  tissue.  The  cancer  grows  in  a  variety  of  ways  in  the  cervical 
substance,  and  infiltration  alternates  with  degeiieration,  so  that  from  llie 
diagnostic  standpoint  the  following  clinical  pictures  are  differentiated: 
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1.  Infiltrating  carcinoma  reprcsmts  a  thickening  of  the 
entire  cervix  or  of  one  wall;  or  it  may  form  nodes  in  the  cervix  and 
cause  a  partial  enlargement  of  the  jstrueture  At  first  infiii™iin« 
there  h  no  ulceration,  and  the  node  is  everywhere  coverctl  earrinfiiTi*. 
with  intact  mucoust  membrane.  Thi^-  f^radually  beeoines  thinner,  infnction 
takes  place  from  behind,  an<l  the  node  finally  break*?  down  (Fig,  182).  ' 

2.  A  ear c  I  n o  mat  u  us  e a  v i  t  y  in  t h(*  cervix  re.'^ult;?  from  rup- 
ture of  an  infiltrating  carcinoma  that  has 
undergone  degeneration^  or  whi*n  a  j^uperficial 
carcinoma  pt^netrates  into  thf  tisHiies  at  ono 
point  and  rapitlly  undergoes  degeneration. 
The  cavitie:?  occupy  the  cervix  and  eoni- 
nutuicatr  with  the  cfrvieal  canal,  and  in  rare 
cases  al*^o  with  th<^  vagina.  The  cervical 
canal  is  usually  cnmilrd  against  tlie  *sound 
wall  and  part  of  it  merges  with  the  cavity. 

II.  Ca re i no- 
mat  ou.s    ulcer- 
at  ion       within 
the     c  e  r  v  i  c  a  t 
r- a  II  a  I      (internal 
luM'vif^al    t^arcino- 
ma)    he  gin  8   i  ti 
vwry  part  of  th(* 
muc'ouH    mem- 
brane  lining   the   entire'   canal,  and    at    the 
*same  time  penetrates  hut  a  short   distance 
into   tlif*   tissues;  arul   rapidly  breaks  down, 
Th(*  t'(Tviral  vnunl  vnlnvgvt^  to  form  a  cavity 
uf  rlif  wail  of  tli<^  cervix,  and  in  many  cases 
is  not  infiltrated   at  all   but  l>t*conH*s  grad- 
ually  tliinner   from    within   outwanl;    while 
in    othi*r    vsLsrn    infdtratinn    m    more    marked    and    goes    on    hand    in 
hand    with    thr    ilegtMnration    towartl    thr   canal   (Fig*   184). 

L  i  n  e  8  o  f  V  X  t  e  n  s  i  o  n  .  ConltnuoUf^  ex te union  of  rervical  car- 
cinonia  along  the  ^iurface  take??  plaee  cxrlusiv(4y  toward  the  uter- 
ine boily,  I  lie  internal  os  offc^ring  no  oh*?tacle  to  the  progress  of  the 
cancer.     In  Buperfieial  carcinoma  of  the  iimeoii^  mond>rane  iJu««of 

(A)  particularly,  the  dit^easc  often  secondarily  involves  the  E^^-^^-inft. 

entire  inner  surface  of  the  uterus*  The  body  may  al&o  become  in- 
%^olved  hy  direct  spreading  of  the  carcinonm  in  the  substance  of  the 
uterus,  guccissive  portioius  nf  the  body  lietnming  infiltrated  and  under- 
going degrneratioM    until   they   form    part    of   the   cavity.      Metastases 
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arc  not  infrequent  both  in  the  .substanec  and  in  the  mucous  raemhrane 
(Fig.  185).  The  inner  siirfaee  of  the  cavity  h  rough  from  tht*  prosenee 
of  papillary  proliferations,  tiotlular  thiekening  and  projeetion  of  the 
wall^;  the  walls  of  the  cavity  are  hard  and  thickened,  depcntling  on 
the  degree  of  infiltration;  at  the  hi^giiining  of  degeneration  tlie  cavity 
is  represented  merely  l>y  a  broad  cleft  in  the  midj^t  of  the  infiltrated 

tis^sue.     Extension  to  the   vagina   uii  the  ,sur- 

face  of  the  mucous  membrane,  over  the  external 
OS,  never  takes  place.  On  the  other  hand,  in 
atlvanced  cases  the  neoplasm,  a^  in  carcinoma 
of  the  cervical  portion,  extends  into  the  sub- 
mucous tissue,  making  its  way  gradually  down- 
ward, preferably  ahmg  the  anterior  wall;  nieta^ 
tases  iji  the  vaginal  _ 

nmcous  membrane 
are  rare.  The  pel- 
vic c  onn  ec  ti  ve 
tissue  is  attacked 
from  the  periphery 
of  the  cervix  first  at 
the  point  where  the 
carcinoma  has  pene- 
trated most  tleeply; 
it  Ijceomes  involved  latest  in  superficial 
mucous  mendjrane  carcinomata,  and  earliest 
in  the  presence  of  deep  infiltration  of  one 
wall;  extension  within  the  i»clvic  connective 
tissue  takes  place  in  the  same  way  as  in 
carcinoma  of  the  vaginal  i>ortion,  Tlie 
bladder  early  becomes  involved  in  the 
morbid  process,  particularly  in  the  case  of 
care  in  t  J  ma  of  the  anterior  wall;  while  the 
rectum  is  not  attacked  until  the  disease 
has  become  quite  extensive  in  the  pelvic 
connective  tissue.  The  peritoneal  cavity  lung  resists  the  infection; 
the  iliac  glands  are  the  first  to  suffer.  Metastasis  to  ioternftl 
organs  occurs  in  the  same  way  as  in  cancer  of  the  vaginal  portion, 
cjircinoron  ^^^*    Carciooina    of   the    Body.     Carcinoma   of   the   uterine 

ofnieBody.  body  always  begins  in  the  nmcous  membrane  and  mani- 
fcBts  itself  in  three  different  ways,  depending  on  the  extent  of  the  part 
that  is  primarily  diseased 

1.   Diffuse    carcinoma    results    from    uniform    disease    of    the 
entire   corporeal    mucous    membrane.      Nodular   thickening   or   viUoueL 
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proIiffTations  farm  on  the  mucous  membrane;  the  wall  slowly  b{>conie8 
infiltrati^ilt  and  the  aecoinjianyini^  inflaiiimatory  iTaftiuij  lt*arls  to  thiok- 
rning  of  the  entire  utiTiL^,  until  finally  the  eareinunia  emergen  from  the 
outer  surface  of  the  uterus^ 
in  the  form  of  large  or  sTnali 
nodes  ami  growth  toward  the 
abdoiuinal  cavity;  the  uter- 
ine cavity  tldateB  as  the 
result  of  hreakilown  of  the 
neoplaj^m  (Fig.  ISt))- 

2,  Circ  umsc  ri  h  ed 
carcinoma  results  from 
disease  of  a  circumscribed 
portion  of  the  uterine  wall, 
the  TvM  of  the  uterus  n^- 
maining  absolutely  healthy. 
In  rare  ca^^ei^  the  affect**d 
portion  is  smaller  than  a 
mark  (quarter  of  a  dollar).  The  neoplasm  appears  in  the  form  of 
nodular  tumor!^  with  irregular^  rough  or  villous  surface,  or  a  circum- 
scribed ulceration  surrounded  by  infiltrateti  tissue  (Fig.  187}- 

3,  Polyiioid  carcinoma  is  ver}' rare 
and  usually  .secondary.  The  polyp  is  usually 
a  It  ached  by  a  thin  pedicle  to  a  pnbiwjH 

furcumscribed    portion     on    the  carcitiomit. 

uterine  wall  and  distends*  the  cavity  as  it 
iirnws.  The  tumor  in  soft,  friable,  ami  breaks 
ttown  on  the  .surface;  it  iloe^  not  extend 
far  down  into  the  tisBUc;*;  the  remainder  of 
the  mucoUH  membrane  is  healthy,  or  at  most 
ulcerated  at  the  surface  as  the  result  of 
inflammation  {Fig.  189). 
I   Mk  Y^     M  Lines    of    extension.      Within    the 

Y^P^i^V    Ik  uterus  itself  the  cancer  grows  either  chiefly 

^  '  ^    ^*  into  the  uterine  wall  or  toward  Une»of 

the  cavity.    Carci nomata  t hat  i^ua,*^- 

have  a  tendency  to  grow  toward  the  free 
cavity  produce*  less  infiltration  of  the  wall 
(Fig,  182  and  188),  while  those  which  spread 
toward  tlie  uterine  wall  rarely  lead  to  the  formation  of  large  neoplasm.s 
within  the  cavity  (Fig.  18(>).  The  tendency  to  spread  on  the  surface 
is  not  very  great.  Primary  diffuse  earcinomata  are  the  only  ones 
that   occasionally   overstep   the    internal    os    and    !«pread    toward    the 
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cervix.  As  a  rule  Ihi^y  are  arrested  at  the  internal  oa.  Extension 
downward  into  the  ti^^sues  iiieetK  witli  much  levss  rr-i^i^stanee,  but 
thp  proee:^!*  in  slow  and  it  taki*.^  a  hjug  time  before  thr  entire  wall 
becomes  eani|>letely  infiltrated.     In  the  |>elvie  connective   tissue 

the  di.sea^e  may  be  limited  to  tlie  broad  ligamrnt   proper  if  the  carei- 
,—  noma  reacdie.s  the  periphery  of  the  uterus  exactly 

in  the  lateral  aspect  or  if  the  diHea.st^  attaeks^  xhv 
areas  between  the  muscles  and  the  loo.sely  attached 
pfNntoneum,  From  this  jioint  infection  takes 
place  in  the  form  of  nodular  thickening-  The 
deei>  jjortion  of  the  |>aranietrium  can  be  infected 
only  by  way  of  the  cervix.  The  peritoneum 
ov(*r  the  entire  outer  surface  of  the  body  may 
bec<jine  diseased  if 
the  carcinomatous^ 
no(hiIes  extend  so 
far.  Adhesion.s  with 
adjacent  organs, 
omentum  and  intes- 
tine, form  at  the?=c 
points,  or  with  the 
parietal  peritoneum. 
In  this  way  the  tu- 
mor becomes  adhe- 
rent to  the  intes- 
tines,  and    perforation   may   take    place, 

The  bladder  and  rectum  are  attacked 

very  late.      The    glands    which  become 

involved  in  carcinoma  of  the  body  are  the 

lumbar  glands,  situated  on  the  vertebral 

column  aroutid  the  aorta;  very  rarely  the 

inguinal  glands  become  involved  by  way  of 

the  lymphatics  which  reach  the  inguimil 

canal  alon^  with  the  round  ligament,  if  th(^ 

carcinoma  dcveloi)s  in  that  portion  of  the 

uterus  which  is  draine<l  by  these  vessels* 

The  ovaries  not  infrequently  become  the  seat  of  metastasis,  probably 

by  way  of  the  lymphatic  anastomoses.     Metastasis  to  internal  organs 

is  practically  the  same  as  in  cancer  of  the  vaginal  portion  and  cervix, 


Fio.  189.— Pnttt'orn   CAanvoiM*,  or 

the    KgL   Univc!mtiit4*  FmutfiiikliMilE     Ui 
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Diagnosis  and  DtfferentiaL  Diagnosis  of  Cancer  of  the  Uterus. 

The  diagnosis  of  cancer  of  the  uterus  involves  more  responsibility 
n  any  other.     Every  inietaken  diagnosis,  and  even  a  delayed  dlag- 
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nosiffy  costs  a  human  life,  because  the  cancer  may  in  the  meantime  have 

beconif*  inoperahk*.  The  pliyHieian  musl,  tht*refon%  make  every  effort 
to  recognize  the  cancer  correctly  at  the  first  i^xaminatlon,  under  all 
circunistanecs  antl  with  the  employment  of  every  known  diagnostic 
aid.  Among  the  aidn  which  are  within  the  reach  of  the  jjracti^ing 
pliy^ieian  I  include  also  eonsultation  with  an  experienced  colk^agup. 
The  practice  of  keeping  undt^r  okscrvation  a  pationt  prcw'ntiiig  sus- 
pieiou*s  symptoms  of  cancer  in  the  hojie  that  the  dcstroctivc  tendency 
of   the   growth    may   nhow   itself,    as    was    formerly   donr,  cnnf^ 

must  at  the  present  tinn*  bt*  regarded  aw  a  techineal  <:rror,  symmoiiifl, 

A  positive  iliagnosis  can  only  be  matU^  by  objective*  examination;  ui-v- 
ertheless,  there  are  a  numbf^r  of  symptoms,  so-called  symptoms 
of  cancer,  which  rcnth^r  the  iliagnosis  very  ])rababl(\  The  relation 
of  these  symptoms  to  the  diagnosis  is  petadiar.  Thvy  ih)  not  confirm 
the  diagnosis^,  but  merely  help  to  indicate  that  a  carcinoma  h  prob- 
ably pn\^t'nt.  If  the  ttymptoms  are  fonndr  an  accurate  examination 
must  under  all  circumstances  be  ma<lr,  with  the  special  object  c*f  seeking 
the  cause  of  the  Hym(itomH  in  a  cancer. 

ITie  routioe  examination  of  every  patient  who  eonstLlts  a  physician  on  account  of  gyne- 
pokigical  siynipt^>in.'i  vvmild  offer  the  surest  niciinK  of  reefignizing  eaneer  in  time;  tnit  for  vari- 
olic* reiisons,  alretwly  explained,  it.  m  unjH«^ihle  Toailopi  Kuch  a  piolic^y  in  pra^^titie*  Uniler  iiU 
eirctinistatice^^  however,  the  physieian  ^hoiild  insmt  on  rnakirig  an  internal  examination  at 
onc^  if  thene  m  tlie  lightest  siLspicion  of  eaneer*  Nothing  shouid  deter  him  from  making 
aufh  an  examination — neither  lack  of  lime,  nor  U\s  awn  convenience,  nor  lack  of  conJidont^ 
in  his  ieehuir|ue  or  ability  to  make  a  correct  diugnosis,  nor  even  the  fact  tlmi  the  patient 
ha|ifi**ns  lo  tie  Ifli^etUng.  Every  negleet  to  make  an  examination  deliiVH  tiic  diagnotiia,  jjartiru- 
larly  as  the  fjeiti^nt  fierself  makes  enough  objoction»  to  the  ex^iminuliiin  as  it  h.  Home  women 
arc  a^tiamed,  or  afraid  of  |wiin;  othrr.*'  dread  a  serious  diagnosis  or  the  phy^ic«in*s  connsel  lo 
undergo  an  opemtiori;  othem  nAsciri  to  any  eitrii-He  iliat  oeonrs  to  tlieiu  in  order  to  esmiie  the 
hitled  examination.  Jf  the  pfij'^ieian  lifitenpi  to  thesse  fjhjeetioiis  or  in  nnahlt*  lu  overcame 
them,  the  estamination  is  put  off,  and  a  lr»ss  of  lime  wliieh  may  lie  dangenma  to  the  iMitient 
»  ineurro<l.  *rhe  physician  must.  Ije  anx:i<m'*  lo  eicarriine  nnd  mu&t  tie  ahki  to  overt'orne  the 
pati<!nt*s  objof^tioitji  and  Unxd  her  to  lib  wiU;  hia  wjll-jxjwer  will  Iw  ^tn^ngtliened  by  a  mmb- 
picion  tliaf  h  given  cai*e  may  fX!«sibly  l»c  a  cam-er,  ami  this  .sitspieion  is  aroused  Uy  a  knowl*^ 
eiige  of  the  «ympti.mu;  of  careinoma.  In  thi^  se(i»e,  tlie  syniptomj*  of  earcinoma  play  an 
important  part  in  the  diagnosia. 

The  symptoms  of  carcinoma  are  bleeding  after  coitus, 
causetl  hy  mechanical  injury  of  tho  carcinoma,  or  engorgement  of  the 
vesj^t^k  (luring  coitus  ami  f;ubB(M|ut^nt  rupturr.  It  is  very  common  ami 
not  infrequently  the  first  symptom  noted  in  cancer  of  the  cervix,  arnl 
ahfioij^h  it  occurs  occasionnlly  %vith  hypennnit*  erosion,  i^rirlometritis 
accompariitnl  l)y  severe  bleeding,  or  with  ]K»lyi*s,  it  i;hould  always  arouse 
the  suspicion  of  cancer.  Of  c«|ual  importance  is  metrorrhagia 
sfter  the  menopause,  at  It-ast  if  it  occurs  several  months  aftrr  the  ces- 
sation of  the  mensrs.  While  this  symptom  is  not  exactly  pathogno- 
monic of  rancrr,  as  it  also  occurs  in  myomata  and  polypoi^l  disease  of 
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the  vessels  when  the  mucous  membrane  is  very  thin  and  easily  injured^ 
it  is  nevertheless  in  the  great  oiajority  of  eases  due  to  cancer.  Inegular 
hemorrhages  without  any  connection  with  menstruation  are  (|uite 
common  iti  cancer,  but  oecur  in  bo  many  other  disuast's  also  that  they 
cannot  be  regarded  as  a  iiarticularly  important  symptom  of  carcinoma; 
nevertheh^ss,  ttu'y  an^  an  indieation  for  examination,  and  tht^  olth^r  the 
woman  the  greater  the  probability  that  a  cancer  will  be  found.  Hpeeial 
kin<ls  of  vaginal  discharge  also  point  to  cancer.  A  necrotic,  bloody 
discharge  with  tissue  tl^bris  is  rather  characterif^tic  of  rapidly  degener- 
ating carcinoma  and  is  of  Uttle  value  far  early  diagnosis;  but  a 
serous  sanguinolent  flow,  resembling  beef  brine,  occurs  in  the 
verj^  early  stages  of  cancer  of  the  cervical  portion  and  is  rare  in  any 
other  condition. 

I  have  fretiuently  had  occasion  to  observe  that  among  inexperi- 
enced physicians  two  factors  play  a  iiuite  unjustifiably  inq>ortant  role 
in  the  diagnosis  of  cancer;  the  cancerous  cachexia  and  the  well-known 
'forty  years."  Against  these  I  wish  to  sound  a  special  warning.  Ca- 
chexia occurs  only  in  very  late  stages,  and  is  therefore  of  nu  value  for 
an  early  diagnosis;  and  the  age  is  neither  in  favor  of  nor  against  the 
diagnosis  of  cancer,  as  the  disease  may  occur  at  any  period  of  life,  from 
twenty  years  to  extreme  old  age. 

The  clinical  diagnosis  of  cancer  of  the  uterus  is  based  on  the  dem- 
onstration of  its  two  chief  characteristics, — ^the  neoplasm  and  degenera- 
tion.  Tile  former  af^pears  in  the  form  of  proliferations  on  the  surface, 
Phyflicai  or  inHltration  of  the  ground  substance.     The  latter  begins 

^^'^^'  on  the  surface  and  leads  to  softening  of  the  newly  formed 

tissue;  or  it  begins  in  the  centre  of  the  infiltration,  which  ruptures,  with 
the  formation  of  a  large  carcinomatous  cavity.  The  tendency  of  carcino- 
matous tissue  to  undiTgo  central  and  peripheral  degt*neration  is  respon- 
sible for  a  j)pculiarity  whicli  lias  great  diagnostic  value,  namely,  the 
friability  of  the  tissue.  It  is  recognized  by  the  souml  (>enetrat- 
ing  tlie  tissue,  and  by  the  fact  that  the  slightest  pressure  with  the  finger 
destroys  and  breaks  it  up.  This  property  of  breaking  up  into  small 
pieces  under  the  influence  of  pressure  is  observed  in  no  other  tissue, 
except  possibly  in  myomata  in  a  state  of  advanced  degeneration,  in 
which  I  have  seen  a  similar  phenomenon.  Another  jn^operty  of  exposed 
carcinomata,  which  may  occasionally  be  of  diagnostic  value,  is  their 
tendency  to  bleed  at  the  slightest  touch*  A  carcinoma  of  the  vaginal 
portion  bleeds  whenever  it  is  touched  somewhat  roughly  with  the 
sound,  with  the  edge  of  a  speculum,  or  even  when  the  vaginal  walls  are 
separated  for  the  purpose  of  inspection.  The  same  is  true  of  cervical 
carcinoma.  In  carcinoma  of  the  body  sounding  is  often  followed  by 
hemorrhage    of    considerable    severity.      As,    however,    hemorrhage   is 
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produced  by  thf  panio  causes  in  casefi  of  erosion,  endometritis,  and 
polyp — although  the  bh-efling  is  less  profuse — a  diagnosis  eannot  be 
based  on  i)m  sign.  When  the  two  peculiarities  of  cancer  ^neoplasm 
and  degeneration — are  distinctly  present,  the  diagnosis  is  easy;  Imt  if 
onv  of  them  is  absent,  i.e.,  if  there  is  proliferation  or  infiltration  without 
degeneration,  or  if  the  base  of  the  uku^*  is  not  infiltratedp  the  diagnosis 
may  be  very  difficult  and  clinically  impossible.  In  order  to  demonstrate 
these  two  clinical  properties  of  cancer  we  resort  to  palpation  and  in- 
s[jection,  whifdi  are  both  important  nu^thods,  but  not  in  the  same  degree, 
A  beginning  cancer,  particularly  of  the  vaginal  portion,  is  often  more 
easily  recognized  by  inspection,  and  therefore  requires  careful  examina- 
tion with  the  speculum.  In  advanccfl  cancer,  on  the  other  hand,  the 
signs  obtained  by  palpation  are  usually  very  marked,  while  insf)ection 
may  be  deceptive  because  suljvaginal  infiltration  can  be  felt,  but  cannot 
be  seen,  and  the  wall  of  infiltrated  tissue  often  hides  the  carcinomatous 
cavities  from  view.  In  such  eases  inspection  must  always  be  condjineil 
with  palpation.  It  is  obvious  that  the  diagnosis  of  a  uterine  cancer  is 
easier  the  more  readily  it  is  accessible  to  the  finger  and  to  the  eye. 
If  the  cancer  is  situated  in  the  outer  surface  of  the  vaginal  portion, 
or  if  the  os  is  dilatetl  and  the  finger  can  be  introduced  into  the  cervix, 
it  is  usually  ea^^sy  to  feel  an  ulceration  and  infiltration;  whereas,  if  the 
cervix  is  closed  anrl  the  neoplasm  is  situated  in  the  body  of  the  uterus, 
it  is  impossiljle  to  rlemonstrate  its  presence  by  palpation  and  inspection. 
Hiaice  the  methods  employed  for  the  diagnosis  of  cancer  must  be  varied 
according  to  the  seat  and  development  of  the  neoplasm.  If  clinical 
nu^tbods  of  examination  fail  to  yield  a  positive  result,  resort  must  be 
liad  to  microscopic  examination  of  the  tliscased  tissue* 
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i.  The  Diagnosis  of  Cancer  of  the   Vaginal  Portion. 

The  diagnosis  is  easiest  in  this  situation  because  th<^  changes  are 
readily  recognized  by  touch  and  sight.  This  is  particularly  true  of  the 
cauliflower  tumors,  which  project  like  polyps  from  the  sub- 
stance of  the  vaginal  portion,  especially  if  the  surface  of 
the  tumor  is  broken  down.  If  the  latter  is  rough,  if  the 
tumor  breaks  up  easily  and  yields  to  the  pressure  of  the  finger^  and  if 
the  sound  penetrates  the  tissue  without  any  trouble,  the  condition  is 
unf(uestionably  carcinoma.  If  the  carcinoma  is  flat  antl  situated  on 
the  outer  surface  of  the  vaginal  portion^  any  proUferation  beyond  the 
level  of  the  nmcous  membrane  is  suspicious  (Fig.  190).  As  a  rule, 
these  carcinomatous  portions  also  differ  from  normal  tissue  by  their 
great i*r  hardness.  If  the  neoplasm  is  situated  within  the  substance 
of  the  vaginal  portion,  in  other  words,  in  cases  of  infiltrating 
carcinoma,  a  cartilaginous  consistency  of  the  growth  is  character- 
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istic-;  at  the  same  time,  the  shape  of  the  portio  vaginalis  is  altered  and 
the  structure  bceomes  broad  and  shapeless.  These  changes  are  most 
easily  recognized  if  they  are  confined  to  individual  portions,  while  in 
the  others  the  shape  antl  eon^isteney  remain  normal.  So  long  as  the 
carcinoma  is  covered  with  intact  mucous  membrane  the  diagnosis  is 
exceedingly  difficult,  although  the  surface  has  a  pt'f^uliar  bluish  tint 
and  exhibits  scattered  yellow  areas  corresponding  to  cancer-nests 
that  have  undergone  fatty  degeneration.  As  soon  as  ulceration  begins 
in  the  surface,  all  doubt  disappears.  Carcinomatous  ulceration 
of  the  vaginal  portion  is  easily  reeognissed  by  the  cavities  with  uneven, 
rough  and  raggcrl  walls  which  are  produced.  If  the  surrounding  tissue 
is  hard,  the  changes  are  so  characteristic  that  the  diagnosis  can  be 
made  I)}^  a  single  touch;    but  if  the  cavity  is  not  large  enough  to  admit 
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tlic  finger,  beginning  <legeneration  can  nevertliek^ss  be  seen  in  the 
speculum.  Insteati  of  the  smooth  mucous  membrane  of  th«^  vaginal 
portion  one  sees  fissures  with  sharp  jaggetl  edges,  often  covered  with 
a  yellowish  exurlate;  or  the  normal  bonier  of  the  os  is  replaeeti  by  a 
ragged  ulcer  [Fig.  11)1),  In  these  case-s  also  the  deeper  degeneration 
can  be  recognised  by  the  want  of  resistance  in  the  tissues  when  the 
siis|Ucious  sjiots  are  testeil  somewhat  vigorously  \vith  the  finger,  or  by 
tlie  fact  that  the  soun<l  prnietrates  the  tissue  without  any  ttiffieulty; 
or  pieces  can  easily  be  removed  with  the  curette.  Friability  of  the 
tissue  is  always  suspicious  of  cancer.  The  most  difHeult  cancers  to 
reeognisst*  are  those  which  appear  in  the  form  of  fiat  ulcers,  because 
numerous  other  processes  also  proiluee  flat  ulcerations  in  the  vaginal 
portion.  The  characteristic  features  of  carcinomatous  ulcer  are  its 
sharp,  and  in  [jlaces  jaggetl  l>onler;  bright  red^  or,  in  the  presence  of 
degeneration,  yellowish-gray,  slightly  ncnlular  surface;  and  the  nmderate 
depth  and  infiltrated  floor  of  the  ulcer- 
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In  a  considerable  number  of  cases  the  above-mentioned  clinical 
signs  are  not  sufficient  for  a  positive  diagnosis.  In  such  cases  a  piece 
is  excised  from  the  suspicious  spot  and  the  diagnosis  is  matle  by  the 
histologic  picture.  The  ability  to  make  a  correct  diagnosis  in  rare 
cases  of  this  kind,  without  resorting  to  the  microscope,  grows  in  direct 
proportion  with  one's  clinical  experience,  A  physician  with  limited 
experience  ought,  if  he  were  in  tho  habit  of  making  accurate  exam- 
inations, to  see  a  great  many  doubtful  speculum  pictures  and  feel  a 
suspicious  hardness  in  a  great  many  eases;  and  for  this  reason,  he 
ought  to  resort  more  to  the  microscope  in  the  lUagnosis  of  cervical 
cancer  than  the  expert  specialist. 


Km,  101.— CARci!fost*Tot^  ri,tr.iiATio>*  or  the  V^niw^i.  Porttoji,     (OrigitiAl.) 

A  number  of  ilifferent  conditions  must  be  considererl  in  the 
differential  diagnosis,  depending  on  whether  the  cancer  to  be  difFer- 
entiatf^d    belongs    to    the    [mlyixiid,    infiltrating,    or    ulcerating    form* 

Polypoid  carcinomata  (taulitlower  tumors)  may  give  rise  to  con- 
fusion with  the  rare  forms  of  papillary  tuberculosis  of  the  vagi- 
nal portion,  which  also  lead  to  proUferation  in  both  lips  of  the  external 
OS.  On  account  of  their  irregular  surface  and  infiUrated  floor  they 
may  closely  resendjle  a  caulillowcr  tumor*     Occasionally  poiyptmi 

the  characteristic  elements  of  tuberculosis  are  seen  either  o^m^i^minm. 
in  the  neoplasm  itself  or  in  the  immediate  neighborhood,  as  in  the 
shape  of  pearly  nodules  the  size  of  a  millet  seed;  antl  in  the  intervals 
between  these  nodules  is  seen  the  caseous  greasy  material  which  results 
from  the  breaking  down  of  tuberculous  tissue.  The  differential  diag- 
nosis can,  thrrefore,  be  maile  only  after  very  careful  inspection.  Quite 
often  the  diagnosis  remanis  in  doubt  and  a  microscopic  examination 


350  GYNECOLOGICAL   DL^GNOSIS 

must  be  made,  by  means  of  which  tubercle  nodules,  and  frequently  also 
bacilli,  are  found  in  the  excised  piece  of  tissue.  Occasionally  the  demon* 
stration  of  tuberculosis  in  the  tubes  and  in  the  peritoneum,  or  the  finding 
of  a  tuberculous  focus  in  other  organs,  may  make  the  diagnosis  possible. 


Fic,  J92, — MifLTiPLE  Mucous  P<jtTP«  or  THK  Cehvix,    {OriKinaL) 

Gaebd  roentiona  a  papiUoiTiaLous  tumor  of  the  vaginal  portion  whjch  was  very  like  a 
cauliflower  caneer  and  whicli  owed  its  origin  to  infiltration  uith  the  ova  of  Bilharzla.  The 
absence  of  distliarge,  of  ulceration,  and  of  infiltration  in  the  neighlM>rhood,  acconhng  to  thiu 
authofj  sufEces  to  guard  a^inst  mialaking  the  condition  for  a  cancer. 


Fio.   Ift3,^Foitiii€^i.AR  PoLTP  TOOK  THE  PoBTERtott  Lrt*   o»  THE  Cejhtix.     (Odgimi]:)    (Ovulft  Kabollu 
QR    tK©  anterior  Up  and  surrttuiiding  I  lie  exleirmJ  cw.) 

Occasionally  mucous  polyps  of  the  cervix,  filling  the  entire 
external  os,  may  resemble  a  cancer  if  the  surface  is  nodular.  On  close 
inspection,  however,  the  surface  is  found  to  be  Bmooth  and  covered 
with  mucous  membrane,  an<i  on  careful  sounding  it  is  easy  to  demon- 
strate that  they  are  composed  of  individual  mucous  polyps  which 
originate  in  the  cervix  (Fig,  192), 
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A  cervical  mjroma  with  a  broad  pedicle  may  protrude  from  the 
vaginal  portion,  Siieli  a  tumor  is  di^tingui^^hed  from  carcinoma  by  its 
smootli  covering  of  mucous  mcmbrauej  which  may  occasionally  l)ccome 
gangrenous,  and  especially  by  its  firm  consistency  ami  absence  of  friability. 

Follicular  hypertrophy  of  the  vaginal  portion  leads 
to  the  production  of  large  tumors  in  circumscribed  portions  of  the 
cervix.  The  surfat'e  is  not  rougli  or  nodular,  the  consistency  h  not 
friable,  and  the  tumors  are  covered  with  smooth  mucous  membrane, 
through  which  the  ill  la  ted  follicles  can  sometimes  be  seen.  After  rup- 
ture of  the  latter,  irregular  retractions  are  produced  hero  and  there  on 
the  surf  ace  J  as  in  the  tonsils.  In  these  cases  the  microscope  occasionally 
has  to  be  consulted  (Fig,  193). 

Acuminate  condylomata   may  simulate  a  carcinoma  of  the 

vaginal  portion  if,  as  occurs 
most    frequently   during    preg- 


Fir,.  194. — Papilloma  iritndylfinm  a^'ii' 
mJimiuin»  or  titk  VAofsAi.   Pdtrrtos   is   a 

Pli(i»3,!iiAKT  WOHAK,       (ClnKlllnL) 


pAinLt.A*iT  ^tiHFACE*    (OriginalJ 


nancy,  they  are  clof^ely  packed  and  represent  a  eircums^cribcd  tumor 
on  the  external  surface.  In  such  a  case  they  form  a  true  neoplasm 
with  irregular  surface,  but  tht*  base  is  not  infiltrated  anrl  there  is  no 
true  ulceration,  only  a  papillary  surface  with  thick  epithelium.  The 
color  is  usually  whitish-nHb  The  diagnosis  is  simplified  by  the  fact 
tliat  the  condylomata  are  found  in  other  portions  of  the  cervix  or 
in   the   va<rina   and    vulva   (Fig.   104), 

Infiltrating  cardnomata  are  most  likely  to  be  confounded  with 
inflammatory  affections  (metritis  colli),  particularly  if  the  vagi- 
nal jiortiun  becomes  nodular  from  the  presence  of  lacerations  or  notches, 
or  swelling  of  the  parts  between.  The  infiammatnry  changes  always 
affect  the  entire  vaginal  portion  uniformly.     The  consist-  infti*™im« 

ency  is  not  so  cartilaginous  am!  elastic  as  in  the  case  of  c*nau*iuM, 
carcinoma,  and  the  cervix  is  eovereil  with  smooth  mucous  membrane. 
The  palpatory  findings  are  very  similar  to  those  obtained  in  carcinoma 
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produced  by  infiltration  of  the  vaginal  portion  with  dilated  follicles, 
particularly  as  the  s^tructures  may  have  a  nodular  teel  on  account  of 
the  projecting  follicles.  The  similarity  is  increased  by  the  fact  that 
these  changes  usually  do  not  involve  the  entire  vaginal  portion  and  the 
consistency  may  be  very  tense;  but  with  the  speculum  it  in  seen  that 
the  structure  is  eovcrcd  with  smooth  mucous  mcndiranej  with  here  and 
there  follictes  shining  througii.  which  on  being  punctured  exuile  a 
tenaeious  mucus;  in  doubtful  eases  the  microscope  must  be  consul tetL 
Flat  carcinomatous  ulcers  without  accompanying  infiltration  are 
often  very  difficult  to  distinguish  from  other  ulcerations  of  the  vagi- 
nal portion.  It  requires  long  clinical  experience  to  be  able  to  interpret 
an  ulcer  of  the  vaginal  portion  with  certainty,  and  even  the  practiced 


Fit»"  19*^^ — StacPtE  UijCfin  TN  pRnr*j*s  or  Cu  KTuusrins.     {iHvinittSLU} 


diagnosttciazi  is  forced  to  consult  the  microscope  more  frequently  than 
in  any  other  condition.  In  order  to  show  the  difference  from  carci- 
nomatous ulcers  (see  page  348^  and  Fig.  101)  I  shall  describe  the 
clinical  characteristics  of  other  kinds  of  ulcers  and  similar  processes- 
Erosions  (Fig.  195)  are  in  the  main  easy  to  tlistinguish  from 
cancerous  ulcers;  they  may  resemble  the  latter,  however,  if  they 
develop  on  a  hard  inflammatory  base,  if  they  arc  associated  with  ectro- 
pion, or  their  surface  becomes  rough  and  nodular  by  the  formation 
of  thick  papilke  (erosio  papillaris).  Inspection  with  the  spec- 
ulum decides  the  diagnosis.  An  erosion  usually  surrounds  the  external 
OS  uniforudy  and,  owing  to  its  epithelial  covering,  has  a  reflecting 
surface  and  bright  red  color;  while  a  carcinoma,  even  if  the  ulceration 
is  quite  superficial,  is  more  ilull  in  appearance  and  the  surface  is  rougher. 
Erosions  have  no  sharp  edge  and  merge  gradually  with  the  squamous 
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epitlieltum  of  the  vaginal  portion;  their  outline  is  irregularj  ami  oti 
the  surface  islands  of  epitlielial  follicles,  or  folUeular  uleons,  are  not 
infrequently  sern.  If  the  erosion  has  lost  its  epithelial  covering,  or 
purulent  infection  of  the  surface  or  incrustation  with  scalB  ha^s  (level- 
oped,  the  diagnosis  is  more  difficult*  Under  these  eircuiastanctH  the 
microscope  occasionally  has  to  be  couHuUed. 

Decubital  ulcer  (Fig*  190)  (ulcus  simplex)  occurs  in  oases 
of  prolapse  and  forms  irregular  lacerated  ulcers,  often  involving  large 
portions  of  the  vagina.  The  external  os  itself  is  often  free  from  ulcera- 
tion, while  in  carcinoma  this  portion  is  usually  attacked  first.  Decu- 
bital ulcers  are  usually  separated  by  a  sharp  line  from  the  thickened 
epithelium  and  the  hypertrophied  vaginal  portion  of  the  floor  is  ulcer- 
ated and  often  covered  with  a  pale  yellowish  exudate.    At  the  ]ieriphery 


Fto.  Itf7. — Ti'Bi£itri.!LOtiii  Um'eh  of  thk  VAntH4t>  PcnfTM»*f.     (Origrndi.) 

cicatrisfation  is  often  seen,  ami  in  the  midflle,  islands  of  epithelium. 
In  contrast  with  carcinomaj  the  floor  of  the  ulcer  is  entirely  free  from 
infiltration,  and  a  few  days  after  replacement  of  the  prolapse  distinct 
signs  of  heahng  are  observed  in  the  form  of  peripheral  e|>idermidalization. 
Decubital  ulcers  may  also  be  produced  in  a  normally  situated  vaginal 
portion  by  the  use  of  ill-fitting  pessaries.  These  uleers  are  immediately 
underneath  the  arch  of  the  pessary,  oval  in  shape,  with  a  greasy  floor. 
They  heal  rapidly  after  removal  of  the  pessary.  The  ulcers  remaining 
after  the  separation  of  a  piece  of  mucous  membrane  in  croupous  or  diph- 
theritic processes,  or  after  cauterization,  differ  from  carcinomatous  ulcers 
by  the  presence  of  the  remains  of  gangrenous,  white  mucous  membrane 
which  still  adh(»res  to  them,  anil  the  absence  of  all  infiltration. 

Tuberculous  ulceration  (Fig,  197),  we  must  admit,  is 
cxceedinpjly  rare,  ami  produces  a  ]>ieture  very  similar  to  that  of  carci- 
noma.    It  also  surrounds  the  external  os;    the  edges  are  sharp  and 
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frequently  undermined,  resembling  tubereulouB  ulcer  of  the  intestine- 
The  floor  of  the  ulcer  is  yellowish,  slightly  granular  and  uneven,  but 
not  infiltrated.  On  the  floor  of  the  ulcer^  as  well  a^  in  the  surrounding 
tissue^  yellow  mihary  tubercles  are  frequently  seen.  An  important 
support  to  the  diagnosis  h  found  in  tuberculous  disease  in  other  organs, 
particularly  coincident  tuberculosiss  of  the  uterus  and  tubes.  The 
specific  structures  of  tuberculosis  and  the  tubercle  bacilli,  which  are 
easily  recognized  in  the  microscopic  picture,  afford  positive  signs  of  a 
tuberculous  disease. 


i 


FhI.  198.— ^ilA»CTM5lD*     ON    THB    PoilTKRIOB     LiP     OF    THE    CeRVIX     ANO    ANTfelttOR    VaCJINAI^    WaU*     (^ttMft 

Chancroids  (ulcera  moUia)  (Fig,  108)  are  usually  small  ulcers, 

sometimes  becoming  larger  by  confluence,  with  a  slightly  indented, 
somewhat  elevated  border.  The  floor  of  the  ulcer  is  lardaceous 
and  diphtheritic,  but  not  infiltrated.  The  fact  that  the  ulcers  are 
multiple,  the  presence  of  contact  ulcers  and  the  simultaneous  appear- 
ance of  similar  ulcers  in  the  vagina^  especially  in  the  external  genitalia, 
are  all  fairly  characteristic  of  chancroid. 

Syphilitic  ulcers  occur  in  the  vaginal  portion  in  three  dif- 
ferent forms:  initial  lesion  (sclerosis),  degenerated  papule,  and  gumma. 
An  ulcerated  and  degenerated  primary  sore  (Fig,  199)  is 
not  rare  in  the  vaginal  portion.  It  is  characterized  by  the  fact  that  it 
is  solitary  and  has  a  hard  consistency  at  the  base.    On  close  inspection 
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it  iTveab  itself  as  a  shallow  ulcer  with  an  indistinct  border  and  dirty, 
brownish-red  color,  and  the  floor  is  sometimes  covered  with  a  greasy 
exudate.  In  multipar:r  with  patulous  external  os  the  ulcer  may 
extend  far  up  into  the  cervieal  canal  (Neumann).  The  anterior  lip  is  the 
favorite  site.  Papulous  ulcers  (Fig.  200)  are  somewhat  elevated 
above  the  level  of  the  vaginal  portion,  and  the  surface  is  covered  with 
whiti?^h  or  yellowi^sh,  broken-down  tis.sue.  These  ulcers  are  usually 
multiple,  and  along  with  them  are  seen  other  papules  in  the  vagina 
and  particularly  on  the  vulva,  which  have  not  undergone  ulceration. 
Gumniata  on  the  vaginal  portion  are  exceetlingly  rare.  Neumann 
describes  them  as  ulcerations  occurring  in  the  neighborhood  of  the  ex- 
ternal OS,  both  on  tlie  anterior  anil  on  the  posterior  lip,  and  often  sur- 
rounding both  lips  at  the  aame   time.     The  ulcers  which  result   from 

gummataare  elliptical  and  sharply 
outlined,    i^hiilloWj     or     somewhat 


SORK  OS    THE    A^TKBIOH    LlJ*    ttV    THK 

QiLKVix  r.»ftcr  Keiiin&nii), 


Flrt.    200. roKTlTLOMATA      l.*TA 

or      TtIK      VAIilNAL      lVjRTll>Si       faft^r 

Si  rat*). 


depressed,  and  the  floor  \^  usually  covered  with  a  puriform  exudate^ 
separation  or  removal  of  which  often  leaves  a  ^pong>'  granulation  which 
bleeds  freely.  The  ilistinction  from  carcinoma  is  based  on  their  situa- 
tion to  one  side  of  the  external  os,  the  sinuous  outline  of  the  ulcer, 
rapid  degeneration,  crater-like  depression,  and  peripheral  extension 
with  serpiginous  border.  In  all  specific  processes  the  diagnosis  is  ren- 
dered very  probable  by  the  demonstration  of  .specific  affections  in  other 
places.  The  microscope  will  occasionally  have  to  decide*  The  finding 
of  spirochreta  pallida  particularly  appears  to  afford  positive  support  to 
the  diagnosis* 

IL  The  Diagnosis  of  Cervkal  Cancer, 

The  diagnosis  of  cervical  cancer  is  more  difficult,  particularly  if 
it  is  deeply  situated  in  the  cervical  substance  and  is  inaccessible  to  the 
palpating  finger  on  that  account,  or  because  the  os  is  closed.  Cancers 
which  have  ulcerated    and   opened    toward    the    outer   surface   of   the 
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vaginal  portion  are  no  more  difRcult  to  rliagnose  than  ulcerating  cancers 
of  the  va«:inal  fjortion  itBelf;  they  are  easily  recognized  by  the  rough, 
ragged  friable  walls  of  the  eavity,  partienlarly  if  the  surrounding  tissue 
is  infiltrated.  Similarly  the  diagnosis  is  easy  in  those  eases 
in  which  the  finger  can  be  passed  from  the  cervical  eanal 
into  the  cavity,  or  the  entire  inner  surface  has  undergone 
eareinomatous  degeneration.  In  these  cases  also  a  nodular  thiek- 
eningj  with  rougli  j^urface  and  friable  consistency,  is  felt.  If  the  lower 
portion  of  the  cervical  canal  can  be  seen  in  the  speculum,  the  true 
nature  of  the  uleeraVive  surface  can  be  recognized  by  the  absence  of 
epithelium*  The  rough  and  sometimes  greasy  apjjearance  of  the  lowx*r, 
jagged  edge  of  the  ulcer  just  appears  at  the  external  os.  The  friable 
consistency  of  the  wall  is  most  easily  demonstrated  by  means  of  the 
curette.  If  large  pieces  of  tissue  can  be  renjovcd  with  the  curette 
by  gentle  pressure,  the  tumor  is  undoubtedly  a  carcinoma.  The 
microscope   is   rarely  needed   in  such   cases. 

Infiltrating  cancers  w^hich  occupy  part  of  the  cervical  wall,  but  are 
everywhere  covered  with  mucous  membrane,  are  difficult  to  recognize- 
The  diagnosis  in  such  cases  must  be  based  solely  on  the  change  in  shape 
and  the  consistency;  the  cervix  becomes  distended,  thick  and  shape- 
less, sometimes  only  on  the  afTected  side,  and  the  cervical  canal  is 
crow^ded  over  to  the  other  side.  The  consistency  is  as  hanl  as  cartilage 
and  often  elastic.  Infiltration  of  the  supravaginal  portion  of  the  cervix 
is  best  recognized  by  rectal  examination.  If  the  carcinoma  approaches 
the  vaginal  portion,  the  investing  mucous  membrane  at  this  point  often 
becomes  distinctly  bluish  and  shows  yellow  points  which  correspond  to 
degenerated  cancer  nests.  Quite  often,  however,  the  mucous  membrane 
is  bright  red,  loses  its  gloss,  and  the  superficial  layers  are  readily  stripped 
off.  If  the  carcinoma  comes  still  nearer  the  nmcous  membrane,  the 
latter  breaks  down,  the  cancer  is  exposed,  and  the  appearance  becomes 
similar  to  that  of  a  [jrimary  cancer  of  the  vaginal  portion*  In  these 
infiltrating  carcinomata  it  often  becomes  necessary  to  excise  a  piece 
for  microscopic  examination,  A  completely  closed  os  offers  a  serious 
obstacle  to  the  recognition  of  cervical  carcinoma,  particularly  the  forms 
without  marked  infiltration  of  the  cervix  which  ulcerate  toward  the 
cervical  canal,  and  above  all  internal  cervical  carcinomata.  From  a 
diagnostic  standpoint  these  cases  occupy  the  same  position  as  carcinoma 
of  the  body.  Either  an  attempt  is  made  to  dilate  the  external  os  for 
the  purpose  of  introilucing  the  finger,  or— a  better  |>lan— a  piece  of 
tissue  is  removed  with  the  curette  and  examined  under  the  microscope. 
As  it  is  impossible  to  difi'erentiate  between  these  cases  and  carcinoma 
of  the  body  clinically,  it  is  better  to  curette  the  entire  body  at  the  same 
time,  and  conversely,  in  cases  that  suggest  carcinoma  of  the  body  the 
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upprr  portion  of  the  cervix  should  ali^o  be  fxamiiud,  I  ilistiiictly 
remember  two  eases  in  whieh  only  the  body  nf  the  uterus  wa^  curetted 
again  anil  again,  always  with  the  result  that  only  henign  changes  of 
the  mucous  membrane  were  demonstraletl  with  the  mierosecjpe^  while  a 
cancer  was  developing  umHsturbed  in  the  upper  portion  of  the  cervix. 
Differential  Diajirnosis.  The  chief  source  of  diagnostic  errors  is 
foun<l  in  the  iniiltrating  carcinouiata.  They  "may  be  confcmnded  witli 
metritic  changes  and  follicnhtr  h}  |)ertroidiy,  the  |>hysical  signs  of  which 
have  been  described  on  page  3iL  Interstitial  myomata  situ- 
ated in  the  w^all  of  the  cervix  may  also  give  similar  palpatory  signs. 
They  also  cause  partial  thickening  of  tlie  cervical  wall,  Iml  they  are 
more  round,  more  sharply  outlined,  and  surrounded  by  soft  tissue; 
whereas  carcinoma,  owing  to  its  processes  and  the  inflammatory  reac- 
tion, merges  more  difTuHcly  with  the  surrounding  tissue.  In  doubtful 
cases  the  microscope  decides.  Ulceration  is  always  in  favor  of  carci- 
noma. Degenerated  carcinonmta  of  the  mucous  membrane  may,  in 
the  absence  of  marked  infiltration,  give  palpatory  signs  sinular  to  those 
obtained  in  chronic  cervical  catarrh  in  old  women.  In  this  con- 
dition also  the  mucous  membrane  feels  rough,  uneven,  and  nodular,  from 
the  glandular  depressioas  and  thickening  of  the  intervening  portions  of 
tissue.  As  a  rule,  however,  the  surface  is  not  sm  ragged  as  in  carcinoma, 
and  in  the  speculum  the  normal  sheen  of  the  mucous  membrane  is 
obscrvetl.  If  the  curette  is  introduced  into  the  cervical  canal  for  the  pur- 
pose of  testing  the  friability  of  the  tissue,  it  does  not  bring  away  any  part 
of  this  tissue.     Here  again  the  microscope  must  speak  the  last  word. 


III.  DUif^nosis  of  Quic&r  of  tKe  Body« 
Tills  <liagno.^is  is  often  missed  because  the  possibility  of  such  a 
cancer  is  not  thought  of.  Kven  if  the  physician  recognises  the  impor- 
tance of  the  above  mentioneil  symptoms  of  carcinoma  and  examines 
the  woman  for  cancer,  he  is  often  satisfied  if  he  fails  to  ,^  .  , 
nnd  one  in  the  vaginal  portion  or  in  the  cervix.  It  is  true  cini*r»fti»e 
that  cancers  of  the  body  are  less  fret|uent  than  cervical 
cancenst  in  the  proportion  of  about  one  to  fifteen,  but  they  are  never- 
theless fre<]uent  enough  to  demand  a  searching  examination  if  sus- 
picious symptoms  are  present.  These  arc  somewdiat  more  striking  in 
this  condition,  particularly  the  hemorrhages^  as  most  corporeal  cancers 
develop  after  the  menopause.  Another  very  suspicious  and  almost 
pathognomonic  symptom  is  fount!  in  Simpson's  pains,  k**.,  regular, 
labor-like  pains,  lasting  several  hours,  and  recurring  at  a  definite  time 
of  the  day.  But  no  matter  how  striking  the  symptoma  may  be,  the 
diagnosis  must  always  be  based  on  objective  examination.  To  begin 
with,  it  should  be  emphasized  that  there  are  no  characteristic  bimanual 
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palpatory  findings  in  cancpr  of  the  body.  In  the  early  stages  the  size 
of  the  uterus  may  be  absolutely  normal,  and  even  a  seBile,  atrophied 
uterus  may  contain  a  nenpla^^ni.  In  the  advanced  stages  the  viscus  is 
thicker,  larger^  more  tense,  and  often  distinetly  nodular;  but  H  does 
not  materially  differ  from  myoma  or  a  metritis  uterus.  Even  when 
the  carcinoma  forms  protuberances  on  the  outer  surface  of  the  uterus, 
the  eontiition  cannot  be  positively  distinguished  from  a  subserous 
myoma  by  the  sense  of  touch.  The  diagnosis  of  corporeal  cancer  can 
be  made  only  by  means  of  an  internal  examination  of  the  cavity.  This 
is  always  begun  with  the  sound.  In  circumscribed  places,  or  on  the 
entire  inner  surface,  irregularities  are  found  which  occasionally  differ 
from  the  irregularities  formed  by  the  retention  of  decidual  tissue,  or  those 
seen  in  fungous  endometritis,  by  their  hardness,  their  nodular  ehar- 
acter,  and  by  the  fact  that  they  give  the  sensation  as  if  the  instrument 
were  gliding  over  a  projection  and  down  into  a  depression.  Ocea^ 
sionally  one  gets  the  impression  that  the  head  of  the  sound  is  penetrat- 
ing into  the  tissue.  While  these  findings  are  never  a  proof  of  carcinoma, 
and  should  only  serve  to  induce  the  examiner  to  resort  to  other  methods 
of  examination,  carcinoma  can  practically  be  excluded  with  certainty 
if  the  entire  endometrium  is  found  to  be  absolutely  smooth;  if  irregu- 
larities arc  found,  a  microscopic  examination  must  follow.  There  is  no 
objection  to  employing  the  microscope  if  the  symptoms  are  very  sus* 
picious,  even  if  no  roughness  is  discovered  with  the  sound.  Microscopy 
is  the  sovereign  method  in  the  diagnosis  of  corporeal  cancer.  Its  use 
can  be  dispensed  with  only  in  those  cases  in  which  the  cervix  is  open 
and  the  protruding  mass  is  unquestionably  carcinomatous,  or  digital 
exploration  is  absolutely  conclusive.  Digital  exploration  of  the  uterine 
cavity  may  give  positive  information  in  complicated  cases.  The  finger 
encounters  circumscribed  or  diffuse  thickening  in  the  uterine  walh  or 
the  hard  infiltrated  border  and  floor  of  a  carcinomatous  ulcer,  or  villous 
papillary  proliferation  filling  the  entire  cavity,  or  tumors  with  rough 
surface  and  friable  consistency.  Small,  soft,  polypoid  carcinomata 
are  more  difficult  to  recognize,  and  carcinoma  of  the  mucous  membraue 
in  the  earlier  stages  may  entirety  escape  the  exploring  finger.  In  all 
cases  in  which  the  cervix  opens  spontaneously,  digital  exploration  of 
the  uterine  cavity  should  be  employed;  but  if  there  is  the  slightest 
doubt,  or  the  findings  are  negative,  an  exploratory  curettement  for  the 
purpose  of  microscopic  examination  must  follow.  If,  however,  the  cervix 
is  closed,  the  diagnosis  should  first  be  made  by  the  result  of  exploratory 
curettage;  and  only  if  the  microscopic  diagnosis  is  not  positive,  should 
dilatation  and  digital  exploration  be  employed*  The  advantages  are 
all  on  the  side  of  the  former  method,  partly  because  exploration  is 
more   dangerous   than    curettage,   and    partly    because   the   palpatory 
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findings  are  much  more  likely  to  give  rise  to  an  error  in  (HagnoBis  than 

a  mirroscopic  exaTnination  in  the  hands  of  an  expert  pathologist. 

The  differential  diagnosis  in  eartinoma  of  the  body  i*^  therefore 
almost  exrhKsivcly  hmvd  on  the  liistologie  findings;  if  a  digital  explora- 
tion is  employed,  it  niu.st  bv  remembered  that  sarcoma  of  the  mucous 
membrane,  degenerating  myoma,  mucous  polypoicls,  and  the  remains 
of  abortions  may  yiehl  similar  physical  signs.  From  all  these  conditions, 
which  are  described  in  detail  in  their  respective  chapters,  earcinoma  of  the 
body  is  distinguished  by  tlie  cond^ination  of  neoplasm  and  degeneration. 
If  the  cervix  is  insufficiently  dilated  and  constricts  the  palpating  finger^ 
it  may  be  impossible  to  feel  the  finer  differences  of  the  above  tumors. 

Diagnosis  of  the  Extension  of  Uterine  Cancer 

After  the  diagnosis  of  cancer  of  the  uterus  has  been  made  there 
arises  the  question  whether  it  is  confined  to  its  original  site  or  has 
already  attacked  the  adjoining  organs.  The  possibiUty  of  removing 
the  cancerous  focus  at  all,  or  at  least  with  any  prospect  of 
permanent  cure,  depends  on  the  question  whether  the  dis-  th?i^^^l'i<^ 
ease  has  spread  outside  of  the  uterus  or  not.    It  is  true  that  **'^™ 

such  progress  has  been  made  in  operative  technique,  and 
the  primary  results,  even  of  our  most  radical  operations,  are  now  so 
gootl  that  we  venture  to  follow^  the  cancer  everywhere  with  the  knife, 
stopping  only  when  we  reach  the  bony  pelvis.  The  exact  determina- 
tion as  to  whether  the  cancer  is  still  confined  to  the  pelvis  no  longer 
has  the  same  value  which  it  had  about  ten  years  ago,  when  no  operation 
was  attempted  if  cancer  could  be  demonstrated  anywhere  outside  of 
the  uterus;  nevertheless,  the  operator  at  least  cannot  afford  to  neglect 
this  question^  because  the  prognosis  of  the  operation  still  tlepends  on 
the  extent  to  which  lie  is  obliged  to  carry  it,  and  because  the  permanent 
result  is  even  more  closely  dependent  upon  the  extent  of  the  cancer. 
For  the  family  physician  the  point  is  not  so  important,  and  we  advise 
him  to  let  the  operator  decide  this  question,  on  which  the  life  or  death 
of  the  cancer  patient  depends,  particularly  as  the  operative  indications 
are  still  far  from  being  w^ell  established,  and  the  necessary  methods  of 
examination  may  be  beyond  the  ability  of  an  ordinary  doctor. 

The  examiner  nmst  be  familiar  with  the  various  lines  of  extension 
which  cancer  of  the  vaginal  portion  of  the  cervix  and  the  body  (see 
page  337,  et  seq*)  may  follow,  and  be  able  to  trace  the  course  of  the 
infection*  The  cancer  niay  sjucad  within  the  uterus,  or  may  extend  to 
the  vagina,  bladder,  rectum,  lymph  glands  and,  by  metastasis,  to 
internal  organs. 

The  spread  of  the  cancer  within  the  uterus  is  of  importance 
only  to  those  operators  who  remove  only  the  cervix  in  certain  forms  of 
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cancer  of  the  vaginal  portion*  The  examination  is  made  by  deter- 
inininpc  tho  boundary  l)(*lwt*nn  the  infiltrate<l  and  normal  tissue  by 
bimanual  palpation  of  thr  supravaginal  segment  of  the  cervix;  througli 
the  rectum  the  thickened  or  distended  portion  can  be  dis- 
tinctly difft^rentiated  from  the  healthy  part,  which  is 
slender  and  less  hanL  Extension  along  the  mucous  membrane  can 
be  recognized  with  the  finger  or  with  the  sound  by  the  cessation  of 
roughne^ss;  metastases  in  the  mucous  membrane  can  also  be  occasionally 
demonstrated  with  the  sound,  whc^reas  in  the  tissue  of  the  uterus  it  is 
praetically  impossible  to  recognize  them. 

Involvement  of  the  vagina  is  readily  discovered  by  palpation* 
Beginning  at  the  vaginal  portion  the  vaginal  vault  is  infiltratetb  or  the 
surface  is  rough  and  nodular  up  to  a  distinct  boundary  line  which  s^epa- 
rates  it  from  the  healtliy,  smooth  vaginal  wall;  superficial 
ulcerations  arc  best  recognized  by  inspection.  In  i<uh- 
mucous  extension  of  the  cancer  infiltration  antl  breaking  tlown  of  the 
diseaseil  portion  of  the  vagina  are  easily  detected  by  palpation,  the 
separation  below  from  healthy  mucous  membrane  being  formcfl  by  a 
cartilaginous  ring.  Inspection  is  often  deceptive  in  this  condition 
because  the  infiltration  is  covered  with  normal  mucous  membrane. 
Metastases  in  the  form  of  hard  movable  noilulea,  ranging  in  size  from 
that  of  a  lentil  to  that  of  a  walnut,  and  covered  with  bluish  mucous 
membraDe,  are  found  chiefly  in  the  posterior  wall.  Occasionally  they 
appear  in  the  fold  surrounding  the  meatus,  where  they  form  subvaginal 
nodes  which  surround  the  urethra  ami  after  a  time  ulcerate* 

Extension  to  the  bladder  is  easily  recognized  if  the  vesico-vaginal 
or  vesico-cervieat  st^ptum  has  been  perforated  and  a  fistula  has  formed. 
It  can  be  inferred  in  cases  of  advanced  carcinoma  with  a  fair  degree  of 
certainty,  if  there  is  severe  vesical  catarrh,  bloody  urine, 
or  pronounced  irritative  symptoms  in  the  bladder.  It  is 
much  more  important,  however,  to  make  as  early  a  diagnosis  as  possible 
of  the  vesical  di^sease,  partly  in  order  to  limit  the  operation  in  that 
direction,  and  partly  because  it  may  modify  the  operative  technique 
to  be  employed.  The  only  reliable  method  of  examiidng  the  condition 
of  the  bladder  is  cystoscopy,  with  the  aid  of  which  it  is  possible  to 
recognize  changes  in  the  bladder  wall  which  are  a  positive  sign  that  the 
carcinoma  is  approaching  from  without.  Extension  to  the  wall  of  the 
blatlder  occurs  in  the  following  manner:  Over  the  spot  where  the  carci- 
noma is  approaching  the  bhuhlc^r  from  wdthout^  Le,^  usually  the  floor  of 
the  bladder  on  the  left  or  right  side,  next  to  the  trigonuui  Lieutaudii, 
the  mucous  membrane  swells  anfl  forms  thick,  parallel  folds  w^hich 
gradually  increase  in  height,  leaving  deep  depressions  between  them 
(Fig.  201)-     The  mucosa  then  becomes  edematous^  covered  with  vesi- 
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eliflf  the  epithelium  Beparatcs,  anrl  a  picture  similar  to  that  rjf  biillous 
edema  is  profluft^l.  These  aflvaneetl  alterations  may  he  present  with- 
out a  .Kign  of  ry^titis^.  Mut-h  later  .^mall  noduk*?*  the  .^ize  of  a  h^ntil,  or 
Hal,  elevated  area^,  appi^ar  in  the  mucous  nu'mbrane  and  are  eai^ily 
reeogniaed  as  earcinonmtous  by  their  medullary  appearance  and  peculiar 
reHex.  The  surface  of  t\m  area  is  traversed  by  blood-veK^els,  If  ulcer- 
ation is  ifuperadded,  the  surface  of  these  nodes  beeomes  rough  and  covered 
with  wtiite,  more  or  less  firmly  atlherent  shn^ls  of  tissue  or  incrustations 
(Fig.  202);  extensive  cystitis  is  usually  present  at  the  same  time.  While 
these  clianges  in  the  bladder  wall  do  not  justify  the  inferencf*  that 
the  carcinoma  has  s|>read  to  the  tissues  outside  of  the  uterus  gener- 
ally, the  presence  of  well-nmrketl  folds,  and  particularly  of  bullous 
eilema^  are   positive  signs  that   the  vesicocervical  septum  is  di^'ased. 


Fio.  201. — CYiiTfiiiiL'^jM*^   PicrntB 
or  TiiK  Vkah  ,41.  MttttiVn   Mfe:MHU.A?<ffc: 

WtHkN    A    CaHi  INOMA      If*    IS    CoVTArrT 

WITH    TMK    VuMiUff,      iMcMlifif^l    after 


Flu,    202.  —  CT'^Ti'MM'OPir    PfCTUHK 

pr  A  Ci,itvi*..%L  Cahli^oua  that  has 
Ia;vai>i!:ii  TFTit  Hi.4TpriKR,  TIlif  cjiiiiwr 
y  <9uv«rerl  with  inerUi»ration^  of  m^X 
mn*i  *urnii]ndp«d  by  bullous  cdenu. 
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With  the  alil  of  ehrnmo-eystoseopy,  furthermore,  it  can  be  deter- 
mined whether  the  carcinoma  involves  the  ureter.  If  the  latter  is 
still  intact,  its  function  is  not  disturbed;  but  if  th*^  stream 
of  urine  is  entirely  al>sent,  it  may  be  assumed  that  the 
ureter  is  surrounde*!   and   compressed   by   the  carcinoma   (Hofmeier). 

The  diagnosis  of  involvement  of  the  rectum  in  uttTine  carci- 
noma is  usually  easy  if  a  rectal  examination  is  made.  As  infection  of 
the  rectum  occurs  by  continuity  from  without,  the  tube 
maintains  its  full  mobility  so  long  as  it  is  not  involved;  as 
soon  as  the  outrr  layers  of  the  wall  are  attacked,  the  luueous  membrane 
becomes  immovable:  finally  no<lulcs  form  within  the  mucosa,  and  l>y 
breaking  down  give  rise  to  discharge  of  blood  ami   putrescent  fluiib 

The  parametrium  is  the  most  important  factor  in  the  exten- 
sion of  cancer,  because  changes  in  the  parametrium,  more  frecjuently 
than  anything  else,  limit  the  possibility  of  operation.     Undoubtedly 
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opioionB  have  undergone  a  change  on  this  point,  and  whereas  formerly 
no  operation   was  ever  performed  in  a   case  of  uterine  cancer  if  the 
pararaetrium  was  positively  known  to  be  diseased,  we  now  regard  only 
the  most  advanced  stages  of   parametritis  as  counter  indi- 
cating  radical    abdominal   hysterectomy.      It  is  therefore 
important,  not  to  decide  whether  the  parametrium  is  diseased  or  not, 
but  rather  to  determine  whether  the  di^seaBC  has  advanced  to  isuch  a 
degree  that  there  is  no  longer  any  prospect  of  a  primary,  or  at  least 
of  a  permanent  result,  if  operation  is  performe<L    This  question  has  not 
as  yet  been  answered  unanimously,  and  the  many  examinations  that 
have  been  mailc  show  that  the  hrst  beginning  of  carcinomatous  disease 
in  the   parametrial  tissue  cannot  be   recognized   by  clinical   methods- 
While  we  are,  therefore,  not  in  a  position  to  say  definitely  that  the  para- 
metrium is  diseased,  we  ran  never  be  sure  that  it  is  healthy.     As  it  is 
the  posterior  portions  of  the  pelvic  connective  tissue  that  are  usually 
attacked,  combined  examination  through  the  vagina  is  rarely  success- 
ful, and  a  positive  opinion  with  regard  to  the  conilition  of  the  para- 
metrium, j>articLUarly  in  the  earlier  stages  of  disease,  can  only  be  formed 
if  the  vaginal  vault  is  soft  and  yielding  and  the  abdominal  parietes  are 
very  thin.    The  examination  should,  therefore,  be  made  chiefly  through 
the  rectum.     In  order  to  make  an  accurate  palpation  of  the  portions 
of  the  pelvic  connective  tissue  situated  high  up,  alongside  of  the  cervix, 
it  is  usually  necessary  to  introduce  the  palpating  finger  beyond  the  fold 
of  Kohlrausch.    If  tlie  examiner  is  unable  to  wavh  high  enough  with  one 
finger  he  nmst  employ  two,  and   that  is  po^ssible  only  in  anesthesia; 
but  as  it  would  weaken  the  patient  too  much  to  give  her  a  general 
anesthetic  shortly   before  the   major  operation,  this   method   must   be 
limited  to  cases  that  are  really  doufjtful.     The  examination  consists  in 
introducing  one  or  two  fingers  high  up  into  the  rectum  and  at  the  same 
time  placing  the  thumb  in  the  vagina  so  as  to  grasp  the  parametrium 
from  both  sides,  while  the  other  hand  assists  in  the  examination  from 
without.     In  this  way,  very  slight  changes  in  the  parametrium  can  be 
discovered.     So  long  as  the  parametrium  is   healthy  the   fingers  can 
easily  be  brought  together  immediately  alongsitle  of  the  cervix,  and 
the  soft  connective  tissue,   the  round  contour  of  the  healthy  cervix, 
and   the   normal   or  slightly  stretched    folds   of    Douglas  can   be   felt. 
Conversely,  however,  it  is  not  justifiable  to  conclude  from  such  find- 
ings that  tlie   parametrium   is   (}uite   intact;    for   the   earliest  changes 
deinonstraijle   only    with   the  microscope  are,  of  course,  injpereeptible 
and    cannot    be    recognized    even    by    the    most    accurate    palpation. 
Freedom  fronj  carcinoma  as  determined  clinically  does  not  coincide  with 
microscopic  integrity  of  the  tissues;    if  large  portions  of  the  carcinoma 
have  already  advanced  beyond  the  cervix,  the  adjoining  parametrium 
is  thickened  and   forms    together  with  the   cervix,  a  hard  noduh*  c(f 
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irregular  outline;  the  roundness  of  the  eervix  at  this  point  disappears 
and  th*j  oytlirie  lK?coinPS  irregular;  thick  bands  of  tissue  extend  to  both 
^ides  and  baekwarri.  Iti  a  still  rnnn>  advani-erl  stage  the  nodular  bands, 
as  thick  as  a  finger,  are  felt  extending,  and  closely  attaclied  to,  the  pel- 
vic wait  At  the  same  time  the  examiner  determines  with  the  thumbp 
whieh  is  introduced  without  much  force  into  the  carcinomatous  cavity 
through  the  vagina,  whether  the  destructive  process  extends  beyond 
tlie  normal  contour  of  the  cervix  into  the  parametrium;  or,  in  otlier 
words,  whether  the  ulcerated  cavity  is  still  confined  to  the  cervix  or 
not  (Fig.  203),  On  account  of  the  differences  in  the  contour  of  the 
cervix  ami  in  the  coni^istency  of  the  parametrium  on  the  two  sides  (Fig, 
204),  the  diagnosis  in  easiest  in  those  eases  in  which  the  paranietrium 
is  soft  on  one  side  and  infiltrated 

on    the   other.     More   rarely   the  /<^I^^ 

alterations  in  the  parametrium 
are  confined  to  a  few  isolated 
thick  bands  of  adhesions  passing 
from  the  folds  of  Douglas  to  the 
pelvis,  and  occasionally  inter- 
rupted by  a  few  noilules;  these 
bands  correspoml  to  carcinoma- 
tous lymph  vcissels  surrounded  by 
a  zone  of  inflammatory  reaction. 
In  cases  of  very  extensive  infil- 
tration of  the  parametrium  not 
accompanied  by  disintegration  of 
the  tissues  toward  the  vagina, 
extensive  tumors  of  the  eonsist- 
ency  of  cartilage  and  with  nodular 
surfaces  are  felt  occupying  the 
entire  space  between  the  uterus  ami  the  pelvic  wall^  particularly  the 
posterior  portions  of  the  pelvis*  It  is  difficult  to  decide  by  palpation 
whether  the  carcinoma  in  its  advance  toward  the  bladder  has  gone 
beyond  the  cervix  and  invaded  the  anterior  parametrium;  but  it 
may  be  surmised  if  the  anterior  wall  is  destroyed  and  the  remaining 
layer,  by  a  simultaneous  examination  through  the  bladder  with  the 
catheter  and  through  the  cervix  with  the  finger^  is  shown  to  be  very 
thin.  The  earliest  beginnings  of  the  extension  in  this  direction  arc 
recognized  with  the  cystoscopy  A  much  less  reliable  sign  of  disease  of 
the  parametria  is  fixation  of  the  uterus,  i.e.,  loss  of  its  normal  mobility- 
It  is  true  that  when  the  parametrium  is  absolutely  healthy,  the  uterus 
is  quite  movable  and  can  easily  be  drawn  down  to  the  vulva;  but 
even  after  that  portion  of  the  parametrium  which  is  in  contact  with  the 
cervix  has  been  attacked   by  carcinoma,   while  the  lateral  portion  is 
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still  free,  the  normal  niubiUty  of  the  uterus  is  praetieally  preserved; 
fixation  does  not  occur  until  the  infiltration  reaches  the  pelvis,  and 
even  at  that  Rtage  errors  in  regani  to  the  degree  of  mobility  are  not 
infrequent.  Moreover,  inflammatory  affrctions,  which  an^  so  extraor- 
dinarily eomnion,  produce  the  same  fixation  of  the  uterus.  The  degree 
of  mobility  is  of  some  value  as  a  measure  of  the  technical  difficulties  that 
may  l)e  expected  in  a  vaginal  u|>eration,  but  it  is  wortldesf?  as  a  sign  that 
the  cancer  has  spread  to  the  parametrium.  The  mobility  of  the  uterus 
IB  investigated  by  seizing  the  healthy  portion  of  the  portio  vaginalis  with 
a  double  tenaculum  and  having  an  assistant  draw  it  down  while  the 
surgeon  makes  an  examination   through    the   rectum    and    abrlonunal 

walls,  if  possible  under  anesthesia. 
The  fliagnosis  of  carcinoma- 
tous^ d incase  of  the  parametriuni 
souietimes  ])resents  great  difheul- 
ties.  Subserous  myoma  ta 
in  the  peripheral  portion  of  the 
cervix  and  adjoining  parametrium 
produce  the  same  signs  as 
carcinoma  has  invatled 
connective  tisj^ue  at 
this  point.  Under  anesthesia  it 
h  usually  not  very  difficult  to 
distinguish  tht^  round  contour  of 
a  myoma  frtmi  the  diffuse  outline 
of  a  carcinoma.  The  differential 
diagnosis  iy  very  difficult  when 
the  myoma  is  surrountled  by 
exudates.  Disease  of  t  h  e 
adnexa  very  often  simulates  carcinomatous  infiltrations  of  the  para- 
metrium, particularly  wlien  the  thickened  tube  or  the  ovary  ha^  dropped 
into  Douglas*  space  and  is  surroun<led  by  exudates  and  adhesions  to 
the  peritoneum  in  the  neighboring  folds  of  Douglas.  As  a  rule  the  con- 
sistency of  these  tumors  is  not  so  cartilaginous  as  that  of  carcinomatous 
infiltration,  anrl  the  connective  tissue  and  cystic  tumors  can  in'  referrcfl 
without  hesitation  to  the  adnexa.  The  carcinomatous  intiUration  is  in 
immediate  contact  with  the  vaginal  vault,  and  situated  in  the  horizontal 
portion  of  the  parametrium  alongsitle  of  the  cervix;  whereas  adnexal 
tumors  are  usually  felt  somewhat  higher  up,  are  not  adherent  to  the 
lateral  aspect  of  the  cervix,  and  contain  somt*  soft  connective  tissue, 
providing  the  latter  is  not  involved  in  the  inflammation.  It  is  possiljle 
occasionally  to  separate  adnexal  tumors  of  this  kind  from  their  attlie- 
sious,   when    tliey    may   be    differentiated    from    the    uterus,   and   the 
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thickened  tube  traced  as  far  aa  the  eoriiu.  The  greatest  difficulties  are 
encountered  in  attempting  to  determine  whether  a  thickening  in  the  para- 
n»etrium  is  careinomatous  or  inRaniTnatory,  Extensive  infiltrations  or 
tumors  in  the  pelvic  connective  tis.sue  are  usually  inflammatory,  par- 
ticularly when  they  have  broad  attachments  to  the  pelvis  or  develop  in 
regions  which  are  not  usually  reached  hy  carcinoma,  t.f-,  the  recto- 
vaginal septunij  and  the  ant^^rior  and  lateral  ptirtions  alongside  of  the 
bladder.  The  consi?*tency  of  inflamnmlory  tunior^j  instead  of  being 
cartilaginous,  in  soft  during  the  early  stages,  and  fibrous  and  unyield- 
ing in  older  processes^;  the  ^hape  is  usually  flat,  while  carcinoma  is 
rouml  or  nodular.  The  thickened  bands  which  represent  infiltrated 
lymph  vessels,  cither  of  a  carcinomatous  or  an  inflammatory  nature^ 
frecfuently  both,  are  difficult  to  interpret.  One  of  the  most  reliable 
factors  in  the  diagnosis  of  infiltration  of  the  connective  tii^sue  is  the 
continuity  of  tlie  pnicess  witli  the  carcinomatous  focus  at  the  cervix; 
if  the  infiltration  is  found  on  the  side  on  w^hich  the  carcinoma  has 
locally  advanced  farthest  in  the  vagina,  or  if  by  means  of  bimanual 
palpation  a  direct  connection  between  the  carcinomatous  cervix  and 
the  thickening  in  the  connective  tissue  is  made  out,  or  if  the  fingers 
introduced  through  the  ulcerated  cavity  enter  the  thickening  in  the 
connective  tissue,  there  is  no  doubt  about  the  carcinomatous  nature 
of  the  disease. 

Extension  of  the  carcinoma  to  the  glands  and  the  correspond- 
ing lymphatic  region  depends  to  a  certain  degree  on  the  variety  of  the 
carcinoma  and  its  local  extension.  Glandular  involvement  occurs 
earliest  in  cervical,  and  latest  in  corporeal  cancer;  while 
simple  carcinoma  of  the  vaginal  portion  occupies  an  inter- 
mediate [)Osition.  So  long  a.^  the  carcinoma  spreads  only  within  the 
uteruSi  glamlular  lUscajde  is  rare;  as  soon  as  tlie  first  carcinomatoua 
foci  develop  outsitie  of  the  uterus,  glauilular  diseases  become  more  fre- 
quent, and  their  freiiuenc}^  increases  steadily  in  proportion  as  the  car- 
cinoma advances  in  the  parametrium.  As  the  earliest  carcinomatous 
foci  in  the  parametrium  are  not  recognizalile  clinically,  one  must  be 
prepared  to  find  glandular  involvement  even  when  the  parametrium 
ftH*ls  soft  and  healthy;  it  is,  therefore,  imp<jKsible  to  give  exact  figures 
with  regard  to  the  fre(|uency  of  glandular  involvement.  The  figures 
oljlained  thus  far  range  between  20  and  C»0  per  cent.  From  a  diagnostic 
standpoint^  it  is  more  important  to  know  that  carcinomatous  glands 
have  been  found  in  10  per  cent,  of  cases  in  which  the  parametria  were 
Idstologiciilly  free  from  cancer,  in  22  per  cent,  of  those  cam's  in  which 
the  parametria  w^ere  only  clinically  healthy,  and  in  over  50  per  cent* 
of  cases  of  clinically  demonstrable  carcinoma  in  the  |>arametria.  We 
arc  not  as  yet  in  a  position  to  give  a  correct  general  figure    Satisfactory 
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palpation  of  the  iliac  glands  is  possible  only  in  profountl  anesthesia 
by  introducing  two  fingers  high  up  into  the  rectum  and  advancing 
toward  the  t^aero-iliae  articulation,  the  abdominal  walls  being  at  the 
same  time  forcibly  depressed  from  the  outside  at  the  rorresponding 
point;  if  the  glands  arc  distinctly  felt  they  are  always  enlargeiL  As  a 
rule,  they  give  the  impression  of  tumors  the  sixc  of  a  walnut,  single  or 
in  groups,  very  hard  and  almost  immovable,  usually  on  the  side  where 
the  carcinoma  has  invaded  the  parametrium.  Very  rarely  parametrial 
lymph  glands  arc  found  between  the  uterus  and  the  pelvic  wall  in  the 
form  of  movable  nodules  of  hard  consistency,  ranging  in  size  from  that 
of  a  lentil  to  that  of  a  pea;  palpation  of  these  glands  is  always  very 
uncertain.  Examination  of  the  inguinal  glands  is  quite  easy;  they 
are  frequently  enlarged,  indurated^  at  first  movable  and  during  the  later 
stages  adherent  and,  by  infection  of  the  neighborhoorl,  produce  large 
tumors  which  break  down  in  the  centre  and  become  soft.  The  i?kin 
over  the  glands  is  adherent  and  reddened  until  finally  spontaneous 
rupture  takes  place.  The  glandular  enlargement  may  be  mistaken  for 
an  infiaommtory  process,  which  is  so  common  in  this  region;  but  tlie 
hardness  and  the  fact  that  the  glanils  remain  movable  for  a  compara- 
tively long  time  are  in  favor  of  carcinoma.  The  lumbar  glands 
can  be  felt  only  when  the  intestines  are  enqity  and  the  abdominal  wall^ 
arc  thin  and  poor  in  fat,  as  immovable  hard  nodules  on  the  vertebral 
column.  Personally,  I  have  never  succeeded  in  feeling  them.  The 
finding  of  enlargement  or  induration  of  the  glands,  especially  of  the 
pelvic  glands,  is  however  by  no  means  a  proof  that  the  enlargement 
is  carcinomatous;  for  chronic  inflammations  produce  the  same  changes. 
On  the  other  hand  it  has  often  been  shown  that  glands  of  a  normal 
size  and  consistency  may  contain  the  first  begitmings  of  a  carci- 
noma.  This  fact,  in  connection  with  the  great  difficulty  of  feeling 
the  glands  at  all,  materially  detracts  from  any  diagnostic  and  prog- 
nostic importance  that  may  attach  to  a  clinical  examination  of  the 
glands. 

The  examination  for  metastasis  is  of  no  importance  what- 
ever in  uterine  cancer,  because  it  does  not  occur  until  after  the  cancer 
has  gone  beyond  the  uterus.  The  earliest  stages  cannot  be  diagnos- 
intemiii  ticated,  and  metastasis  can  only  be  inferred  from  certain 

UfgaiiK.  symptoms,  such  as   hemoptysis   and   hematemesis*     After 

the  metastatic  tumors  have  attained  a  certain  size  they  can  sometimes 
be  denmnst rated  by  the  methods  of  exanunation  employed  in  interna! 
medicine.  The  metastases  which  occur  in  the  ovar}^  particularly  in 
carcinoma  of  the  body,  are  more  important  because  they  can  easily  be 
removetl  liy  operation:  in  these  cases  ovarian  tumors  with  the  clinical 
signs  of  malignancy  are  found. 
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Dias^nosis  of  Recurrence. 

As  the  inrlieationfi  For  oporation  arr  extended  more  and  more  in 
the  treatment  of  uterine  eaneer,  the  diagnosis  of  reeurrenee  beeonies 
more  and  more  important  to  the  praeticing  phyt^icnan^  and  this  phai^v  of 
the  subjeet  will  therefore  be  diseu^f^ed  at  thi?^  |>laee. 

Recurrence  in  the  narrow  i^ense  of  tlic  term  is  atiplied  to  the 
reappearance  of  the  cane  or  at  a  point  wherr  it  was  not  demonstrable 
before  the  operation;  in  the  wider  sense,  however,  the 
term  includes  also  the  subsequent  growth  of  the  can- 
cerous masses  left  behinfl  at  the  operation.  I  shall  adopt  the  general 
custom  and  use  the  term  in  its  wider  sense. 

Recurrence  may  be  local,  when  the  cancer  reappears  at  the 
original  site  or  at  some  point  in  the  wound  produced  at  the  operation; 
the  cancer  may  recur  in  the  lymph  glan<is  in  any  part  of  the  entire 
body;  or  there  may  be  metastatic  recurrence,  wljen 
the  tumor,  extending  by  way  of  the  blood  paths,  appears 
in  some  interna!  organ,  in  the  case  of  uterine  cancer  most  frequently  in 
the  liver,  lungs,  kidneys,  stomach,  bones,  ovary,  and  peritoneum.  Clini- 
cally, in  view  of  the  difference  in  the  symptomatology,  we  distinguish  a 
closed  and  an  open  recurrence.  The  former  develops  behind  the 
closed  vaginal  tube  in  the  depths  of  the  true  pelvis;  the  latter  leads  to  the 
formation  of  an  ulcerative  cavity  conimunieating  with  the  vagina. 

The  symptoms  of  cancer,  w^hich  have  been  described  and  which 
have  some  value  as  suggesting  the  existence  of  carcinomatous  disease, 
are  of  still  greater  importance  in  the  diagnosis  of  reeurrenee^  because, 
after  removal  of  the  uterus,  the  healthy  vagina  alone 
rarely  gives  rise  to  hemorrhage  and  discharge.  These  two 
symptoms  occurring  after  an  operation  for  the  removal  of  cancer,  are 
very  ominous  and  are  associated  with  a  third  very  suspicious  symptom, 
namely,  rheumatoid  or  sciatic  pains  in  one  leg  or  in  one  hip,  which 
appear  particularly  when  the  tumor  recurs  in  the  depths  of  the  pelvic 
connective  tissue,  and  later  pronounced  edema  of  one  lower  extremity. 
Grave  cachexia,  in  the  absence  of  lileeding  or  discharge,  should  arouse  a 
suspicion  of  metastatic  recurrence.  All  these  sj^mptoms  are  of  value  as 
suggesting  the  existence  of  disease,  the  diagnosis  of  which  can,  of  course, 
only  be  made  by  an  examination. 

Local  superficial  recurrence  in  the  mucous  membrane  of  the 
vagina  is  exceedingly  rare;  it  takes  the  shape  of  papinomatous  or  flat 
infiltrations  with  nodular,  friable  surfaces,  resembling  carcinoma  of  the 
vaginal  portion,  and  trenchantly  separatinl  from  the  healthy  i^^^^ 

mucous  membrane.  Granulations  in  the  scar  or  in  the  tubes  RwuTenee, 
that  have  been  sutured  into  the  angles  of  the  wound — with  ectropion 
of  the  mucous  membrane,  which  bleeds  at  the  lightest  touch — shouhl 
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arouse  a  suspicion  of  reeurrenec,  but  the  granulations  usually  feel 
softer  to  the  touch.  In  such  caees  the  microscope  often  has  to  be  con- 
*Hulted*  In  a  few  ca^se^  I  have  observetl  a  rare  form  of  recurrence  after 
extirpation  of  carcinoma  of  the  vagina!  portion,  with  extension  to  the 
vaginal  vault.  The  actual  appearance  of  the  secondary  tumors  in  these 
ease^^  was  precetkMl  by  diffuse  thickening  of  the  mucouf?  membrane, 
which  presented  a  papillary  and  velvety  appearance;  the  affected  por* 
tion  looked  as  if  it  had  been  flayed,  and  merged  insensibly  with  the 
healthy  mucous  membrane.  This  stage,  which  the  microscope  showed 
to  be  still  a  benign  thickening  of  the  epithelium,  was  in  every  instance 
followed    in   a   short   time    by  carcinomatous   disease    of   the  affected 

portion.  More  frequently  the 
secondary  tumor  develops  in  the 
subvaginal  tissue,  where  it  pro- 
duces roundish  nodules  of  carti- 
laginous consistency  and  great 
mobility,  projecting  into  the  lu- 
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men  of  the  vagina^  and  at  first 
covered  with  mucous  membrane* 
These  nodes  very  soon  rupture 
into  the  vagina  and  produce  char- 
acteristic carcinomatous  cavities 
with  infiltrated  edges. 

If  the  tumor  recui^  in  the ' 
deeper  portions  of  the  pelvic  con- 
nective tissue,  the  site  of  predi- 
lection being  the  anterior  parame- 
trium and  the  base  of  the  broad 
ligaments,  the  nodes  are  at  a  greater  distance  from  the  vaginal  canaK 
They  are  usually  felt  through  the  vagina  as  circumscribed  tumors  i 
of  cartilaginous  consistenc}^  often  loosely  connected  to  the  pelvic  w^all 
(Fig.  205),  If  there  is  any  suspicion  of  recurrence,  a  rectal  exam- 
ination must  not  be  neglected,  becau.se  the  first  beginning  of  the 
secondary  tumor  in  immediate  contact  with  the  pi'lvic  wall  can  only 
be  recognized  in  tliat  way.  Nodes  (jf  recurring  cancer  not  infrequently 
make  tlu-ir  appearance  in  Schucliardt's  inci.sion.  Sometimes  extensive 
intiItratio!is  of  the  entire  i>elvic  tissue  are  found,  which  develop  in 
large  jjortions  of  the  parametrium  (Fig.  20<i),  have  a  cartilaginous 
consistency,  are  sometimes  nodular,  early  lead  to  thrombosis  of  the 
femoral  vein,  antl  cause  severe  pain  and  early  cachexia.  Circumscribed 
recurrence  in  the  parametrium  ma}'  easily  l>e  confounded  with  inflam- 
matory thickening  in  adnexa  that  have  been  left  behind;  but  the  latter 
are  usually  softer,  and  partially  cystic,  and  occasionally  the  tube  ami  ovary 
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can  be  made  out.  Recurrences  in  the  bladder  are  recognised  with  the 
aid  of  the  cyj?t08cope.  The  findings  are  de^t'ribed  on  [iage  3GL  When  a 
secondary  nodule  approache:?  the  bladder,  the  niurous  tneml)rane  is  thrown 
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Fm.   20fi, EKCtiBAKXrK    IS    THE    RlfJflX    nARAHtJTttltrU,    AiTEM   SttPKAViClTtfAL    AUPLTTATION    OK   THE    CkHVIX 

ClQoculution  rie€^urf«iic«}.    P.^F*    y^t    (OhcinmL) 

into  fohb,  anii  bullous  edema  appears  just  s^s  in  the  ease  of  extension  of 
a  primary  carcinoma  of  the  cervix  to  the  vesicocervical  septum. 

Glandular   recurrence   appears   either  in   the   iliac   or   in   the 
lumbar  glands,  depcmliDg  on  what  part  of  the  uterus  is  attacked,  and 
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Gl«n4iuliu'  miiMe*  ur  ih*i  |K*lvicr  null  on  «&cli  aide;   t»  tins  iiju*'r  fuii*  nf  the  elun*b  rtiP  t*u  uvuHc^. 

there  produces  changes  siniiiar  to  those  found  in  the  diseased  glands 
with  the  primary  uterine  cancer.  Recurrent  carcinoma  in  the  Iliac 
f lauds  can  be  recognized  only  by  a  combined  examination  through  the 
rectum  in  complete  anesthesia  (Fig,  207)* 

The  diagnosis  of   metastatic    recurrence  is  fraught  with  the 
same  difficulties  as  that  of  metastases  in  general. 
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nii'ii  oi    me  vagina 
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arouse  a  suspicion  of  recurrence,  but  the  granulations  usually  feel 
softer  to  the  toueh.  In  s^ueh  vaf^vB  the  niieroscope  oftt'u  has  to  be  con- 
Bulted.  In  a  few  eases  I  have  observed  a  rare  form  of  recurrence  after 
extirpation  of  eareinoma  of  the  vaginal  portion,  with  extension  to  the 
vaginal  vault.  The  actual  appearance  of  the  secondary  tumors  in  these 
cases  was  preeedril  l>y  diffuse  thieki'ning  of  the  mueous  membrane, 
which  presented  a  papillary  and  velvety  appearance;  the  affected  por- 
tion looked  as  if  it  had  been  flayed,  and  merged  insensil>ly  with  the 
healthy  nuieous  membrane.  This  stage,  which  the  microscope  showed 
to  Ije  still  a  benign  thickening  of  the  epithelium,  was  in  every  instance 
folio wx'd   in   a   short   time   by  carcinomatous   disease   of   the   affected 

portion.       More    frequentl}^    the 
c^^^  secontlary  tumor  develops  in  the 

subvaginal  tissue,  where  it  pro- 
duces roundish  nodules  of  carti- 
laginous consistency  and  great 
mobility,  projecting  into  the  lu- 
mi'U  of  the  vagina^  ami  at  first 
covered  with  mucous  membrane* 
soon  rupture 
d  produce  char- 
acteristic carcinomatous  cavities 
with  infiltrated  edges. 

If   the   tumor  recurs  in  the 
Fia.  20fi.—i^cAL  Rrxvimmsvr.  in  tri!  Umnt     deeper  portions  of  the  pelvic  con- 

V^mvm,  P.-F.  H.  (OriiinmL)  The  ^^mdnty  nCCtlVC  tlSSUC,  the  Site  oF  prcdl- 
tUTtlor  developed   froiD   b   «toall  Kerra  kit  behincj  nvar         l/i«+inTi    Kf^iiifr  ihn,  a■^^ii^■^'lnr'  T^araiTvn^ 

the  right  ting\m  of  the  wound.  Icctiou  iK'ing  tUc  autenor  parame- 

trium and  the  bmv.  of  the  broad 
hgaments,  the  nodes  are  at  a  greater  distance  from  the  vaginal  caoaL 
They  are  usually  felt  through  the  vagina  as  circumscribed  tumors 
of  cartilaginouj^  consistency,  often  loosely  connected  to  the  pelvic  w^all 
(Fig.  205).  If  there  is  any  HU.spicion  of  recurrence,  a  rectal  exam- 
ination must  not  l>e  neglected,  because  the  first  beginning  of  the 
secondary  tumor  in  immediate  contact  with  the  pelvic  wall  can  only 
be  recognized  in  that  way.  Nodes  of  recurring  cancer  not  infre*|uently 
make  their  appearance  in  Scliuchardt  s  incision.  Sometimes  extensive 
infiltrations  of  the  entire  pelvic  tissue  are  found,  which  develop  in 
large  portions  of  the  parame^trium  (Fig.  200) ,  havt*  a  cartilaginous 
consistency,  are  sometimes  nodular,  early  lead  to  thrombosis  of  the 
femoral  vein,  and  cause  severe  pain  and  early  cachexia.  Circumscribed 
recurrence  in  the  parametrium  njay  easily  be  confounded  with  inflam- 
matory  thickening  in  adnexa  that  have  been  left  behind;  but  the  latter 
are  usually  softer,  and  partially  cystic,  ami  occasionally  the  tube  ami  ovary 


can  be  made  out.  Recurrences  in  the  bladder  are  recognized  with  the 
aid  of  the  cystoscope.  The  finding!^!  are  described  on  page  30L  Whtm  a 
secondary  uoilule  approaclies  theblatlder,  the  mucous  membrane  is  thrown 


Fia.  206- — HEcuuiitxric  in  the  Rioht  PASAHirrRn  h:   Kwrrn  Su^iiAVAaiNAL  AMi"tiTATio>r  nt-  tbk  Ci:itvix 
(InoctilBtioii  Ee<]urreacx}.    P.-F.    h-    (OriginfUJ 

into  fokli^,  and  bullous  edema  appears  just  as  in  the  ea^e  of  extension  of 
a  primary  carcinoma  of  the  cervix  to  the  vesicocervical  septum. 

Glandular  recurrence   appears   either  in  the   iliac   or  in  the 
lumbar  glands,  depending  on  what  part  of  the  uterus  is  attacked,  and 


Fio-  307. — <^»L4MmiLAii  RKftffmtfNCK  Am;K  Tfjrrjti.  ExTiiiPAinoK  cjk  nt*  UTtHitji,     P*-F,     H,     (OriipnnJ.) 
trt«!iilul)i.r  iiiai0«»  at  llir  p«K-ic  wall  on  each  Mde ;   ti^  %he  iuurr  »idt  of  Tlie  gl&iiJp  tht^  ttru  ovarim. 

there  produce.^  changes  similar  to  tho^e  found  in  the  diseased  glands 
with  the  primary  uterine  cancer*  Recurrent  carcinoma  in  the  iliac 
glands  can  Ix*  rerognizetl  only  by  a  combined  examination  through  the 
rectum  in  complete  anesthesia  (Fig.  207). 

The  diagnosis  of   metastatic    recurrence  is  fraught  witli  the 
game  difficulties  as  that  of  metastases  in  general* 
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II.    Sarcoma  of  the  Uterus- 
Sarcoma  is   much   more  rare   than   carcinoma  of  the  uterus   and 

differs  from  the  latter  in  that  the  neoplasm  occupies  the  uterine  body 
very  much  more  fretjuently  than  the  cervix.  Before  discussing  the 
diagnosis  proper,  we  tiihail  again  describe  the 

Clinical  Pictures  and  Lines  of  Extension. 

Sarcoma  of  the  vaginal  portion,  beginning  in  the  outer  surface  of 
the  structure,  is  extremely  rare.    It  takes  the  same  forms  as  carcinoma, 

most  fretiuently  that  of  the  cauli- 
flower tumor,  and  can  therefore  be 
itU'ntifierl  as  sarcoma  only  with  the 
microscope.  Even  the  histologic  dif- 
ferences are  so  slight  that  there  is 
some  reason  to  doubt  whether  it  is  ■ 
to  be  regarded  as  a  separate  path- 
ologic entity  at  all- 
Sarcoma  of  the  cervix  appears  in 
t^  -^^^^^     ^P^         ^^'°  difTerent  forms:    polypoid    tu* 

V      ^^-t  ^*.^^^*Pifc-.     ^HL.        mors  with  a  more  or  less  extensive 

attachment  to  the  wall,  of  soft  con- 
sistency and  smooth  surface;  and  a 
racemose  sarcoma  peculiar  to  the 
cervix,  which  grows  out  of  the  part 
in  a  coherent  mass  and  produces  In 
the  %*agina  a  conglomeration  of  vesi- 
cles  and  nodules  of  various  sises^ 
spreading  gradually  in  the  lumen  of 
the  canal  (Fig.  208).  The  size  of 
the  vesicles,  or  small  cysts,  and  the 
length  of  the  pedicle  by  which  they  are  attached,  vary;  sometimes  they 
are  translucent,  at  other  times  dark  blue  from  infiltration  with  blood- 
Sftreoma  of  Thc  entire  structure  closely  resembles  a  hydatid  mole.    Later 

ihecvr^'ix,  ^jj^.  sarcoma  si>reads  to   the  parametrium  antl  sometimes 

protluces  metastases  by  way  of  the  blood  paths*     Racemose  sarcomata 
are  very   often   mixed    tumors   composed   of   mesodermal    derivatives. 
Sarcoma  of  the   uterine  body  Ijcdns  in  the  nmcous  mem- 
tiie  rtf^riri*?         branc  or  within  the  uterine  walL 

Sarcoma  of  the  mucous  membrane  in  rare  eases 
has  a  diffuse  origin  and  causes  flat  proliferation  of  a  papillary,  villous 
character,  either  in  the  nmcous  meiubrane  itself  or  underneath  the 
mucosa,  causing  it  to  bulge  toward  the  uterine  cavity,     A  more  fre- 


y. 


Fio.  208.— Racemosr  SAtn^onA  of  TttT,  Ci-n- 
riJC  (ftfier  Fumit'eK  1.  Tlie  tumor  k  alttiDliefJ 
to  the  vaginal  port  ion  i  a  i^ouiiiJ  Uwn  htct-.n  piLsa^l 
into  tiw  wrv'ical  ciuift] ;  the  uttter  -*urfare  is  in 
plaf«,i  (xjvepBtl  wilh  iidherent  nhrad^of  epithdium. 
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quont    form    Is    polypoid    sarcoma,    whirh    is    circumscribed    from 

the  beginning  and  produces  tumors  that  fill  and  in  their  further  growth 

distend  the  uterine  cavity  and,  after  dilating  the  eervica! 

canal,  grow  into  the  vagina.    The  tumors  are  soft,  of  lobu- 

lateil  structure,  and  in  the  early  stages  covered  with  intact 

mucous  membrane;   later  they   break    down  and   ulcerate   (Fig.  209), 

Mural  sarcoma  in  the  majority  of  caf^es  rcBults  from  degen- 
eration of  a  preexisting  myoma,  and  may  appear  in  any  one  ^umj 
of  the  three  forms  of  that  tunior.  Much  more  rarely  the  s^afcL^ma, 
sarcoma  results  from  degeneration  of  the  constituents  of  the  uterine 
wall,  chiefly  the  blood-vessels  ;  but  the  existenctJ  of  this  form  m  a 
separate  variety  is  slill  open  to  question. 

The  clinical  pictures*  which  are  also 
produced  by  siarcomatous  degeneration  of 
niyomata,  have  been  described  on  l>age 
289.  Pure  mural  sarcomata  are  usually 
observed  as  nmltiple  nodules,  with  the 
remains  of  uterine  muscle  in  the  intervals 
between  them. 

At  first  sarcoma  of  the  mucouB  mem- 
brane temls  to  grow  toward  the  cavity  of 
the  uterus,  within  which  it  spreads  out 
auil  thus  produces  cnlargenunt- of  the 
uterus;  much  later  it  involves  the  muscle,^  ^^-^ 

which  in  the  meantime  has  often  become      ^^^  l^^KkfliJ         tt 

greatly  hypertrophied,  and  slowly  works 
its  way  through  the  uterine  wall.  As  it 
continues  to  grow  it  breaks  through  the 
serous  covering  and  leads  to  the  produc- 
tion of  nodular  tumors  alongside  of  the 
uterus,  which  become  adherent  to  the  intestines  and  bladder  and  may 
later  perforate  into  these  organs.  This  temlency  to  grow  toward  the 
uterine  cavity  is  to  a  slight  degree  observed  also  in  nmral  ua^^at 

sarcomata,  but  their  chief  line  of  extension  is  through  the  £ii«n»ioo. 

muscle  itself;  sometimes  they  also  reach  the  abdondnal  cavity.  Sarco- 
mata resulting  from  the  degeneration  of  myomata  in  the  main  retain 
the  direction  of  growth  of  tht^  myomata.  Interstitial  tumors  ultimately 
also  break  through  the  wall  and  enter  the  abdominal  cavity. 

Met  astasias  occur  usually  by  way  of  the  blood  paths  and  arc 
observetl  in  about  one-fourth  of  the  cases  of  advanced  mucous  sar- 
coma, the  sites  of  pretlilection  are  the  lungs,  intestines,  and  peritoneum* 
Disease  of  the  lymph  glands  is  more  rare.  Mural  sarcomata  nmch  more 
frequently  lead  to  metastases,  especially  in  the  lungs,  liver,  and  intestines. 


Fio.  200.— ^^rcoTTH  MEitBRj^^^i^,  Sar- 
roiMTA.  itv  i*UK  Utkclimc  Hrjtit  ifrcitn  a  ?peci- 
men  m  the  Kel.  L'tilvirr^ililtif-Frsuirnklimk 
to  Br  rH  II  I.  h*  (OriitinaJj  'Ih*?  ^rix»nm 
occupies  part  of  ihr  walJ  and  )iii>  ttrmUitxd 
poiypcud  tumoni  within  llic  uterjiie  ruvity. 
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Diagnosis  and  Differential   Diagnasis* 
Sarcoma    of    t  lu*    vaginal    jiortion    is    identieal   with   carci- 

Bonia    and    can    be    tlistirigiiisluHl    only    with    the    micruscope.      Poly- 
poid sarcomata  of  the  cervix  are  recognized  by  the  soft  pol^'jroi*! 
masi^cs  which  grow  into  the  vagina;    they  may  be      very 
Differeiiiitti         sutiilar  to   myomata  if  the  shape  remains   routid,    but    in 
"^"^*"  that  ease  the  consistency  is  much  softi^r.     From  careinooia 

they  are  flistiiigiiii^hed  usually  by  the  fact  that  ulceration  takes  place 
much  later  and  by  their  pronounced  tendency  to  grow  toward  the  cavity. 

Infiltration    of    the    base 


n>      r 


f 


and  surrounding  tissue  is 
very  much  rarer  in  sar- 
coma than  in  carcinoma. 
Racemose     sar- 
coma of   the   e e r V i X ^ 
when  fully  developed,  is 
easily  recognlBed   by   its 
rharacteristie     appear- 
anue.     By  palpation  and 
inspection     alone     the 
growth  may  hr  mis  taken 
for  a  hydatid  mole  about 
to  be  expelled ;  but  if  the 
base  can  be  palpated,  the 
tumor  can  ea^^ily  be  recog- 
nised by  the  absence  of 
any  connection  with  the 
etTvical    walL     Signs    of 
pregnancy,  especially   of 
enlargement,    are    found 
in  the  uterus*    The  diag* 
noi^ts  is  more  difficult  if  the  racemose  stage,  which  of  course  depends 
on   the   free  thn^elo|>ment  of   the    tumor   in    the   vagina,  has  not    yet 
oecurrerl.     The  tnas.s  may  be  still  quite  coherent^  or  just  beginning  to 
break  up  into  individual  lobules,  and,  as  it  appears  in  the  os,  may  hf^ 
mistaken  for  a  mucous  polyp,  which  sometimes  has  a  similar  sliape. 
The  microscope  often  has  to  decide. 

Mucous  carcinoma  of  the  uterine  body  is  heralded  by 
certain  symi>toms  which,  as  in  the  case  of  carcinoma,  suggest  the  ilevcL- 
opment  of  such  a  tumor  and  demand  a  careful  examination.  Theste 
symptoms  are  irregular  hemorrhageSp  particularly  in  the  menopause, 
and  i>ersistent  discdiarge  of  bloody  serum.  The  diagnosis  is  made  in 
the  same  way  as  that  of  cancer  of  the  uterine  body*    Bimanual  palpation. 


^■-' 


y' 


Fla,  210* — MroBAHrOMA  OF  thk  l!rKH(KK  Boi>v  (iroin  a  .^pf^p- 
imtiii  In  Ihe  Ki£l.  Uiiivemtul*-Fr»uprikliriiik  in  Horlin).  *i.  (OriK- 
ijiat.)     1'liv  w^ll  »anta}n»  an   impr^titia.1  rnyt^ma  which,  on  the  ^idi" 
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in  case  ihf  tumor  h  sma!!,  may  hv  riiliri'ly  negative:  \vhen*as,  if  the 
tumor  is  laigt\  a  uiuform  ciilargemrnt  of  tlio  uterus,  usually  with  a  soft 
consistency,  is  iliscovcreiL  A  positive  tliagiiusi^  of  sarcoma  is  possible 
only  by  means  of  microseopie  examination  of  the  tissue  removeii  from 
the  uterus,  or  by  digital  exploration  of  the  eavity.  Tlie  histologic  diag* 
nosis  in  thia  case  is  the  more  reliable,  but  is  uiuhuibteiUy  more  difBcult 
than  in  tin*  ease  of  eareinonm,  and  tlie  results  of  mieroseopie  t^xamination 
fretiuently  have  to  be  eontrolleil  by  exploration-  If  the*  cervix  h  open, 
the  latter  should  never  be  omitted;  if  the  uterus  is  found  to  contain 
diffuse  tumors  of  soft  consisteneyj  and  an  irregulart  but  usually  smooth 
surface  into  which  the  finger  can  jienetrate^  the  conilition  is  sarcoma. 
Circumscribed  sareomata  frequently  cannot  be  <iit^tinguishtMl  from 
softened  myomala  or  niucoui?  polyps  by  the  sense  of  touch,  and  the 
diagnosis  must  be  decided  by  the  mieroseope. 

The  diagnosis  of  mural  sarcoma  resulting  from  the  ilegcnera- 
tion  of  a  mytnna  has  been  described  at  length  on  page  371.  Mural 
sarcomata  not  developing  on  a  myomatous  foundation  are  at  hrst  mis- 
taken for  interstitial  myomata  because  tht^y  jirodnce  gn^at  enlargement 
of  the  uterus,  and  the  distinction  between  the  two  will  depend  ehicHy 
on  fimling  tlie  signs  of  malignant  degeneration. 

Fresli  diagnostic  difficulties  arise  when  the  sarcoma  breaks  through 
the  uterine  wall  producing  soft  tumors  alongside  of  the  body  which, 
depending  on  their  size,  consistency,  and  connection  witli  neighboring 
structures,  may  be  mistaken  for  ovarian  tumors,  hematoma,  or  exudates, 


III.  Chorionepithelioma  of  the  Uterus. 

(Syncytioma  maHgnum.) 

Chnrione|>ithelioma  originates  in  the  epithelial  covering  of  the 
chorionic  villi  and  unites  in  itself  tlie  two  different  components  of  thi»se 
structures,— the  cells  of  Langhann  and  the  syncytium,  The  tumor 
therefore  presupposes  the  presence  of  an  ovum  within  the  uterus. 
Pregnancy  may  have  terminated  in  abortion  or  gone  on  to  term;  but 
in  by  far  the  greater  number  of  cases  the  tumor  develops  on  the  soil  of  a 
previous  hj^datid  mole*  As  the  disease  begins  not  in  the  ovum  itself, 
but  in  the  constituents  which  have  been  left  behiml  in  the  uterine 
nmcosa  or  wall  after  its  ex|mlsion,  the  growth  of  the  tumor  may  begin 
a  long  time  after  the  termination  of  pregnancy. 

Clinical  Pictures  and  Lines  of  Extension. 

Chorioncpithehoma  at  first  leads  to  proliferations  at  the  site  of 
implantation  in  the  form  of  soft  vascular  tumors  infiltrateil  with  blood 
and  growling  into  the  cavity  of  the  uterus,  where  they  enlarge  according 
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to  the  available  space  and  entirely  fill  the  cavity  (Fig.  2tl).  Horizontal 
extension  in  the  neighborhood  h  rare.  At  the  same  time  the  neoplasm 
infiltrates  the  uterine  wall,  which  breaks  down;  in  rare  eases  the  tumor 
continues  its  growth  outside  of  the  uterus  and  leads  to  the  production 
of  similar  neoplasms  on  the  external  wall^  or  in  the  broad  ligament. 
The  growth  spreads  mainly  by  way  of  the  uterine  veins,  which  are 
completely  filled  by  the  epitheHal  masses  of  the  tumor,  produeing 
erosion  of  the  vessel  walls.  Particles  of  the  tumor  are  distributed  by 
the  various  anastomoses,  with  the  production  of  metastatic  tumors, 
especially  in  the  vaginal  wall.  If  they  reach  the  vena  cava  tliey 
are  carried  into  the  branches  of  the  pulmonary  arteries  and  produce 


/ 


Fm.  2lL"<^BORJOsei*iT«KUOi(*  or  the  Postehioa  tJTERijfFi  Wall.     (Or!|[ifv»l*)     (Spt^tiuva  from  the  Kgl*  j 

metastases  in  the  lieng.s,  which  are  practically  never  absent.     Next  to 
the  lungs  the  favorite  seats  are  the  brain,  liver,  and  spleen. 

Diag:nosis  and  Differential  Diagnosis.  ^ 

The  clinical  diagnosis  is  based  on  the  demonstration  of  a  disinte- 
grated tumor  of  the  uterine  w^all  which  owes  its  origin  to  a  previous 
pregnancy.  By  examination  it  is  determined  that  the  tumor  is  com- 
posed of  the  elements  of  chorionepithelioma.  The  clinicfd  signs  are 
rarely  sufficiently  positive  to  form  the  sole  basis  of  the  diagnosiB, 
which  must  he  confirmed  with  the  microscope.  Quite  often  there  is 
a  total  absence  of  clinical  symptoms,  and  the  diagnosis  rest^  entirely 
on  the  microBCopie  findings. 

As  in  other  forms  of  malignant  disease,  the  symptoms  con- 
sist of  irregular  hemorrhages  or  the  discharge  of  bloody  serum.     Since 
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they  usually  follow  a  pregnancy,  they  may  be  misleading,  because 
they  point  to  retention  of  placental  tissue  or  fetal  |mrts.  Early  ofcur- 
rence  of  fetal  decomposition,  with  septic  or  pyemic  fever,  is  not  uneom- 
mon,  as  chorionepithelioma  is  very  vascular  antl  easily  breaks  down. 
The  signs  of  increasing  decomposition  soon  give  the  clinical  picture  a 
malignant  character,  which  is  enhanced  by  the  occurrence  of  throm- 
bosis in  the  femora!  vein.  Hemoptysis  and  infiltration  of  the  pulmonary 
tissue  have  a  pecuhar  significance  because  they  point  to  pulmonary 
metastases,  which  are  practically  pathognomonic. 

The  physical  signs  when  the  cervix  is  closed  are  entirely  neg- 
ative or  limited  to  moderate  enlargement  of  the  somewhat  softened 
uterus,  which  is  also  observed  regularly  in  cases  of  retention  of  fetal 
parts.  The  tumors  which  make  their  appearance  on  the  outside  of  the 
uterus  during  the  later  stages  simulate  myomata  or  malignant  tumors- 


Fic*  212. — V^omAL  MfrrAfl-fABtn  IH  CHanion^pmn^hiou/i  orTHic  Utircs.      J,     (OriiciiMU,) 

Metastatic  growths  in  the  broad  ligament  are  usually  mistaken  for  exu- 
dates, hematoma,  or  soft  ovarian  tumors.  They  may  occasionally  be 
correctly  interpreted  if  taken  in  connection  with  the  entire  clinical  picture* 

If  the  cervix  is  dilated j  soft  tumors  are  felt  in  the  uterine  cavity ^ 
either  with  a  broad  or  a  polypoid  attachment  to  the  uterine  walL  The 
surface  of  the  tumor  is  smooth,  lobulated,  nodular,  and  the  consistency 
is  brittle^  spongj%  and  friable.  As  the  tumors  develop  after  a  pregnancy, 
the  masses  are  first  regarded  as  retained  placenta,  from  which  they  do 
not  differ  very  greatly  on  naked-eye  inspection.  Their  appearance  after 
the  placental  masses  have  been  completely  removed  is  very  suspicious 
of  chorionepithelioma.  The  differential  diagnosis  from  other  malig- 
nant ni^oplasms,  especially  sarcoma,  must  be  made  by  the  history  and 
the  microscopic  findings. 

Metastases  of  the  original  tumor,  particularly  vaginal  tumors 
which  are  easily  accessible  to  examination,  play  an  important  part  in 
the  iUagnosis,  They  appear  in  the  form  of  tumors  ranging  in  size  from 
that  of  a  lentil  to  that  of  an  egg,  and  are  usually  submucous  with  a 
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bluish  reflex,  as  seen  through  the  mucous  membrane  (Fig.  212).  They 
grow  very  rapidly,  become  immovable  and,  after  the  covering  of  mucous 
membrane  ruptures,  undergo  ulceration.  Metastases  of  this  kind  may 
develop  in  the  vagina  and  continue  to  grow  while  the  primary  changes 
in  the  uterus  subside;  on  the  other  hand,  vaginal  tumors,  indubitably 
benign  in  character,  may  result  from  metastases  of  simple  chorionic 
villi  and  be  associated  with  chorionepithehoma  of  the  uterus.  Hence 
metastases  in  the  vagina  arc  a  positive  sign  of  the  transportation  of 
chorionic  constituents;  but,  unless  there  are  other  signs  of  uterine 
disease,  do  not  indicate  the  presence  of  chorionepithehoma  in  the 
uterus.  Aside  from  the  above  mentioned  symptoms  of  a  previous 
pregnancy,  the  most  important  event  in  the  history  is  the  expulsion 
of  a  hydatid  mole.  It  must  be  borne  in  mind  that  a  long  period  of 
health  may  intervene  between  the  pregnancy  and  the  appearance  of 
the  chorionepithehoma. 

Microscopic  examination  is  far  more  valuable  than  clinical  signs, 
particularly  in  the  earlier  stages.  As  the  tumors  develop  imperceptibly 
from  retained  fetal  parts,  and  may  run  their  course  with  the  same  clin- 
ical symptoms,  all  fetal  parts  expelled  during  or  after  abortion  and 
parturition  must  be  subjected  to  careful  microscopic  examination, 
especially  if  there  is  a  previous  history  of  hydatid  mole.  Any  patient 
who  has  had  a  hydatid  mole  should  be  kept  under  observation 
and,  at  the  appearance  of  the  first  symptoms,  particularly  irregular 
hemorrhages,  an  exploratory  curettage  should  be  performed. 


SPECIAL   DIAGNOSIS 


ni7 


The  Neoplasms  of  the  Vagina, 

The  benign  neoiUasTihs  of  the  vagina  are  the  fibroniyomata;    the 
malignant  an-  eart-innnia  and  garronm. 

Fibromyomata  are  conipos^ucl  of  nmsrular  and  rurini'i'tivo  tissue  in 
variouB  proportions  and  form  approximately  round  tumors  up  to  about 
the  size  of  an  appk*.  They  have  a  pretliliTtion  for  the  anterir>r  walL 
The  diagnosis  is  based  on  fintling  the  origin  of  f^ueh  a  tumor  in  the 
vaginal  wall  The  eon^-^istency  is  firm, 
usually  hard  unless  secondary  soft- 
ening \m^  oecurred.  The  tumors  are 
movable  so  far  as  the  vaginal  wall 
permits  and  are  covered  with  intact 
mucous  membrane;  pedunculated 
tumors  may  beeoiTie  necrotic.  In 
their  origin  and  connection  with  the 
vaginal  w^all  they  re*senible  vaginal 
cysts,  but  differ  from  the  latter  by 
their  firm  conmstenc3%  Cysts  on 
inspection  appear  bluish  through  the 
mucous  membrane* 

Carcinoma    may    be   primary   or 
secondary. 

Primary  carcinoma  of  the 
vagina  usually  presents  itself  in  the 
form  of  flat  neoplasms  involving  either  a  part  or  the  entire  wall, 
usually  the  upper  portion  of  the  posterior  walL  They  are  circum- 
scribed, with  sharp  edges,  often  somewhat  elevated  above  the  level 
of  the  liealthy  vaginal   wall,  ami  the   surface  is  fissured,  primary 

uneven  and  often  covered  with  a  greasy,  grayish  exudate.  caremonui. 

MoI>ility  is  present  only  during  tlie  early  stages,  and  the  tumors  soon 
become  adherent  by  extension  of  the  process  in  the  paravaginal  con- 
nective tis^sue.  The  ba^^e  and  the  surrounding  tissues  are  sHghtly  infil- 
trated* More  rarely  the  tumors  are  large,  attached  by  a  broad  base  to 
the  vaginal  wall  and  gradually  distend  the  lumen  of  the  vagina.  This 
variety  is  slow^cr  to  break  down  and  retains  its  covering  of  mucous 
membrane  for  a  long  time.  Occasionally  carcinoma  merely  takes  the 
form  of  subvaginal  infiltration  completely  surrounding  the  canal  hke  a 
ring.  In  a  few  cai^es  I  have  seen  a  general  superficial  carcinomatous 
change  involving  the  entire  wall  and   consisting  in   warty  tubercles. 
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bleeding  at  the  lightest  touch,  without  infiltration.  The  boundary 
between  the  carcinomatous  portion  and  the  healthy  nuicous  menibraiie 
is  usually  very  distinct;  in  only  one  case  tlie  mucous  membrane  of  the 
entire  vestibule  was  also  roughs  uneven  and  bleeding. 

The  elmnges  produced  are  siniikr  to  thnjw;  describe*!  alxive,  on  page  367,  aa  the  inhud 
atagie  ot  the  recurrence  m  the  vagiiui  after  extirpaiton  of  the  utenis. 

Secondary  vaginal  careinoma  results  from  the  extension 
by  continuity  of  carcinomatous  disease  of  neighboring  organs,  most 
commonly  the  cervix,  rarely  the  bladder,  rectum  or  vulva.  Occasion- 
ally it  occurs  in  the  metastatic  form  with  carcinoma  of  the  body 
and  of  the  cervix,  particularly  in  the  fold  surrounding 
the  meatus.  Not  infrequently  carcinoma  develops  on  the 
completely  prolapsed  vaginal  wall,  usually  in  the  form  of 
a  flat  infiltration  of  the  above  described  character. 

Owing  to  the  thinness  of  the  vaginal  wall  the  carcinoma  early 
spreads  to  the  surrounding  paravaginal  tissue,  with  the  production  of 
flat  thickenings  which  slowly  advance  toward  the  pelvic  wall^  while 
the  part  nearest  the  vagina  breaks  down.  Bladder  and  rectum  are 
attacked  earlier  than  in  cancer  of  the  uterus.  The  glands  that  become 
enlarged  in  vaginal  carcinoma  are  the  hypogastric  and,  in  carcinoma  of 
the  lower  third,  the  inguinal  glands, 

Diag^nosis  and  Differential  Diagnosis  of  Vaginal  Carcinoma,  The 
diagnosis  is  easy  because  the  changes  develop  on  the  surface.  The 
infiltration,  either  in  the  form  of  flat  tumors  occupying  the  vaginal 
wall  or  of  nodules^  is  easily  recognizetl  by  its  cartilaginous  consistency 
and,  if  ulceration  is  superadded,  the  diagnosis  is  absolutely  clear.  Some 
difficulty  is  occasionall}^  found  in  the  large  tumors  that  are  still  covered 
with  mucous  membrane:  their  livid  appearance  and  yellow,  translucent, 
punctate  areas;  the  soft  consistency;  and  a  certain  tendency  to  crumple, 
whicli  is  recognized  most  easily  by  cautiously  sounding  the  tumor  with 
a  probe,— all  point  to  nlalignane^^  Quite  often,  hnwcvcr,  microscopic 
examination  of  a  piece  of  tumor  is  necessary. 

In  the  differential  diagnosis  tertiary  forms  of  syphilis  are 
the  most  important  conditions  to  consider.  The  difference  between  a 
gumma  antl  a  carcinoma  is  that  in  the  former  the  ulcerative  process 
DiiTerefiimi  i^  more  prominent,  and  infiltration  is  either  absent  alto- 
uimno^in.  gather  or  it  is  diffuse,  less  hard,  and  surrounds  the  ulcer. 

Gummatous  ulcers  are  not  friable;  the  floor  is  covered  with  a  grajdsh, 
greasy  exudate;  and  the  edges  are  sinuous.  Perforation  into  adjoining 
organs  with  the  forniation  of  fistulas  occurs  early. 

Tuberculosis  of  the  vagina  is  rare  and  has  been  observed  only 
in  a  few  cases  as  an  isolated  focus  of  infection.  The  condition  produces 
flat  ulcers,  with  sharply  defined  and  in  some  places  Jagged  edges,  and 
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illscolored  surface;  occasionally  a  few  pearly  tubercle  nodules  are  found 
near  the  ulcer.  The  cliief  difference  from  carcinoma  is  the  absence  of 
infiltration.  The  diagnosis  may  be  cleared  up  by  finding  tuberculous  foci 
in  other  parts  of  the  body  and  especially  by  microscopic  examination. 

The  diagnosis  between  primary  vaginal  carcinoma  and  one  sec- 
ondary to  cancer  of  the  uterus  is  based  on  the  fact  that  in  the  former 
the  vaginal  portion  itself  is  free,  except  possibly  for  some  ulceration 
from  without  on  the  part  nearest  the  carcinoma. 

Sarcoma  in  atlults  produces  pictures  quite  similar  to  some  of  the 
forms  of  carcinoma  (see  p.  377).  It  may  take  the  form  of  a  large 
tumor  covered  with  mucous  membrane,  which  sometimes 
protrudes  from  the  vulva;  or  of  a  liifTuse,  often  circular 
infiltratton  of  the  entire  vagina;  while  circumscribed  hard  ulcers  with 
firm  edges— the  commonest  form  of  carcinoma — are  not  seen  in  sarcoma. 
Sarcoma  spreads  slowly  into  the  deeper  tissues  and  produces  metastases 
in  the  lungs  and  in  the  skin. 


BurcoiiiA. 


In  ch0clreii  sarcoma  occjisionally  apfieani  in  the  form  of  &  tumor  with  a  broad  baae^ 
which  later  forma  raeetnoae excrescences  reaembling  racemose  cervical  careinoma  and  entirely 
filling  the  vagina.  Freuh  nodules  appear  continually  in  the  neighborhood  as  a  result  of  infec- 
tion and  also  increase  iii  she.    EsOension  to  ttie  deep  tissues  takes  plaee  la^^. 

The  diagnosis  of  sarcoma  in  adults  is  based  on  the  same  findings 
as  that  of  carcinoma,  and  the  two  varieties  cannot  usually  be  distin- 
guished clinically.  The  distinction  between  sarcoma  and  benign  tumors 
(particularly  fibromyomata)  is  based  on  the  peculiarities  of  the  tatter 
as  discussed  on  p,  377, 
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Neoplasms  and   Ulcerations  of  the  Vulva. 

In  discussing  the  diagnosis  of  the  diseases  of  the  vulva  it  will  be 
better,  instead  of  giving  a  systematic  description  of  all  the  various 
conditions  found  on  palpation  and  their  characteristic  peculiarities,  to 
start  out  with  the  important  general  phenomena  and,  by  analysing  them, 
arrive  at  the  differentiation  of  the  individual  affections.  At  a  glance 
the  physician  will  recognize  certain  manifestations  of  the  disease,  such 
as  a  circumscribed  tumor  or  a  deep  ulcer,  and  will  then  have  to  decide 
by  the  peculiarities  of  the  ulcer,  for  example,  whether  it  is  tuberculous 
or  a  broken-down  carcinoma.  In  carrying  out  this  analytical  method 
the  following  classification  will  be  the  best  guide. 

Diseases  of  the  vulva  in  the  main  appear  in  three  different  forms. 

1.  Inflammatory  changes  of  the  mucous  membrane. 

Vulvitis,  pruritus,  kraurosis,  psoriasis  vulva*. 

2.  Circumscribed    tumor    formation. 

Fibroma,    acuminate   condyloma,    lipoma,   sarcoma,    car- 
cinoma, elephantiasis,  tumors  of  Bartholin's  glands. 

3.  Ulcerations. 

Carcinoma,  syphilis,  tuberculosis,  rodent  ulcer  (estiomene). 

Although  certain  diseases,  such  as  carcinoma,  appear  in  both  forms, 
and  one  may  result  from  the  other;  and  although,  on  the  other  hand, 
it  is  difficult  to  classify  such  a  disease  as  elephantiasis  either  among 
neoplasms  or  among  ulcerations,  because  it  combines  both  changes, 
I  am  nevertheless  of  the  opinion  that  the  above  classification  will  prove 
the  best  guide  to  the  diagnostician  in  the  large  and  difficult  field  of 
diseases  of  the  vulva,  which  appear  in  such  a  great  variety  of  forms. 

The  changes  in  the  mucous  membrane  are  discussed  under  the  head 
of  catarrh,  and  I  shall  therefore  confine  myself  in  this  chapter  to  the 
diagnosis  of  tumors  and  ulcerative  processes. 

Tumors  of  the  Vulva. 

Fibromata  (Fig.  214)  most  fre(iuently  spring  from  the  labia  majora 

and  represent  round  movable  tumors  of  hard  consistency,  covered  with 

skin  or  mucous  membrane.     During  the  subsequent  growth 

Fibroma.  ,  t    i         i  11  '         »  f 

the  pedicle  elongates  and  the  tumor,  projecting  from  the 
vulva,  may  attain  the  size  of  a  man's  head.  By  the  accumulation  of 
fluid  within  the  tissue  large  tumors  often  develop  a  soft,  and  sometimes 
even  a  cystic  consistency. 


SPECIAL    DIAGNOSIS 


mi 


Lipomata  reseniblr  fibromata  in  their  nut  wan!  appearancf*,  are 
also  pe(luiirulate<i,  rarely  flat  and  ,^preail  out,  and  develop  most  fre- 
t[uently  on  the  labia  majora.  They  arc  ^softer  than  fibromata  ami 
nfteii  ('xhiirit  the  granular  ronsisteiu-y  jjeeuliar  to  fatty  tumors. 

Sarcamat  the  most  friMpicnt  seat  of  which  is  alj^o  the  Jalna  majura, 
represent is  a  tumor  whieli  may  be  exactly  like  a  fibroma  and  distinguish- 
able from  the  latter  only  with  the  aid  of  tlie  mierosenpe.  If  the  tumor 
is  diffusely  c*mtiruious  witli  the  tiurroundiiig  ti.^sue,  or  if 
the  investing  skin  is  greatly  reddened,  tense,  and  immov- 
al>h%  shfjwinf];  that  it  also  is  involved,  the  tumor  is  probabl}"  a  sareonia.^ 
Among  sareomata  must  also  be  ineluded  the  melanoma,  which  may 
spring  from  any  portion  of  the  vulva  and  often  originates  in  a  nan-ys. 


S»rmiTm« 


H*< 


"M^|4#*^ 


•  M 


Fm.  SH.^PENikUkOXTB  FiBvaiiJL  or  vmrn  hmrt  Lamitm  Ujui-s  {after  Ka9tD»r)» 


It  h  eharaeteriied  by  its  dark  brown  or  black  color,  the  rapid  glandular 
involvement*  and  early  a|>pearanci»  of  general  metatrtaseK  (some  case^ 
of  nielannma  must  be  classified  among  carcinomata). 

Carcinoma  a^ipears  in  thn^e  quite  distinct  forms. 

L  Cancroid  represents  a  more  or  less  prominent  neoplasm,  on 
the  surface  of  whitdi  impillary  ]jroliferation  or  cornifieation  alternates 
with  ulceration  and  discharging  areas:  <legeneration  occurs 
late  and  rarely  extends  into  the  fleeper  tissues.  The 
most  fretjuent  seats  of  eaneroicl  are  the  inner  surface  of  the  labia 
rnajora  and    minora^  the  clitoris   and   the    fossa   navicularis. 

2.   I  n  f  i  1 1  rating  c  a  r  c  i  no  m  a  represents  a  large,  hard,  often  promi- 
fent  turaor  with  extensive,  deep  infiltration  and  active  degeneration;  the 
"surnrunding  skin  often  shows  Hvid  di8ec)loration.     This  variety  exti^nds 
more  deejily  into  the  tissues  than  eaneroiil  and  early  involves  the  bones. 


Cftrcinomii. 
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3.  Carcinomatous  ulcer  develops  from  the  two  preceding  varie- 
ties by  degeneration  beginning  on  the  surface.  It  will  be  desrribcfi  later. 
Thf  glandh;  are  Ui^ually  inv^olved  early,  in  every  ease  the  inguinaL 
The  diagnosis  of  cancroids  usually  presents  no  difficulties. 
They  are  recognized  by  tlieir  prouummee,  hardness,  warty  surface 
usually  with  very  little  degeneration,  ami  the  induration  of  the  inguinal 
glands.  Multiplicity  is  not  against  cancroirl,  because  several  distinct 
foci  may  develop  independently  or  as  a  result  of  contact  infection. 
There  may  be  some  difficulty  in  distinguishing  between  cancroid  and 
psoriasis  vulvae  (leukoplakia),  whieh  represents  circumscribed, 
whitish^  somewhat  elevated  wheals  on  the  inner  surface  of  the  greater 
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and  lesser  labia.  These  wheals  are  very  often  the  starting  point  of 
cancroid,  ju.st  as  eaneer  develops  on  the  base  of  Ungual  and  buccal 
psoriasis f  and  after  the  removal  of  such  a  cancer  fresh  caneroitls  may 
develop  from  other  wheals.  As  there  are  many  transitional  forms,  it  is 
difficult  to  say  whether  a  condition  h  psoriatic  or  cancroitlal;  as  soon 
as  the  surface  In'gins  to  be  papillary  and  the  base  shows  iufiltratitm, 
carcinoma  should  be  suspected.  The  exact  time  when  carcinomatous 
chango  begiuH  may  often  have  to  be  determined  by  the  microscope. 
The  diagnosis  of  the  infiltration  form  is  based  on  the  carti- 
laginous consistency,  the  diffuse  character  of  the  surroun<ting  tissue, 
the  pain^  the  tension  and  livid  discoloration  of  the  skin,  the  appearance 
of  small  foci  and  the  Involvement  of  the  lymph  glands.  These  cliar- 
aeteristies  suffiee  for  the  differentiation  from  benign  tumors,  but  the 
diagnosis  from  sarcoma  occasionally  requires  the  aid  of  the  microscope. 
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Acuminate  fontlylomata  not  infrequently  occur  in  large 
conglomerations,  especially  during  pregnancy,  and  form  large,  cauli- 
flower tumors  occupying  the  entire  vulva  and  the  imrineum.  Tlie 
ejiit helium  may  undergo  maceration,  with  the  proiluction  AcitminAte 

of  a  i)urult^nt  discharge,  giving  the  tumors  a  resemblance  Condyiumntit. 
to  papillary  cancroid.  The  latter  may  however  be  excluded  with  cer- 
tainty by  the  .soft  base,  the  extremely  nodular  and  irregular  ??urface 
without  sign.s  of  degeneration,  and  the  isolated  papillomata  whieli  are 
almost  always  present  in  the  neighborhood.  In  doubtful  case^  the 
microscope  niu??t  decide. 

Elephantiasis  vulvae  leads  to  the  production  of  cutaneous 
thickening  on  the  labia  majora  and  minora  and  on  the  clitoris,  associ- 
ated with  infiltration  and  soft  hypertrophic  changes  in  the  subcutaneous 


Fta.  2lfk— KLKruAirriAaM  V«i.va  uftpr  W.  W-H/.     'llir  tumrtr  ^prjnriv  fmni  ihe  mona  Vcoeri*,  I  lie  |iiw^ 
ptiDc  cif  tlie  dtUiriA,  iukI  llie  ri||Kt  labium  uiitiua. 

connective  tissue.     Similar  changes  arc  often  present  arountl  the  anus. 
This  new- format! on  of  tissue,  which  probably  depends  on  stasis  in  the 
lymph  vessels,  leads  to  the  production  of  circumscribed  tumors  which 
protrutle   from  the   vulva  and   may  attain   the  size   of   a 
man's  head.     They  are  usually  attached  by  a  broad  base  to  ^  "*"  ' 

their  point  of  origin.  The  surface  may  be  smooth  (e.  glabra)^  pre- 
senting merely  retractions  here  anil  there,  or  irregtdar  and  warty  (e. 
papillomatosa)  i  The  skin  is  often  translucent^  slightly  edematous^ 
and  as  a  result  of  degeneration  shallow  ulcers  or  witlespread  destruc- 
tions may  occur  on  the  surface.  The  consistency  is  soft*  The  tliag- 
nosis  is  based  on  these  fintlings  and  is  usually  not  difficult.  From 
eancroid,  with  which  circumscribed  papillomatous  elephantiasis  has  a 
certain  resemlilance,  it  is  distinguished  by  the  absence  of  infiltration* 
Tumors  of  Bartholin's  glands,  as  compared  with  those  dt^scribed 
BO  far,  have  in  counnou  their  position  at  the  site  of  Bartholin's  gland 
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from  which  they  spring,  Exat*tly  at  ihe  sitP  of  the  gland,  i.e.'^tiie 
posterior  third  of  the  greater  laljia  a  litth*  outside  of  the  hymen,  the 
tumor  develops  from  a  small  point  b\-  con  centric  enlaree- 
Bartholin^  nif  rL     The  outer  surface  is  eovereu  with  skin,  the  iiinrr 

with  the  mucous  meruhrane  of  the  hibia  majora;  the  upper 
portion  of  the  periphery  i.s  covered  by  ihr^  labium  minus.  As  the  tumor 
inereai^es  in  size  it  extends  downward  under  the  skin  of  the  perineum- 

The  topography  is  so  characteristic  that  the  origin  of  the  tumor  ie 
reeognized  at  a  glance.  On  the  other  hantl,  it  may  be  difficult  to  determine 
the  nature  of  the  growth.     The  following  diseases  must  be  eonsidered: 

[a)  Gonorrheal  bartholinitis,  with  occlusion  of  the  iluct^ 
leads   to  retention  of   j)us   an<l    the  formation   of   a  round,  seuBitive, 


FuJk  2\7. —  ELKrnA>fTi^sia  VrLV,c  (after  W.  Veil)*  THp  luriior  j>  rli-vnied,  j^howitifc  the  rlnhf  tubiuDi 
minuh  hncRlmifd  hy  tlic  ulner  atid  furtriLnit  Iho  inferior  t^lril  ^if  oraj!;in  i>r  Hit^  tuiiior.  Uypertr-iphif:  aiirl  ttem- 
urrhfttilol  ntxle*  are  iwwti  at  rhe  iiiiuft. 


completely  movable,  hard  tujnor.  As  s{)on  as  the  infiltration  extends 
to  the  neighljoriiig  tissue  and  thr  retention  becomes  an  abseess,  the 
tumor  increases  in  ^ikc.  becomes  adherent  to  its  surroundings,  and 
the  skin  f)ver  it  bi^comt^s  bright  red:  the  eonsistency  is  no  longer  hard, 
a!id  distinct  fluctuation  is  present,  A^  gonorrhea  is  the  only  cau.se  of 
bartholinitis,  the  other  clinical  signs  of  the  disease  and  the  fimling  of 
gonococci  in  the  urethra  or  cervix  will  at  once  clear  u|)  the  nature  of 
thi^  hard  retention-tumor, 

(6)  Cysts  of  Bartholin's  glands  arc  recogni^setl  by  the 
distinct  fluctuation,  the  transparent  or  transhieent  walls,  anil  the 
absence  of  inflammatory  reaction  in  the  surrounding  tissue. 

(r)  Carcinoma  of  Bartholin's  g  1  a n d  is  extremely  rare 
and  produces  a  slowly  growing,  hani  tumor  in  the  characteristic  situa- 
tion.    Recent  neoplasms  resemble  the  hard  retention-tuniors,  wliile  older 
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cancers  are  distinguished  from  the  latter  by  their  nodular  surfaoe,  firm 
attachment  to  the  undrrlying  tiiBsues,  and  the  tcnBion  and  hvid  t^olor  of 
the  skin.  As  soon  as  the  growth  ulcerates  or  glandular  metasta.ses  are 
produced,  the  diagnosis  of  malignanc^^  is  assured.  The  duct  appears 
to  resist  the  cancerous  affection  for  a  long  time  and  is  often  dilated. 

Bar  coma  prDducea  the  mme  physical  sigmi  only  one  tititbenticated  case  k  on  r&oonl. 

Ulcerations  of  the  Vulva. 

Ulcerations  result  from  the  breaking  down  of  tissues  that  have 
a  tendency  to  degenerate.     As  degeneration  is  always  due  to  a  specific 
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ircitant,  some  newly  formed  tissue  is  always  present  with  the  degen- 
erated tissue*  The  clinical  pictures  observed  in  ulceration  are  deter- 
mined by  the  intensity  of  the  })rDcet^s  of  new-formation  extending  either 
horizontally  or  vertically  into  the  tissues,  and  the  rapidity  and  com- 
pleteness of  the  subsequent  degeneration.  The  character  of  the  ulcera- 
tion can  occasionally  be  determined  by  finding  the  specific  irritant, 
such  as  the  tubercle  bacillus.  Microscopic  study  of  the  specific  tissue 
reaction  is  a  most  important  diagnostic  aid. 

L  Carcinomatous  ulcers  are  charactcrissed  chiefly  by  a  marked 
tendency  to  new-formation,  which  a|>peiirs  in  the  form  of  an  infiltration 
at  the  edges  and  on  the  floor  of  the  ulcers,  as  well  as  in  the  deeper  tis^^ues* 
The  surface  is  rough,  notlular,  not  ragged;   the  color  is  bright  red  and 
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in  places  grayish  from  the  presence  of  degenerated  tissue.  The  edge 
of  the  ulcer  is  rigid,  hard  and  sharply  outlined.  Metastatic  nodes 
are  rarely  found  in  the  neighborhood.  In  old  conditions  the  lymph 
glands  are  usually  involved. 

2.  Syphilitic  ulcer  may  develop  on  the  vulva  in  any  of  the  three 
stages  of  syphilis. 

The  syphilitic  primary  sore  is  usually  solitarj',  with  a 
greatly  infiltrated,  cartilaginous,  often  disc-shaped  base.  The  surface 
is  a  dirty  dark  red,  and  shows  some  desquamation.  The  ulcer  is  sharply 
separated  from  the  surrounding  tissue  and  only  occasionally  surrounded 
by  edema  when  situated  on  the  labia  majora. 

Condylomata  lata  are  flat,  slightly  infiltrated  papules  with 
superficially  degenerating  and  desquamating  epithelium.  They  are 
usually  found  simultaneously  on  the  labia  majora,  perineum  and  around 
the  anus.  In  exceptional  cases  they  are  very  much  infiltrated  and 
superficially  ulcerated  as  a  result  of  mechanical  irritation;  or  they 
may  coalesce  to  form  large  plaques  or  })atches.  To  confirm  the 
diagnosis  the  entire  body   must   be  examined   for  syphihs. 

Late  forms  of  syphilis  produce  gum  mat  a  and  the  resulting 
serpiginous  ulcers  with  grayish,  ragged  floors;    they  are  very  rare. 

During  the  first  and  second  stages  the  diagnosis  presents  no 
difficulties;  ulcers  that  result  from  broken-down  gummata  during  the 
later  stages  may  be  mistaken  for  carcinoma  or  tuberculosis.  In  doubt- 
ful cases  the  therapeutic  test  should  not  be  employed  until  after  car- 
cinoma has  been  positively  excluded.  A  positive  diagnosis  can  be  made 
with  the  microscope.  The  finding  of  spirocha;ta  pallida  appears  to 
be  a  positive  diagnostic  sign  of  lues. 

3.  The  tuberculous  ulcer  has  sharj)  and  sometimes  undermined  edges; 
it  is  flat,  and  cicatrization  often  occurs  on  one  side  only.  Small  tubercle 
nodules  are  often  found  on  the  floor  of  the  ulcer  and  in  the  surrounding 
tissue;  there  is  no  marked  infiltration.  The  ulcer  may  develop  any- 
wh(»re  on  the  vulva.  In  connection  with  glandular  ulcers  polypoid 
proliferations  of  the  tuberculous  mucous  membrane  occasionally  occur. 


Case  2.S.  The  inner  surface  of  the  left  labium  minus  is  tlie  seat  of  an  ulcer  with  i 
edges  an<l  lanhiceous,  hacony  floor;  tlie  surrounding  mucous  membrane  is  red,  infiltrated  and 
covered  with  snudl  ulcers  the  size  of  a  millet  need.  The  floor  of  tlie  ulcer  contains  the  begin- 
ning of  a  fistula,  wliich  terminates  in  the  anterior  surface  of  the  rectum  in  front  of  the  posterior 
commissure.  Micros<*opic  examination  of  an  excised  piece  of  tissue  rt^veals  giant  cells  and 
tulx»rcle  bacilli. 

The  term  1  u  p  u  s  v  u  1  v  ae  is  limited  to  that  form  of  tuberculosis  of  the  vulva  which 
ctmsists  in  nuiltiple  mHlulcs  and,  by  breaking  down  of  the  ncxlules,  leads  to  the  fomiation  of 
ulcers  a n< I  extensive  cicatrization. 

The  diagnosis  of  tuberculous  ulcer  is  simi)lified  by  the  fact  that 
it  is  j)nictically  never  primary  and  r(»i)resents  a  secondary  localization 
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in  genital  or  pulmonary  tubcrtulosis.  A  search  for  other  Foci  niuBt 
then- fore  be  matle.  All  doubt  may  be  removetl  by  excising  the  base  of 
the  iileer  and  finding  tuberculous  tissue  antl  bacilli. 

4,  Rodent  ulcer  (ulcus  rodens,  8.  chronieum,  s.  elephantiasticum) 
is  an  ulceration  accompanying  hypertrophic  conditions  of  the  skin. 
The  ulcer  spreads  along  the  surface  andt  by  involving  t  lee  per  portions 
of  the  tissue,  produces  perforations  and  fistula*  in  the  urethra,  labia 
and  perineum. 

The  imtholopi?  stalus  of  thfiac  iileemtioBs  if  ^till  in  doubt,  &a  the  tissue  nieffly  ahows 

iuflamdiafory  changes  without  spt'clfie  elomcnta  of  any  kind  in  un conn plii^ ted  fase«.  Its 
spt*oific  nature  niu^t  be  denied.  There  is  u  eertniii  conuet-litjn  with  liyphihs  iriAsmueh  as 
old  lues  prediaposei  to  the  fonditioti.  Tuberrulosis  appa  re  fitly  develi>pft  seixinitarily  in  the 
uk'ers  at  (irnes.  ITie  true  nanse  b  u!*iiaUy  ft>uii(l  in  nUi^is  of  the  lymph  circubtion  (alter 
ext irpii ion  or  auppura l iuii  of  the  mgr^tinal  gkind?*),  and  injuries  of  %iinous  kiiida  acting  upi>ii 
the  ilknourkluHi  tissue* 


Well'developed  ulcers  ha\'e  a  ver>'  eharacteristic  appearanee. 
They  are  foutid  in  the  fossa  navtcularis,  on  the  lesser  labia  and  clitoris, 
anil  tisually  refire^rnt  flat  ulcerations  with  sharp,  rroded,  often  deeply 
undermined  edges.  If  they  extend  downwartl,  perforations  of  the  lessBer 
labia  and  deop  cavitif'S  in  the  perineum  are  producrd,  from  which 
fistuhr  are  given  off  that  go  still  deeper,  often  as  far  as  tlie  rectum* 
The  ulcers  arc*  bright  red  in  color,  smooth  and  shining,  and  in  some  places 
covered  with  exudate;  they  often  have  a  pronounced  serpiginous  char- 
acter. While  one  edgr  heals  by  cicatrization,  tlie  ulceration  advances 
on  the  other  side.  The  ulcer  is  accordingly  surrounded  by  radiating 
scars,  which  may  produce  ectropion  of  the  urethra  and  vulva.  The 
tissues  immediately  surrounding  the  ulceration  are  rigid,  but  there  is 
rarely  any  brawny  infiltration.  These  ulcerations  are  frequently  asso- 
ciated  with  [ovum  of  elephantiasis  as  described  on  page  38*i,  and  the 
combination  of  neoplasm  and  degeneration  may  produce  a  very 
com  plic  a t e<  1    din i  cal    |  lie t u  re . 

The  anal  nkin  takes  part  in  tlie  process  with  the  production  of 
hypertrophic  fohls  surrounding  the  orifice,  and  shallow  ulcerations. 
Cicatricial  strictures  and  ulcerations  are  found  in  the  rectum. 

In  view  of  the  above  fintlings  the  diagnosis  of  rodent  ulcer  is  in 
the  main  rasy,  Carcinomatoui^  ulcer  is  tiistinguisherl  chiefly  by  the  hard 
infiltration  of  its  edges  and  floor  and  of  the  surroundings  parts.  Tuber- 
culous ulcpration  may  produce  signs  so  similar  that  the  true  nature  of 
the  proct*ss  can  be  recognized  only  with  the  microscope  by  demon- 
strating the  bacilli.  With  regard  to  the  distinction  from  syphilitic  pro- 
cesses, we  should  adopt  the  standi)oint  that  rodent  ulcer  is  prone  to 
develop  on  the  foundation  of  syphilitic  tissue-predisposition,  but  does 
not  itself  represent  a  syphilitic  tis.sue  disease. 
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Microscopic  Diagnosis  of  Malignant  Diseases   of 
tlie  Uterus,  Vagina  and  Vulva. 

In  accordance  with  the  meaning  of  the  word  '  malignant '  the  micro- 
scopic diagnosis  of  malignant  diseases  of  the  uterus  includes  all  those 
affections    which   do    not   subside   spontaneously,    which   continue    to 
spread  without  limit,  and  for  the  removal  of  which  special 
of  Early  mcdical  procedures  are  necessary.     The  success  of  medical 

Diagnosis.  interference  depends  on  early  removal  of  the   malignant 

focus.  If  it  has  existed  long,  or  an  expectant  policy  is  pursued,  radical 
removal,  which  is  always  to  be  aimed  at,  may  be  impossible.  The  indi- 
cation for  intervention  at  the  earliest  possible  moment  depends  on  an 
early  diagnosis.  As  a  number  of  malignant  diseases  cannot  at  iSrst 
be  recognized  clinically,  and  many  benign  changes  in  the  beginning 
sometimes  appear  clinically  to  be  malignant,  the  microscope  must 
decide  the  diagnosis  in  such  cases.  The  nature  of  the  tissue  seen  in  the 
microscopic  specimen  shows  whether  the  alteration  is  inflammatory 
or  malignant.  If  there  is  any  doubt  whether  the  degeneration  is  malig- 
nant or  benign,  a  piece  should  be  excised,  or  the  uterus  curetted  for 
the  purpose  of  microscopic  examination,  as  the  latter  will  determine 
whether  a  malignant  or  a  non-malignant  disease  is  present. 


General  Portion. 

The  number  of  diseases  which  require  microscopic  examination  to 
determine  malignancy  are  not  many.  They  include  first  of  all  carci- 
noma, and  with  it  adenocarcinoma  and  malignant  adenoma,  sarcoma, 
and  endothelioma;  and  finally  malignant  syncytioma  and  chorion- 
epithelioma.  Malignant  diseases  are  recognized  by  certain  changes 
and  proliferations  of  cellular  constituents.  A  number  of  malignant 
changes,  such  as  tuberculosis  and  actinomycosis,  are  definitely  identified 
by  the  presence  of  the  causal  microorganisms. 

To  begin  with,  the  microscopic  diagnosis  of  carcinoma — 
Dh^ml^iTT'''*'  the  early  recognition  of  malignant  tissue — is  based  solely 
nw  on  ole  ^^^^'  alone  on  the  architectural  picture — the  histologic  struc- 
tVcTumo""'°^     ture.     Carcinoma  is  a  malignant  neoplasm  of  very  definite 

histologic   composition,  and   a  very  small   particle  of  the 

tumor  often  suffices   for  a  positive   microscopic  diagnosis.     We   must 

'nto  account  the  spurious  pictures  (artefacts)  which  make  trouble 
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for  the  inexperienced  and  which  will  be  described  in  detail,  and 
also  the  situation  from  which  the  pieces  to  be  examined  have  been 
obtained.  As  there  are  physiologic  prototypes  for  the  cellular  struc- 
tures of  malignant  tumors  (for  example,  the  decidual  cell  ^^  ^.^^^  .^p^ 
is  the  physiologic  prototype  of  the  sarcoma  cell),  so  there  totypcs of  Maii«- 
are  physiologic  or  benign  types  of  tissue  which  resemble 
the  structure  of  malignant  neoplasms.  The  neoplasms  diflfer  in  their 
appearance  according  to  the  place  from  which  they  are  derived.  The 
erroneous  opinions  prevailing  in  regard  to  so-called  'diagnoses  based 
on  small  pieces'  must  be  attributed  either  to  want  of  skill  on  the  part 
of  the  examiner,  or  the  failure  to  distinguish  between  the  significance 
of  definition  and  that  of  the  structural  picture.  The  definition 
of  carcinoma  takes  account  of  its  origin,  emphasizes  the      ^  ^  . . 

°      '  '^  Definition  and 

local  destruction,  the  atypical  mode  of  spreading  (infec-  structural 

tion  of  the  surrounding  tissues),  its  extension  in  the  more 
remote  tissues,  the  formation  of  metastases,  and  the  destruction  of  the 
individual  by  cachexia.  In  addition,  it  includes  a  description  of  recur- 
rence, of  the  etiology,  and  of  the  histologic  composition.  In  the  defini- 
tion of  cancer  the  entire  life  history  of  the  malignant  neoplasm  is 
sketched.  In  the  study  of  the  microscopic  picture,  on  the  other  hand, 
we  have  to  deal  solely  with  the  earliest  stage  of  the  disease;  there  is  no 
question  of  metastases  and  of  extension  to  the  neighborhood.  The 
structural  picture  of  carcinoma  docs  not  in  the  least  depend  on  whether 
or  not  the  tumor  has  broken  through  its  boundaries;  cancer  is  not 
recognized  either  by  muscle  tissue  or  by  liver  cells.  If  the  specimen 
contains  liver  cells,  all  that  can  be  concluded  is  that  the  cancer  is  a 
liver  cancer.  We  recognize  cancer  by  its  structure,  and  our  experience 
tells  us  that  the  neoplasm  is  at  first  local,  and  later  gradually  destroys 
the  individual's  life.  The  importance  of  the  architecture  must  be 
especially  emphasized.  The  pathologist  who  is  familiar  with  the  archi- 
tecture is  able  to  diagnose  cancer,  while  he  who  has  only  mastered  the 
definition  of  cancer  is  not  thereby  enabled  to  recognize  anything.  Recog- 
nition of  the  cancer  leads  to  the  microscopic  diagnosis,  and  after  the 
diagnosis  has  been  made,  it  is  possible  to  give  a  definition;  but 
the  definition  itself  has  its  limitations  (for  example,  in  regard  to 
heterotopia),  just  as  the  architecture  by  itself  may  be  deceptive. 

According  to  ths  definition,  cancer  is  a  malignant,  epithelial  neoplasm  of  atypical 
growth  which,  while  primarily  local,  spreads  by  excessive,  unlimited  proliferation,  causes  local 
destruction,  oversteps  the  tissue  boundaries  (heteroplasia),  slowly  spreads  to  adjoining,  and 
later  to  more  remote  partes,  either  directly  or  by  way  of  the  vessels  (lympliatics,  blood-vessels), 
and  produces  metastases  in  distant  portions  of  the  body  (lieteroplasia). 
The  latter,  depending  on   the    vital   importance   of  the   regions   in   wliich  ^a"'inom**^ 

they   develop,   either    slowly   or    rapidly    produce    a    functional     disturb- 
ance,   and    finally  the    cancerous    infection    brings    about    the    death   of    the    individual 
from    exhaustion     (cancerous    cachexia).      The    epithelium    is    derived    from    the    epi- 
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thclium  originally  present  at  the  site  of  the  cancer.  With  regard  to  the  etiology,  all  that  is 
known  is  that  traumatism  may  produce  carcinoma,  and  that  there  are  certain  seats  of  pre- 
dilection indicating  a  *  weakness*  in  the  composition  of  the  predisposed  region;  the  inference 
tliat  cancer  occasionally  develops  in  such  localities  cannot  alwa\'s  be  demonstrated  or  recog- 
nized. Heredity  plays  an  iasignificant  part.  The  diameter  of  the  epithelium  at  the  various 
periods  of  life  (in  connection  witli  the  character  of  the  body-tissues  in  the  immediate  and 
more  remote  neighborhood)  is  of  great  imix>rtance  even  if  it  cannot  be  directly  seen,  stained 

or  represented.  The  bacterial  origin  of  cancer  has  as  yet  never  been  dem- 
Carcinuiua  onstrated.     The    theory    that    carcinoma    is  an   infectious    disease,  either 

according  to  the  older  view  of  dyscrasia,  or  according  to  the  more  modem 
conception  of  a  disease  caased  by  specific  microorganisms,  lias  never  lx?en  proved.  Two 
things,  however,  are  absolutely  certain:  First,  that  cellular  proliferations  and  neo- 
plasms develop  without  the  action  of  any  causal  microorganisms;  and  second,  that  there 
are  infectious  tumors  in  the  causation  of  which  bacteria  play  an  important  part.  If  an  agent 
of  which  we  know  nothing  should  ever  be  demonstrated,  and  not  merely  assumed  as  the  cause 
of  cancer,  it  would  not  alter  the  fact  that  the  diagnosis  rests  on  the  structure;  although  it  is 
possible  that  some  therapeutic  advantage  might  be  derived  from  such  a  discovery. 

It  is  important  to  remember,  for  other  reasons  as  well  as  for  the 
value  of  a  diagnosis  based  on  small  pieees  of  tissue,  that  the  definition 
starts  out  with  the  assumption  of  a  primarily  local  origin;   this  assump- 
tion at  once  disposes  of  the  objection  which  has  been  made 

Cancer  la  * 

Primarily  repcatcdlv  that  extension  of  the  cancer  to  the  surrounding 

Circumscribed.  ,  *  ,  •        .  i  •  •  •  -r       • 

tissue  cannot  be  seen  in  the  microscopic  specimen.  It  is 
quite  true  that  we  cannot  see  this  extension  of  the  cancer;  we  only 
infer  that  it  takes  place  from  what  we  see  in  the  tissues  surrounding 
the  malignant  proliferation,  or  we  may  say  that  we  know  by  previous 
experience  that  the  cancer  will  continue  to  grow.  There  are  cancers 
that  have  not  advanced  beyond  the  boundaries  of  the  mucous  mem- 
brane; for  example,  there  are  polypoid  proliferations  in  which  only 
cancerous  degeneration  is  demonstrable,  and  which  are  separated  from 
the  organ  by  layers  of  normal  tissue;  in  such  cases  the  carcinoma  can 
be  radically  removed  by  simple  erasion.     The  important  thing  is  to 

recognize  the  cancer  early,  and  this  in  turn  depends  on 
cardn^r^^  thc  ability  to  recognize  the  architecture.  The  latter  may 
j'^^'l^^rtorW1^lly  ^^  summed  up  briefly  as  follows:  newly  formed  alveolar 
F"it*heiiai**c«iiH     spaces  not  previously  present  in  the  tissue  and  filled  or 

lined  with  an  epithelial  mass  (alveolar  or  glandular  carci- 
noma). The  tissue,  the  normal  composition  of  which  is  known,  is  in- 
vad(Ml  by  masses  of  epithelial  elements,  which  may  be  large  or  small, 
broad  or  narrow.  This  leads  to  the  production  of  vacuoles,  clefts, 
tubular  canals,  which  again  communicate  with  one  another  and  are 
completely,  or  almost  completely  filled  with  epithelial  masses.  The 
(epithelial  masses  grow  into  the  tissue  and  produce  alveolar  spaces,  and 
at  the  same  time  fill  them  up. 

If  the  proliferation  of  the  carcinomatous  masses  is  to  Ixj  compared  to  the  wood-worm, 
or  burrowing  worm,  which  burrows  and  forms  canals  in  wood  and  destroys  it,  it  must  be 
added  in  the  case  of  carcinoma  that  tlic  destructi<m  takes  place  not  only  at  the  extremity 
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orcupied  by  thi?  worm,  but  tlie  entire  system  of  finals  occupieil  by  thts  proUfernting  epithi^- 
lial  fuasscs  is  tlie  itcjif  of  prolifer&Han*  Ai  nny  point  of  tht^  ttlvrular  spiicea  which  aiv  filltHl 
with  the  cpithebftl  uifiHS*:'^  ft  fr*'H]i  biirnrpw  may  originate  am!  cxleml  inin  the  nciglilK>niig 
tijteiit*, — an  tttypirul,  rt.'aistlct!*f  tTcepmf  fjiiward.  In  U»e  Bt'hoiiiiitic  pitUirt?  bolow  the  uitoh'S 
indioite  this  alow  advance,  and  at  llie  sjinie  time  the  proliferation  that  takes  pUict'  at  every 
poijvt.  (Fig.  219).  Tlie  more  ret'^nt  stiiges  iire  iLHUiilly  tlie  narrowt^^t^  wiiite  the  hH:*giiininf 
proliferations— the  oldest  ^tagei^ — are  the  broade«t.  Thi^re  lu  a  diflrcrctu?e  between  the  tran»- 
VDnie  and  the  IcjogltudlniU  section ;  in  the  latter  the  eommunieaiing,  ranal-like  piss^igei^  are 
fM«en^  while  in  the  traniiv^erse  section  the  epithelial  ^^trands  produce  drculur  or  oval,  flattened 
pictures  of  dtfTerent  ^hcs.  It  shouhJ  \yc  enipfiasized  lliat  tlie  tissue  w  hioh  thi^  carrinorna  invades 
as  a  dcaiitructive  neoplasm,  at  the  same  lime  conslantly  produdni;  freah  t'arctiionmlotts  tisane, 
Is  quite  different  from  the  ncopUuitic,  destroying  rpithehal  masses.  1  he  tissue  may  Ik*  in  a 
elate  of  great  irritation  and  l>ecome  the  seat  uf  small-celled  infiltration;  the  deeply  eatained, 
small  round  cells  may,  like  the  decidual  cells  in  decidual  endometritis,  cover  up  the  epithelial 
masi^esi,  particularly  if  the  latter  still  represent  slender,  almost  fibrous  culumns  of  cells  (epi- 
thelial cordsi,  carcinomatcnM  nodes).  The  ftreater  t he  tennity  of  the  invading  epithelial  masses, 
tlie  more  easily  will  the  picture  of  epithelial  infiltration— of  eellubr  flooding— Iw  pmdueed.    In 


V 


i\^^ 


f\, 
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superficially  tteginninf  carcinoma ta  the  fitnall-celled  infiltration  may  produce  the  pieture  of 
a  reaction  zone  or  productive  lone  toward  the  sound  I  issue;  or  the  tissue  niay  show  no  sigm 
whatever  of  the  invasion;  the  cancer  nejtts  of  soKd  cptthetial  cords  are  simply  embedded  in  an 
uppacentiy  intact  tisziue.  Imagine  the  epitheHal  masses  removed,  wipe  them  out  with  a  brush 
artificially  in  a  microscopic  preparation  or  remove  them  by  maceration,  and  yoo  will  see  in  the 
ti^ue  the  vacuoles,  the  longitudirml  and  transvense aertions  ami  the i*j*3Jlem  of  canals, — m  shorty 
the  alveolar  structure  into  which  the  tissue  has  been  converted  by  the  epithehal  ma&ses. 
Careinoinatou-i?  proliferations  beginning  on  the  surface  (derivetl  from  surface  epitheliinn) 
may  retain  tlieir  connection  with  the  bttcr  (Pig,  220).  Often  the  superficial  layer  i**  destroyed 
or  devscjuamate^.  Shortly  before  the  appearance  of  the  carcinoma  all  but  the  lowest  layer  of 
cells,  w^hich  is  difficult  to  recognise,  not  infrequently  scales  off  from  the  stratified  epithctium 
like  varnish.  If  a  typical  reaction  zone  develops  l^tween  the  epithelium,  which  is  apparently 
desquamating  (Pig,  221)  and  in  process  of  disintegration^  and  the  beginning  carcinoma,  tJiere 
k  apparently  noilnng  to  show  that  the  carcinoma  originates  in  the  epithelium.  The  carci- 
noma, bc!ginntng  in  ssmall  delicate  epithelial  cords,  extfntb  dtnvnward  to  tlie  tissues.  At 
first  tliis  can  lie  demonsitrutecl  only  with  the  micros(*ope,  htit  Inter  I  he  whitish  or  whitish* 
Vipljow  epithelial  cottIs  can  he  seen  with  the  iiaktHJ  eye  The  large  celluJar  masses  are  rerog- 
niied  on  the  cnl  surface  with  the  nakinl  eye,  anri  ctin  be  e^c pressed  like  comedones.  Although 
ft  mtcToscope  with  a  magnifieatiori  of  three  and  a  Vialf  to  ten  diameterw  i»  necessarj'  for  purposes 
of  confirmation,  the  eye  should  neverlhcleBa  lie  trained  to  make  the  diagnosis  without  any 
magnification,  or  at  least  with  the  aid  only  of  a  very  low  power  lens. 


V ;  V  N  Kt'OLOGIC AL  DIAGNOSIS 

4  ,   ••v»uiatous    i^liMnents    arc   epithelial   in    origin    and  in 

;.   Tviuiivs  some  practice  to  recognize  them  as   such.     In 

.i''v\'r  lusts  and  in  situations  where  the  growth  is  slow  the 

iiuliviiliial   elements   can  often   be   distinguished    by   their 

contour,  particularly  in  the  case  of  older  elements  situated 

i»r:ir    the    centre;     while    younger   cells   tend    to    undergo 

,,,l,,.i:il  rNh'usioii.     Within  the  zone  of  proUferation   it   is    difficult 

,.,^1  ,iiirii  impossible  to  recognize  the  elements  directly,   because  they 

^,^     ,,   .mull  niid  (h'licate  that  their  contours  apparently  fuse  with  one 

.iM,.ihri      Slntiids  of  cancer  tissue  are  also  encountered  that  are  filled 

...h.l   \Mtli  rpillu'lial  masses  and  in  which  no  cell  contours   at   all  are 

XI  iMr.    I  lit-  n»und,  and  often  quite  uniform  nuclei  arc  packed  closely 


I  <■        •  'l|         I  111.    ('\ltiI.NOM\    OlllcJlNATKJ*     IN     TlIK    AkKEADY    F'.XISTINO     St11ATIFIKI>    SQUAMOUS    Ej'ITHF.UCV 

AM)  Sk-NDS  imiwn  Pi.i'Ort  iMi)  Tiiij  Dkkpku  La\  Kits.      (Original.) 

w,f^ii|iii;  the  cellular  material  is  rolled  into  a  ball  and  compressed 
.',  ili;ii  il  appears  like  a  mass  of  cells  without  any  individual  units. 
'I  !»•  rrllular  material — the  cancer  nests  or  cancer  cords — is  sharply 
sc^parated  from  the  tissu(»,  and  sometimes  by  its  stain  even 
!:'!.'.','.,' /'^pttr       fi'om  the  stroma.     If  the  tissue  is  the*  seat  of  small-celled 

* '/""-l^"';    infiltration,  the  stroma  is  (hirker  than  the  epithelial  cords; 

and  conv(Tsely,  if  the  stroma  or  supportive  tissue  contains 
but  lit  lie  small-cellcMl  infiltration,  th(*  stroma  is  paler.  The  boundaries 
\,*\\\n'i\  epithelial  proliferation  and  stroma  are  always  sharply  defined, 
t  /'  M  wlieii,  owinjij  to  marked  e])ithelial  proliferations  with  many  nuclei 
Mid  :  irudl-eelled  infiltrations  in  the  tissue,  the  line  of  division  between 
III*    two  tissues  is  diflieult  to  see. 

r.-ircinoma  is  an    epithelial,    mali«j:nant    neoi>lasm,  with  no 
\  '  to  spontaneous  recovery,  an  atypical  and  uidimited  growth  of 
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diBtinct  alveolar  structure,  the  alveolar  spaces  being  filled  with  epithelial 
masses*  The  epithelium  is  derived  from  the  previously  existing  epithe- 
lium (portlo  vaginalis),  or  from  cylindrical  epithelium  (cervix,  body). 


^ 


In  dm-inoiTm  original  mg  in  squamous  e  p  i  f.  h  e  U  u  m  the  original  epitlieli  um  either 
rernaiaB  uimlterecl  atid  fcirm**  the  starting-point  of  the  iimlignant  neopl«i5m,or  it  undergctes  a 
change  pnovioiia  to  and  along  witli  the  licginningof  maUgnant  proliferation ;  in  that  vase  theepi- 
Ihtlial  neoplasm  begins  in  alti?rcd  «?pit helium.  Stratified  squamous  epithelium  may  bei-^mie 
cylindriral,  and  conversely,  cylindrie^l  epithelium  may  become  stratified ;  hence  eamnomatoua 
epithelial  rords  appear  in  a  great  variety  of  different  forms,  from  thick  solid  epithelial  plugs 
to  proliferatiom  covered  with  a  single  layer  of  cylincirical  epltheliuui.  The  mum  cancer  ntxlc 
timy  contain  variom  modificationB^ 
metApla8iu.%  IranHitional  fonni» Ijetween 
ectiuiinotis  and  cylindrical  epithelium, 
and  iw  fyefwt.  The  onginalJy  sepa- 
rated epithelial  cords,  after  pfolifem- 
ting  for  a  short  time  independently, 
may  fuse  and  form  large  conglomera- 
tions, Secondary  degeneration  th^ 
result  of  breakdown  or  mticouj&  change 
may  occur. 

The  architecture  of  the 
careinoma  varies  according  lo  the  seat 
of  itfl  origin.  The  latter  may  often  tie 
determined  by  the  nature  of  the  struc- 
ture; thus  a  certain  com  [position 
observed  iti  carcinomatDUs  masses  ol>* 
fained  by  eunettage— metafttases,  for 
exatnple  —  may  be  so  diaraeterij§tic 
that  the  presence  of  careinoma  of  the 
ovary  may  be  inferred. 

The  jwlymorphouH  nature  of  a 
malipmnt  adenoma  for  a  long  time,  and 
even  at  tJie  present  day,  preventetl  its 
being  recogm'xed  even  by  gcKxl  authori- 
ties a«i  a  carcinoma  of  peculiar  striicture. 

The  carcinoma t€iUH  proliferations 
beginning  in  stratified  s<]uamou3  epttbelitim  give  rise  to  the  production  of  thin,  narrow  csell 
cordhf  (Figs.  220  and  222).  The  colli*  may  Imj  so  e!o-sely  [lacked  that  the  contoura  diH^ppear 
or  becfimc  v^cry  indifrtinct;  or,  as  in  the  case  of  large  cancer  nests,  the  ptTiphcral  elements 
wluch  are  mi.ist  concerned  in  the  proliferative  prctccss  may  be  difficult 
to  identify  in  the  prf?paraticm;  while  at  the  centre,  where  the  proi-eia 
la  cilder,  large  cella  with  dktinct  oullinca  are  aeen.  Sometimes  tiie  closely 
packed  cells  loosen  up  and  appear  like  desquamated  cells.  In  the  micro- 
acopie  picture  the  central  portions  appear  softened,  and  In  the  stained 
^  «peeimen  the  nuclei  are  irregular  in  size  and  intensely  stained,  while  in  the  i»eripberal 
layers  they  are  fairly  uniform,  This  simple  proceiis  of  loosening  in  the  central  ptjrtions 
must  Ik?  dtHtingui Allied  from  direct  degeneration,  in  wluch  the  vi^lU  break  ilown,  the 
nuclei  l>ecome  jj«der,  and  the  cliromntin  diftapjiears.  In  the  interior  of  cancerotis  alveoli 
of  this  kind  a  nniroid,  fatty  or  fmcty  granular  maas  is  seen,  A  peeuliar 
necro^iif  of  the  c^cIIr  niay  also  take  place  at  the  centre.  The  cells  in  that 
case,  instead  of  as  usual  kising  their  staining  properties,  appear  to  be  rolled 
up  in  a  ball  and  in  exceptional  eases  stain  intensely,  furmlng  either  a  dark 
red  or  a  violet  mass  in  the  centre,  depending  on  the  stain  that  is  used  (Fig,  223).  The  sohd 
epithelial  plugs  which  originate  in  the  squamous  epitbeltym,  develop  a  ghmtlular  cljanicter  as 


Fio,  221,— Tttr  SQr,*Wf>c»  EmTHiaLitiii  or  the  Va- 
arrr^L  I'tJurrHJN  ae&lfr*  off  tike  vifcrfiifih.  The  cwnjer  }>1ufCB 
begin  at  ^nmv  fibijincr  from  the  Ntiuiimou?  cpitheltuiii  with- 
out way  apparent  coiiiieetiuu  wttb  it.     tOrtginiil.) 
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the  result  of  this  central  degeneration.  Cancers  derived  from  stratified  squamous  epithelium 
also  produce  pictui-es  similar  to  those  seen  in  cancroid  of  the  skin:  epithelial  pearly  bodies 
are  arranged  in  layers  like  the  skins  of  an  onion  (Fig.  224);  but  changes  of  this  kind  are 
not  very  common  in  carcinoma  of  the  vaginal  portion,  though  relatively  frequent  in  the  body 
(see  p.  397).    The  cancer  cords  are  usually  round  or  oval  and  flattened,  sharp  pointed  or 

indented  edges  lacing  found  as  a  rule  only  when  the  carcinoma  spreads  along 
Formation.  ^^®  lymph  clefts,  a  mode  of  extension  to  which,  in  contradistinction  to  the 

others,  the  term  "worm-eaten"  is  applied.  This  form  of  extension  is  often 
directly  continuous  as  solid  cell-cords,  the  endothelium  of  the  lymph  vessels  being  often 
preserved  (Fig.  225).  These  simple  epithelial  masses  which  extend  slowly  in  the  lymph- 
clefts  must  be  distinguished  from  the  changes  which  begin  directly  in  the  endothelial  lining 


Fio.  222. — Solid  Cancer  Plugs  of  various  shapes: 
1.  Simple;  2.  With  beginning  proceftsea;  3.  A  cancer  node 
separated  from  the  stroma  by  'maceration';  the 'alveolar' 
space  is  especially  well  shown.     (Original.) 


Fio.  223. — Cancer  Plug  sugsesting 
a  gland,  with  a  central  lumen  contain- 
ing a  necrotic  mass  (secondarily  gland- 
ular).    (Original). 


of  t  he  lymphatics   (endothelioma  verum).     The  carcinomata  that  spread  in  the  lymph 

clianncls  are  solid,  but  may  become  hollow,  developing  a  loose  structure  in  the  central  portion. 

With  regard  to  the  sliape  of  carcinomata  beginning  in   cylindrical  epithelium, 

we  must  distinguish  (1)  the  behavior  of  the  cervical  epithehum  and  (2)  that  of  the  corporeal. 

1.  As  a  rule,  the  single  layer  of  cylindrical  epithelium  of  the  cervix  is  converted  into 

stratified  epithelium.     At  the  same  time  the  original  inequalities  of  the  cervical  mucous 

membrane  are  smootlied  out.    The  epitlielial  masses  appear  uniform  in  composition,  both  at 

the  surface  and  in  the  deeper  layers,  without  distinct  cellular  outlines.    These 

Conversion  «.    i  .  i  i-  i      i  i  •  i        i  i  y*^. 

into  Stratified  masscs  give  Oil  thick,  solid  plugs  that  penetrate  into  the  deeper  layers  (rig. 
Kpithrliiim:  (a)  226);  the  epithelial  cords  are  often  large  enough  to  be  seen  with  the  imaided 
eye  and  represent  gigantic,  somewliat  shapeless  round  or  cord-like  structures, 
1  mm.  broad  and  several  millimetres  long;  rarely  they  contain  a  few  cervical  mucous  glands. 
Along  with  the  alteration  in  tlio  surface  epithelium  a  malignant  proliferation  begins,  as  it 
v»'cre,  in  the  nascent  .state.  In  the  place  of  solid  epitlielial  cords,  or  along  with  such  cords, 
large  epithelial  structures  with  a  central  cavity,  wliich  occupies  the  structure  uniformly, 
are  seen,  giving  the  plugs  the  appearance  of  a  glandular  structure  (Fig.  227).    The  conversion 
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of  the  cylindrical  epithdiiim  in  the  cervical  glands  progresses  tiniforriily  and  pari  patmi  with 

a  considerahlc  peripheral  muhi plication;    but  no  solid  plugs  tir  rorcb  arr;  prodiaecni.    In  addl* 

tiou  lo  the  tscpriTimrily  gluDdular  fonns  in  which  the  fctiraliltcurtion  uf   llie  cyliijdri(?al  cpi* 

thehiim  does  not  produce  solid  pitjgs,  the  pjctmne  of  the  gland ubr  form  tsmy 

develop  secondardy  by  degeneration  of  the  central  mattaca  (Fig.  22;i).    Thii*    Qiandukr  Fomu 

eentnU  necrotic  niass  nwiy  tMke  the  stain  ijo  intensely  tliHt  the  nodes  are 

distinctly  f^een  in  the  epithelial  plngjs,  t^-hich  are  visible  to  the  unaided  eye.     A*  the  conital 

nietaniorph(>8it»  increase**,  the  cenlml  lumen  may  become  larger,  wlub  tlie  giraTitinl  parietal 

layer  continues  to  proliferate  and  maintains  a  fairly  uniform  t!uekm*i=44.     Thiis  result*^   m 

^■entral  breakdown  am)  peripheral  tioundle^s  proliferation.     Myxoniatouii  elianges  nmy  also 


>♦ 


•■..'?. 


of  roiiLstr^     tiJ|-i«tujiJ!.j 


reirtbr  ocmlhiwfwi  with  tlie  further  pmlifrrKtioti 
of  lh9  cr^^nilh  ill  ihr  lytsphH^lpftii  {.caret- 
Domft   i>  mphuLdesI*    (OriiNinsl.) 


take  place  in  the  large  cancerous  epithelial  conb.    The  lumina  iirt?  filled  with  mueoid  immm, 
with  here  and  there  fatty  granule  celb,  and  ihe  j^ironia  U  reduced  to  a  few  eeanty  kyere  of 
celk  (Fig.  228).     This  prociutiefl  the  ttppcarance  of  confluent,  somewhat  irreg- 
ular uvula    Nahofht;    the  earlier  stages  of  ceUular  prohferation  in  the     niliidul»r*^P\r 
form  of  slowly  advancing  solid  epilhelial  eorda  which  liave  t>ecome  larger  atid 
exhibit  mucoid  degeneration  at  the  c?entre,  are  abo  present.    Partial  'recovery'  t^akes  place 
in  the«e  cases  along  Hith  the  »low  advance  of  the  most  recent  at  ages. 

In  eontrajst  to  these  epithelid,  not  to  say  gigantic  proliferations^  there  should  he  nien- 
tion«<l  the  rar^  forma  in  which  the  entire  lis^ue  of  the  cervix  looks  as  if  it  Ijad  been  eaten 
through,  and  the  microecopic  section  to  the  unaifled  eye  t^hows  practically  nothing  at  aU. 
The  tissue  is  filled  with  gland-like  format iomt,  separated  by  tmifom^  intervalfi,  hut  nevertlie- 
le«s  tnterdigitating,  and  bet-oining  invaginatecl  or  evaginated«  withdrawing  and  then  agp.in 
approaching  one  another  without  aetual  contact.  I'nder  low  i>ower  ihv  tissue  upjw'affi  to  be 
filled  with  strands  of  glandular  tieeue  of  fairly  uiufonn  width,  wlulc  the  Individual  st rands 
arc  separated  by  a  uniformly  wide  stroma.     Under  higher  power  it  is  distinctly  i^cn  i  bat 
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the  single  layer  of  cylindrical  epithelium  has  been  replaced  by  a  uniform  stratification  of 
one  to  three  rows  (Fig.  229).  In  other  cases  the  cylindrical  structure  is  preserved 
(stratified  cylindrical  epithelium).  This  alteration  represents  the  carcinoma  which  is 
designated  malignant  adenoma  of  the  cervix  (Fig.  230). 

Irregular  Whereas  the  changes  that   result   from   carcinomatous  metamorphosis   in 

Cancerous  the  cervical  epithelium  and  other  epithelial  structures  are  uniform — in  so  far 

Me^morpliosifl  ^g  proliferation  repeats  itself  uniformly  in  the  structures — an  irregular 
architecture  is  also  occasionally  observed.  Large  portions  of  the  glandular 
structures  undergo  carcinomatous  degeneration;  the  lumen  of  the  gland  becomes  greatly  dilated 
and  lined  with  stratified  epithelial  masses,  which  do  not,  however,  extend  over  the  entire 
gland;  part  of  the  latter  is  preserved  (Fig.  231)  and  seems  to  form  an  appendix  to  the  strati- 


ti 


fied  carcinomatous  epithelial  altera- 
tions above.  The  epithelium  preserves 
its  cervical  charat^ttr,  and  in  tliis?  way 
the  picture  of  adenoid  or  glandular 
cervical  carcinon  la  k  produce<l .  Sim  i  b  r 
pictures  are  encounteretl  in  tlje  healing 
of  erosions  and  in  epiderrnidali scat  ion. 
In  this  form  of  carcinoma  the  gland  is 
found  but  little  altered  on  one  side, 
while  at  the  other  p^ile  the  carcinoma 
continues  to  advance.  The  carcino- 
matous degeneration  may  i)egin  in  the 
surface  epithelium  or  in  deeper  layers 
of  the  mucoiLs  membrane,  and  tlie  pic- 
tures vary  accord  ingly. 

2.  With  regard  to  the  shape  of 
carcinomata  beginmng  in  the  cyl- 
indrical e  p  i  t  li  c  I  i  u  in  of  the 
body,  in  the  previously  existing  sur- 
face epithelium,  or  in  the  uterine  glands, 
it  must  Ixi  emplijisized  that  the  carci- 
noma usually  Ix^gins  in  the  surface,  as 

in  the  case  of  cervical  cancer,  but  may  also  originate  in  tlie  deeper  tissues  underneath  an 
intact  mucous  membrane.  The  cylindrical  epithelium  of  the  lx>dy  may  be  converted  into 
a  thick,  stratified  layer,  as  already  described  in  connection  with  the  cervix 
(Fig.  226).  It  gives  off  thick  epithelial  plugs  which  penetrate  into  the  deeper 
layers;  the  uterine  glands  disappear,  or  rarely  may  be  preserved  (carci- 
noma alveolare)  alongside  of  the  thick  cellular  plugs,  which  now 
continue  their  resistless  advance.  Tlie  entire  surface  of  the  uterus  may 
be  covered  with  thick,  epithelial  layers  of  this  kind  and,  owing  to  the  shallow  depressions 
of  the  surface  which  correspond  to  the  uterine  glands,  it  may  macroscopically  resemble 
^  the    surface    of    the    decidua    vera    with    its    dilated    eland    lumina.      In 

Conversion  11,.  -i-i  ,.  r     ^  1  i.i 

into  Stratified        contrast   to  the  delicate,  pmkish  surface  of  the  normal  uterus  covered  with 
Epithelium  cylindrical    epithelium,    tlie    surface    becomes    somewhat    rigid    from    the 

presence    of    the    thick,  epithcliid   masses;    the    color    is    whitish,   resem- 
bling icing  on  a  cake,  or  the  surface  of  a  frozen  pond.      This  icing,  to  adopt  a  descrip- 
•m,  may  cover  the  entire  surface,  or  it  may  be  limited  to  tlie  lower  portion  near  the 


Fio.  220. — TnK  Cylindric at.  Epithelium 
which  ha.s  been  converted  into  stratified  epi- 
theHum  grows  into  the  deeper  tissues  in  the 
form  of  soHd  cancer  plugs.     (Original.) 


2.  Carcinoma 
Beginning  in 
the  Cylindrical 
Epithelium  of 
the  Body. 
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OeeasioimLly  isolated  psoriati*!  jmtohe*  ane  seen.  Tlie  stmliHed  epithelium  often 
peels  off  Biid  is  elevated  from  lis  foundaiitin  in  ilie  form  nf  a  tongue  <Fig.  232)-  It  mny  be 
c«>mpa]ied  to  a  stream  of  lava  flowing  over  the  surface  and  apparently  only  mvering  the 
uterine  glandfi-  One  gets  the  impression  that  the  epithelial  ma*S!§es  !iav*i  overflowed  frtan  a 
more  deeply  siiuated  eervical  carcinoriia  (cHjrporeal  and  t-ervical  earcinoniatii  are  often  found 
in  comlnnation)  (carcinomii  with  icing4ike  changes  of  the  aurface  epitliclium). 

In  addition  to  this  convemion  of 
the  eylindrieal  epithelium  into  astmti-  


r^tA 


Fjo.  227.^-Cjurc7xa  Flud  or  PiiniAan.T  Ql^x- 


Fso,  228* — C^Hl'  ix,,M^  !N  A  Stats  of  Partial  MtxouA- 

TOUa    (MUCOIOJ    DfiQEKKHATlON.        (On^llAl.) 


fietl  epithelial  mass,  formationa  are  ohaerved  which  in  every  respect  resemble  caneroid  of 
the  skin.  Evenna'here  an  abundant,  onion-like  proliferation  (cancroid)  is  seen.  Tins  form 
may  occasionally  grow  with  tremendous  rapidity,  and  the  cancroid  jiearly  bodies  (homy 
cancer)  may  be  found  in  the  smallest,  thinnest  epithelial  prolifertitjona  in  the  deepest  portiona 
of  the  tissue  (Fig,  233). 

In  addition  lo  this  conversion  into  a  firm,  maasive,  stratifiefi  epithelial  layer^  there  may 
be  observed  a  metamorpbottia  of  ihe  surface  or  of  the  parietal  epithelium  gr>ing  on  liand  iti 
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Fro.  22Q. — The  CrtiirofticAL  Em- 

riKti  Efith  1:1.1  UM  coiuiAttiic  of  two  or 
three  raws  af  eeUa,  md  remuai  msvrf^ 
vh^ni  uniform.    (OnsEnak) 


Fto,  280.— This  Cn^rHPiacAi*  Eti- 
TBix.it:M  w  Ck>NTi;]rFRn  isro  StbatI- 
riED  £>i-riiELn^it.  oQiwiiBtins  of  two  or 
three  ra«ra,  and  m  tlie  mAiu  retaiiu  ita 
eyiindricai  nhspe.     (Orij^njil.) 


hand  with  a  more  marked  peripheral  (centrifugal)  growth;  these  proliferating  masses  do  not 
fiU  the  lumen,  but  remain  parietal  and  thus  prf>duee  a  glandidar  striicturiB.  The  individual 
elements  in  cancer  of  the  iKHJy  nw>y  (1)  retain  their  more  delicate  appearance,  aa  eom|)ared 
with  the  cells  seen  in  cancer  of  the  vaginal  portion  and  of  the  cervix j  the  protoplasm  is  finely 
granular  and  stains  faintly.  Or  (2)  the  jiarietal  prohferation  may  be  much  more  irregular 
and  less  uniform;  along  %itli  slight  or  abaent  stratification  there  may  be  found  papillary 
accumnlatioi*j»  cjf  cells  wliiHi  may  pro}eet  far  into  the  dibted  lumen  of  the  gland  and  finally 
unite  with  similar  outgn>wtlis  from  ihe  other  side.  In  this  ^ay  eonstrictions  and 
diviaions  are  formed  in  these  epithelial   pruUferationa  which  finally  produce   the  picture 
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Ribbon  Cancer 
a  Subvariety  of 
the  Fenestrated 
Type. 


lumina     of     the     original 
the    periphery,    causing    a 


of  fenestration  (Fig.  234).  To  these  forms,  which  occur  frequently  in  uterine,  and 
rarely  in  cervical  cancer  or  cancer  of  the  vaginal  portion,  the  descriptive  term 
carcinoma  glandulare  fenestra  tum  may  be  applied.  Another  change 
that  takes  place  in  the  uterine  epithelium  may  be  likened  to  a  ribbon 
with  an  open-work  lace  edging  (Fig.  235).  The  proliferation  is  irregu- 
lar; in  one  place  small  papillary  elevations  adjoining  larger  ones  which  do 
not,  however,  exceed  a  certain  height — about  ten  cells.  The  picture,  which 
is  more  distinct  in  longitudinal  sections,  is  at  first  papillary;  the  epithelial 
points  become  connected  with  one  another,  and  an  edging  of  epithelium  containing 
gaps  or  alveoli  is  produced  along  the  wall.  This  variety  of  cancer  has  received 
the  descriptive  name  of  carcinoma  glandulare  papillare  alveolare. 
It    is    to    be    remembered    that    this    epithelial     process    which    takes    place     in     the 

glands  is  accompanied  by  numerous  proliferations  at 
ten-  to  twelve-fold  enlargement  of  the  original  lumen. 
I'hc  membrana  propria  of  the  gland,  which  is  at  first 
preserved  even  in  malignant  proliferations,  is  finally 
destroyed.  The  presence  of  a  membrana  propria  Is 
not  even  against  the  malignant  nature  of  the  epi- 
thelial process  going  on  in  the  interior  of  the  gland. 
It  may  be  destroyed  when  the  proliferation  is  benign 
and,  conversely,  may  survive  for  some  time  after 
malignant  degeneration  has  set  in.  It  is  not  only 
important,  but  interesting  as  well  to  learn  the  differ- 
ent forms  which  carcinoma — malignant  epithelial 
formation — assumes  in  different  portions  of  the  organ. 
There  are  some  cancer  forms  that  are  seen  almost 
exclusively  in  the  body;  others  practically  only  in 
the  cervix;  and  still  others  that  are  confined  to  the 
vaginal  portion.  Mention  should  also  be  made  of  a 
form  of  cancer  in  which  the  metaplasia  of  the  cylin- 
drical epithelium  into  squamous  epithelium  is  particu- 
larly marked,  although  in  the  above-described  varieties 
the  epithelium  in  the  main  loses  its  cylindrical  char- 
acter; nevertheless,  the  proliferating  cylindrical  epi- 
thelium still  suggests  its  original  shape — ^an  impression 
which  is  enhanced  by  the  finely  granular  protoplasm, 
and  the  faint  tingibility.  In  this  carcinomatous 
change,  which  is  termed  metaplasia,  the  cylin- 
drical epithelium  of  the  uterine  gland  is  not  convert-ed  into  compact,  stratified  epithelial  masses, 
but  into  elements  which  strictly  resemble  squamous  epithelium.  They  are  either  piled  up 
in  the  regular  fashion  and  form  papillary  excrescences;  or  proliferations  of 
Cornification  in  squamous  epithelium  are  produced,  the  upper  layers  undergoing  comifica- 
Kpithelium.  tion  (Fig.  236)  with  the  production  of  'horns'  (cornua  c  utanea)— for- 

mations resembling  corns — with  enormous  enlargement  of  the  glands.  During 
the  first  stage  this  carcinomatous,  atypical  epithelial  proliferation,  which  breaks  through  all 
bounds,  resembles  benign  epithelial  changes;  it  suggests  the  proliferations  of  the  Gebhard- 
Opitz  glands  (the  glands  of  pregnancy).  The  latter,  which  in  a  sense  represent  the 
physiologic  prototype  of  carcinoma,  liave  Ijeen  often  mistaken  for  malignant  degeneration. 
While  the  above-described  malignant  stratifications  appear  firm,  coherent  and  com- 
pact, alterations  which  present  the  picture  of  distinct  metxiplasia  are  more  loosely  joined 
together  and  seem  to  desquamate.  Metaplasia  of  the  corporeal  cylindrical  epithelium  into 
squamous  epithelium,  with  subsequent  proliferation  of  the  latter,  occasionally  occurs  in  the 
deepest  portions  of  the  mucoiLs  membrane,  the  inuscularis,  and  in  the  epithelial  structures 
wliich  have  penetrated  into  it;  in  this  situation  it  is  undoubtedly  autochthonous.  Can« 
cerous  alteration  of  the  corporeal  mucous  membrane,  known  as  malignant  ade- 
noma,  has  a   peculiar  significance   and    represents   a    glandular   cancer    (carcinoma 


Fig.  231. — The  Cylindrical  Epithe- 
lium Ls  Converted  into  Stratified  Epi- 
thelium, but  continues  neverthelesH  to 
proliferate  in  a  solid  mass,  while  a  part  of 
the  gland,  lined  with  cylindrical  epithelium, 
is  preaerved.     (Original.) 
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gland ula re,  adenoid e a,  adenocarcinoma)  wluch  bas  &  elmnicteriHtic  Arrhitee- 
ture.  Whcnsas  in  corfinonmtxjius  epithelium  there  m  an  enonnous  fn-ripKenil  pnjlif<*m- 
tion,  the  corporeal  cTlmdricni  epithelium,  on  the  oiher  httm},  develops  simtifirarion 
^ihe  epithelium  is  pilt»d  up,  lu  mnh^ant  adenoma  thi?  perjphemi  prolifenitionH  are 
distinclly  seen — enormotis,  Imundlesa  epithelial  proliferation  into  tlie  siirroundinit  simc- 
uresi  tfie  sirtmia  is  destroyed  and  the  epithelium  adviioces  slowly  bat  titeiuUb%  pro- 
ducing melostiiscs;  but  no  strati Fieation  and  no  piling  up  of  the  elements 
ix^ciir  HA  in  the  usjual  picture  of  carcinoma.  The  c*>lb  prohfcmte  side  hy 
fiide,  following  the  type  of  ph3rsii.»logic  growth.  Malignant  adenomata  |M>itseBa 
only  one  layer  of  celkj  they  rotain  the  chameter  of  a  simple  'glaridular* 
structure.  For  a  long  time  observers  failed  to  reccjgnize  this  Ijeaause 
the  peculiar  malignant  form  of  proliferation  waa  mistaken  for  a  benign 
procesn,  and  the  mistake  is  scimetimea  made  to  ihjs  day.  It  m  true  that  the  epith*»hym  in 
tnalignani  adenoma  may  differ  materially  from  tliat  seen  in  benign  proltferations«  and  the 
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Fro.  2S2.^-Tirie  Sti  •iTt/tMrjt^tt  EnrttKuiiM  OovcHa  the  Mgcocts  Membhahe  or  thk  Bodt 

jiKti  Sr.nrtift  ^Qw%  Sci],iD  Pjli  <fr^  hl  i.^«.  KU  NoDEs)  iffTo  TttE  DiCKPEa  TuuLUiB*    At  Qa«  end  tbe  >lratitied  ctpi« 
ihdium  app«]«iiit]r  pwt«  ofT  Cictng-gAuiser}.     (Ori^iiaL) 


appearance  alone,  the  pecttliar  difftase  i^tAining  propertiet,  the  Bise  of  the  nuclei  and  their 
individual  differences  suffice  to  mdicatjc  malignancy;  neverthelcag  the  individual  elements 
are  not  sufficiently  cliamctenittie  to  form  the  \m&m  of  a  posit  i^'e  (hagnoeis,  TVie  change 
in  the  epithelium  doea  no  moi*  than  indicate  the  possibihty  that  a  nmlipiunt  degen- 
eralion  may  lje  present.  In  addition  to  the  peculiar  change  in  the  protoplasm  and  in 
the  nuclei,  there  ta  ako  noticed  an  arrangement  in  two  layers,  due  to  the  rapid  growth  of  the 
elements  and  tlieir  spreading  to  make  room  for  one  another-^a  process  which  can  abo  occur 
in  non*malignant  proliferations  (Fig.  2ii7).  While  in  malignant  adenomata  of  the  corpiireal 
mucous  membrane  the  changes  in  the  cell  protoplasm  and  in  the  nuclei  alone  liardly  suffice 
to  predicate  the  lieginning  uf  nmltgnancy,  in  the  i^a^e  of  mahgnant  adenotnata  of  the  cervical 
epit helium  and  of  the  vaginal  portion,  wliit'h  begin  in  the  glandular  epithelium  of  eroisionji 
and  are  l>oth  much  more  rare,  the  change  frotn  the  originally  cerxncal  character  k  exi?cedingly 
mirpicious^  not  to  say  decimve.  Cervical  or  ertwinn-epitheliuni  that  siaini*  diffusely  and  with 
ft  washed-out  effect,  and  thus  i^omea  to  resemble  corporeal  cpithehiun,  suggests  beginning 
rnatignanc-y  and  de rounds  the  chisest  wcrtitiny* 

Muhgnant  adenoma,  like  alveolar  and  glandular  cancer^  Is  recognized  by  its  architee- 
liirc.  it  is  a  glandular  f-am^r  with  the  epithelium  arranged  in  a  single  row,  like  a  mtnple 
glandular  formation.     There  is  no  specific  difference  between  earcinontaia  that  vary  in  tlieir 
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the  resiiH  of  tliia  central  iiegericration.     Cancers  derived  from  atnitified  squiimous  epithciju 
also  produce  pictm'es  winuUf  lo  those  seen  in  ca^neroid  of  the  skm:  epithehal  petxrly  hadkm^ 
are  arranged  in  hiycra  like  tlie  skins  of  an  onion  (Fig.  224);   but  cJiangcs  of  I  his  kind  are 
not  very  common  in  carcinoma  of  the  vaginal  portion,  though  relatively  fr^qnenl  in  I  he  Ijody 
(see  p.  397)»    The  eanedt  cord*  am  uaually  round  or  oval  and  flatlened,  si;arp  poinied  or 

mdeuted  edges  being  found  as  a  rule  only  when  the  ntrcinoina  tipreads  aluri^ 
F^rmMrion,  ^^^  lymph  clefts,  a  uuxJe  of  extension  to  wJuch,  in  contradLsiinclion  to  the 

others,  the  term  '^  worm-eaion *'  is  applied.  Thia  form  of  extension  is  often 
directly  eontinyoiL^  as  nolld  ct*U-fn>rds,  the  cndottielimn  of  the  lymph  vcsist'b  Ijoing  often 
preserved  (Fig.  225),  These  simple  epithelial  niasses  which  extend  iilowly  in  the  lymph- 
elefLB  must  be  distinguished  from  the  changea  which  begin  directly  in  the  endothelial  lining 
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1.  Simple!;  2.  WUli  begitujiriif^  proDfen^e? ;  3.  A  eAnrer  ni«de 
6ffpumtcd  from  tlie  almmn  by  *  macemtion  *j  ihe 'aivefllur' 
«p*€e  ifl  eipedally  weU  Ahowb.     (Onjiibal.) 


ft  Eland.  witU  %  eeiitral  Juju«n  eontji&m- 
ins  n  ne«rf?l.ic  nuis^  (secotularily  stuifl' 
tilar>.     tOrigin^l). 


of  the  lymphatics  (endothelioma  v  e  r  u  m )  .  The  cart^inomata  that  spread  iii  t  he  lymph 
<^nuels  are  solid,  but  nmy  become  hoUow,  developing  a  loose  structure  in  the  centnil  portion. 
With  regard  to  the  shape  of  careinonmta  beginning  in  cylindrical  epithelium, 
we  must  dijslinguish  (1)  the  befiavior  of  the  cervical  epithehum  and  (2)  that  of  the  eorportuiL 
1.  As  a  rubj  the  eingle  layer  of  cylindrical  epithelium  of  the  cervix  is  converfed  into 
stratified  epithelium.  At  the  same  lime  the  original  inequalities  of  the  cervical  miieoua 
membrane  are  smoothed  out.  The  t?}>itiudial  mas^jci*  appear  uniform  in  coinjHJsition,  lx>th  at 
the  surface  and  ia  the  deeper  byerts,  without  distinct  cellular  oulhnes.  The^e 
manses  give  off  tliick^  Bolid  plugs  that  penetrate  into  the  deeper  byers  (Fig. 
22t>);  the  epithelial  cords  aiie  often  large  enotigh  to  be  seen  with  the  unaided 
eye  and  repregent  gigantic,  somewhat  shapeless  round  or  eord-Uke  structures, 
1  mm.  broad  and  aeveral  millimetres  long;  rarely  they  contain  a  few  cervical  mucous  gbnds. 
Along  with  the  alteration  in  the  surface  epithelium  a  mahgnant  proliferation  Iw^gine,  im  it 
were,  in  the  nascent  state.  In  the  pbce  of  solid  epithelial  cords,  or  along  with  sut'h  cords, 
large  epithelial  structures  with  a  central  cavity^  which  occupies  the  structure  uniformly, 
are  seen,  giving  the  plugs  tlie  appearance  of  a  glandular  structure  (Fig.  227).    The  conversion 
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of  the  cylindrical  epithelium  in  the  cervical  glands  progreases  unifopmly  Mid  pari  panim  wi(h 
a  conaiiierable^  periplieral  niullipUcalion;  but  no  solid  plugs  or  corrls  are  prfidinvd,  hi  addi- 
tion to  the  sGpriumrily  glamhilar  fornis  in  whk-h  the  slrali deal  ion  "j!  the  L*ylindrifal  epi- 
thehuui  does  not  prmf uce  sohd  pl«g&,  the  picture  oi  the  glandular  form  may 
develop  secondarily  hy  degim«'ralion  of  the  central  maw^es  (11^.2211).  ^rhin 
central  necrotic  mass  may  take  the  stain  so  intensely  that  the  nodes  mre 
distinctly  set^n  in  the  epithehnl  plugs,  which  are  viiiible  to  tii*>  i»»aidcd  eye.  As  the  centml 
metAmorphosis  increai^es,  the  central  lumeti  may  liccome  larger,  wiiilc  the  Ktmtifif^l  purietiil 
tayer  eontinticit  to  prnhferatc  and  maintains  a  fairly  uniform  tlvicknc^s.  This  rcauh.s  hi 
central  breakdown  and  peripheral  boundless  proliferation.     Myxomatous  chants  imty  tilmt 
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rrftly  continuous  wiili  tht?  furiher  prcili  lent  ion 
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take  pLm^  in  I  he  large  cancerous  epithelial  cords.     The  lumina  arc  filled  with  mucoid  masses, 

with  here  and  there  fatty  granule  cells,  and  the  stroma  is  reduced  to  a  few  scanty  layera  of 

eeUii  (Fig-  22H).     This  prfwlucea  the  a|>|>earanee  of  t'onHnent,  soniewhat  irvcg- 

ular  ovula    Nabothi;    the  earlier  images  of  ct*llular  proli  feral  ion  in  the     oji^^X^'j?^ 

form  of  slowly  advancing  solid  epithelial  cords  which  have  become  larger  and 

exhibit  niut-oid  degeneration  at  the  centre,  are  also  present.    Partial  'recovery*  takes  place 

in  these  nu^e»  along  with  the  kIow  advance  of  the  most  recent  stages. 

In  contrast  to  these  epithelial,  not  to  say  gLgantic  prolifemtions^  thei^  should  be  men- 
tioned the  rare  forms  in  which  the  entire  tiss^iie  of  the  ci^rvix  hwjka  as  if  it  had  been  eaten 
tlut^ugh,  and  the  microscopic  section  to  the  unaided  eye  shows  prttctically  nothing  at  all. 
The  tissue  is  filled  with  gland-like  formations,  separated  by  imiform  intervals^  but  neverthe- 
less interdtgitating,  and  becoming  invaginated  or  evagin»te<l,  withdrawing  and  then  again 
approaching  one  another  without  actual  contact.  Under  low  power  Ihe  tissue  appeart^  to  be 
filled  with  fstrands  of  glandular  tissue  of  fairly  mufonn  width,  while  the  individual  strantb 
.  mm  separate  by  a  uniformly  wide  stroma.     Cnder  higher  power  it  is  difftinctly  seen  that 
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sions  (erosion-glands),  which  may  penetrate  into  the  tissue  of  the  vagi- 
nal portion.  The  erosion  displaces  the  stratified  surface  epithelium 
of  the  portio  vaginalis.    As  the  involvement  of  the  tissue  of  the  portio 


Fio.  236. — Skvkral  Adjacent  Glands  have  umlergone  partial  cancerouj"  change.  The  cylindrical 
epithelium  in  Konie  places  is  converted  into  stratified  squamous  epithelium,  or  cornified  epithelium.  The 
glands  coalesce;    some  of  the  glands  are  still  normal.     (Original.) 

vaginalis  becomes  greater,  the  epithelium  proliferates  also  on  the  sur- 
face and  a  papillary  erosion  is  produced.  Constrictions,  secondary 
changes  in  the  erosion-glands,  and  the  retention  of  secretion  lead  to  the 
production  of  'follicular'  erosion.  The  large  occluded  cysts  which  often 
occupy  the  deeper  layers  or  form  a  protuberance  on  the  surface,  giving 

it  an  irregular  appearance,  have 
been  designated  ovula  Nabothi. 
Carcinomatous  degeneration 
may  begin  in  any  one  of  these  forms 
— erosio-simplex,  papillaris  or 
foUicularis  (ovulum  Nabothi). 
The  glandular  epithelium  of  the 
gland  becomes  stratified  and  prolif- 
erates, both  peripherally  and  downward,  breaking  through  all  bounds. 
The  carcinoma  beginning  in  an  erosion  may  retain  its  glandular  char- 
acter (Fig.  238),  although  the  glandular  wall  is  covered  by  stratified, 
instead  of  simple  epithelium;  sometimes  erosion-glands  that  are  only 
in  part  carcinomatous  arc  found  (comp.  Fig.  227).  If  the  stratification 
becomes   excessive,    the    epithelial    masses    may    produce   solid    plugs^ 


Fig.  237. — The  Rapid  and  ViooRoua  Growth 
of  the  epithelial  cells  leads  to  an  apparent  arranf^e- 
ment  in  two  layers,  due  to  'spreading '  of  the  upper 
portions  of  the  cells.     (Original.) 
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0 villa  Nabothi,  whitli  arc  usually  rountl,  oval,  or  flattened  froni 
nmlual  [jresBurp,  lined  with  simplp  eylindrical  rpithfliuni,  or  rtJls  short- 
f^nod  by  the  sstietehing  or  by  cuboidal  ivlenicnt?^,  may,  in  addition  to 
simple*  stratification,  hhow  antither  moditiration — before  the  careino- 
matous  change  begins,  the  epithelium  formti  fre.sh  papillary  or  ridgp- 
like  proliferations.  In  cancerous  change  the  epithelial  plug^  which 
originally  fill  the  ovula  Nabothi  appear  to  be  fixed  by  connective  tisf^ue 
Bpruutji,  growing  out  uf  tlie  original  wall,  and  derived  from  the  papillae 
or  the  ridges  (camp.  Fig,  238,  a).  Carcinomatous  degeneration  may 
occur  In  the  deeper  layers,  while  the  superficial  tii^sue  j^till  appears  to  be 
benign.     As  a  rule,  however,  the  malignant  process  begins  at  the  surface 
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whleli  liu- 


r  THE   Eho^ 
iMii-caroin'  ■■ 


rlufi  jit  ttte  riMEiiial  portion  h  eotivfrti^ 


The  t  h  i  r  cl  form  of  cancer  of  the  vaginal  portion  might  be  described 
OA  a  sub-variety  of  the  other  two,  were  it  not  for  the  lieculiar  beliavior 
of  the  epithelial  proli ferat ion.  This  h  the  malignant  adenoma  uf 
the  vaginal  portion.  Instead  of  the  stratified  squamous 
epithelium  of  this  region  there  appears,  first,  cylindrical  mS^oSToI 
epithelium  with  a  cervical  character— pale,  badly  staining  ^^''po'^tiS^ 
cell-body  with  basal  nucleus;  in  other  words,  an  erosion 
is  produced*  Next,  the  proliferation  of  the  tissue  leads  to  the  forma- 
tion of  pa  pillar}^  erosions,  and  when  the  malignant  ilegeneration  begins 
the  epithelium  assumes  the  character  of  the  corporeal  cells^it  stains 
diffusely  and  the  nucleus  is  displaeeiL  This  metam(U'j)hosis  o*^  the 
eervical  epithelium  witli  loss  of  its  characteristic  properties  is,  as  has 
been  stated,  a  very  suspicious  process.  The  mahgnaut  degeneration 
then  progresses  as  described  above  in  connection  with  the  histogenesis 
of  malignant  adenoma.     Thf*  epithelintn   does  not   become  stratified; 
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.-/,  ^'-t.y/i*.  rj^f,'x;^."»  ',:'  Tj*:  -.  iz.:-il  _L«:r-..::  :r.  ^i_:i  *::•?  Arr^kr^ezjen:  in  a  sogle  row  of 
'>,.v  ^r^c,".'...'-*  /y  iv;  T.^  'r;..-;.-'!.  ^:.  sr  ':*-.  ^^zrjr  "-.-.-r  •n'Js.r^  rs  r«.:r«ly  cerrjcal  rhaimcter. 
'  y^--^'  ^,:.*  r.jt'f  jr.  v*:  r.*^  ''^^  r*ss"  ':-iZT.>'.:  i.™  jI"--:>.  ;«kr::cuiany  vhen  theie  are 
*  ^*f*  ^,  ,*  '.'.-':  I  'V'.'.'.-^r:,-.  ..';,  i-  j.'-rr.'.rrl'-iz^  i-i  -i^:':-irr^.  Cainehiation  also  may 
\^'^\  ^^  --i.  '.*?•/  '.<v.'  ',  .-  ij^r^r-ira  :.'*:.     7:.e  il.»z:.-'?j  -^  '"iisr^i  •:■:;  :>.e  fact  that  the  micio- 

'//,;/.'  ;..'-  .r'-  .•  .--v,*-  ;p  ■.:  -rr«ill-iell^i  rr-i-rr_il.  llcere.  in  addition,  show 
f  '''*•'-•-'  '-^^  r/,;i  r<hr\  ;,r  '/■ . :  '•  r;i  * . '.  r,  ^ :  * :  .*:  '*•'.  --?*-  L- ,  % :. .  - :. .  - .  *  L  :  he  ir  :  hin  waDs.  are  dose  to 
^.^.  v-.     *  *.v  '.  .ri:ift-  r,i  '  J.  -v^-r  ij,  •  riy  iTf:  i*  •:>.-  -l:^:.-€-s-  'ouch  or  during  movement 

f/.  ".  *■  ;/ir* .  'ifv-r.  •:.<-:►■  i-  r.*^^  !v-*'>.eT..7ar  i^  or  irri^ieiiiable  cauae  for  their 
;/"/'J  ./  ',r.  J*  ,<  'J.f*.'  ^1*,  :;'/•  'o  <iv  .rn^y /---?. bl<;.  'o  :-i»>i.*::y  n  syphilitic  ulcer  by 
;./   :.'.  'f'/'///;/.':  ;/.':'  j*-*;.     Aii  'i^r  '-^ri  ":/^:  'lor.^r  >  •«>  'ir*.:  it.-  Kiie:.veen  beni^  and  malignant. 

'.'/  f'jV/r-  rir*:  .'i-  ytr  av.kibUo  in  r»:-z'ar»i  tv  •ho  ?p:rooha?te  pallida  in  ulcera- 
',  ';^ .      '  ♦.'//( ',  ui   * :,*:  **-T\'.x.      i    i  \>  (:  r  c  ii  1  o  u  s    ulcers    may.  be  identified   by 

f;fi'J,f./  ^n'tft'TfU:  J/ar-illi:  in  pra'-Tir-^-.  h'jwrvt-r.  a  p)Osiii\'e  diagnosis  Is  very 
if,  tt'V/tT'^  ^'/  Mi«-  t\,:x\r:it,-.*\r  \'ii\r\t'  of  gianT  •■ell>.  -'re  rhe  Jc->cription  and  illustrations 
.f.  ♦iW**'f' 'ilo  i-  «:n'l'/fri<-Triti.T.     r'^jrU-r  ^}.f-M.-  f  irc-urn.-^^anfX'S  also,  the  main  problem 

;.■  *i,  i\t'r\i\t;  \^'^w,t'fM  r/ialiirnan?  an«l  U-nicn  «icc:cneration.     Pressure  alcers, 

/J. J*.  *f,  «|,#.  i|-/,  of  fy:--ari<-;,  rnay  nnm.-^e  a  siwpirion  of  carcinoma  in  prolapaef 

;iri'i  ill  tfif  pr«:  .4'ii^<:  of  rUjniljital  uUvr.-»  at  T:ie  vacinal  portion.  The  diagnosis 
r/i/iy  U  ffi.i/|#-  l/y  «i*'i',nt^  ;i  jm-'-r-  and  subrnitrine  it  to  a  hi-iolf)gic  examination.  In  addition 
fo  if.jr    ijir**;!!  lofi  '  t\  tli«-  vafc^jfial  |»<>rti«>n,  .so-fallod    e  r  o  s  i  o  n  -  u  1  c  e  r  s    may  result  from 
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ititenar  in^mmatory  infiltmlton  of  a  simple  crfi«Jon»  or  from  ini|iro|>er  trentnierjl  of  varjoiw 

k^dcU,     n  ht'  suiipicion  of  riirciiionm  is   ilJepeUed    Uy  ftrvding   tt   emtttl-<^lJed   itifiltmtion  anci 

ertisioti-gUuniii,  iiml   by  thv  abscnw   of   cpiihcUjil   n(?w4t»nuatioiJ,      >»ioaU    myomuta    nr 

fibromattt    {fibroruyoiiiatii I  otTJi8if*n;illy  have  lu  Im*  i^\auutitH]  under  the 

micruecope  iu  order  to  exclude  maljgminey.     rttpillomo  tu ,    nodukr,        Kruaiiw-iilmr* 

imrgukf    prolifrraiion*,  nu"<?mc*§t'    formaiioius,   cauliflower    gnj^rlui,  wUkh       *'     "pofiion 

)i|>pear  suspifiiiUEf  nnd  uro  iliercforp  retnovc*d,  &\m>  occur  in   ilie  viigimil 

portion-     A  carefid  exammation  i^hoiild  l»e  madi*  after  the  ujjeration  as,  ui  th»'  fitHt   pUiix*, 

the  imrrospopii?  pictuii?  may  detcrjuit>e  whelher  the  growth  k  a  efircinoma,  n  sareoTiitAj  or 

&  rarcinofiiireooia;  amijn  the   HCCHMid    plaec,  uhcahcr  I  lie  »tH"i^iori  liajs  liorn 

carried  iulo  sound  tissue.    The  tiucetiou  of  cartiuoitiu  is  derided  eutirely  by  Fa(i>l|oni»  nj 

the  histologic  picttu^.     fn  fciarconm  the  malignant  ehanp-a  arv  founci  within  i\.rtiu(v. 

t!»e  ernjiiective  iinMie  and  Mtrii*iim*    Sarcoma  m  a  Xfialignaot  rirmplasm  of  eon- 

neeljve  lisMue,  and  the  sifople  sirumzi  eleuionts  may  gradually  in*  eonverted  into  hirge,  fxvt^- 

mveiy  hypcrtroptiicd  cells*     Very  much  eidar^ged,  deeply  stjiining,  round  or  irregular  mirlei 


(^ 


.yr 


pfiint  to  sarroittatous  degeiiienilion.    In  the  microscopic  picture  rJie  irreguhinty  of  the  execs- 

eiveJy  enlarged  stroma  element  is  also  noticeable.    In  jiddiiion  t^j  *«*rcomatoui(*  degeneration, 

gl'tndukr  struetufts   may  i»ecur  in    Ihe   neoplaum  and  exhibit    malignant 

dciieni  ration  ;     this    combinjition    b    called     c  a  r  c  i  n  o  w  a  r  t  o  ni  a    {fig.  fj^^"^""^  *^ 

241),      rhe    microscopic    ctimp«»»iion,    and    hence   also    the    diagnoats,    m  PontoD. 

important,  tnasmiieh  ns  tlie   progtumtH  in  sarcomatous  iiegcncralton  of  the 

vaginal   purl  ion  h  more  grave  than  thai  of  eardnotna,  aUhouxh  ihe  operation  may  have 

appeared   lo  lie  radical    There  are  rare  caj»e«  of  aareoma  of  the  vjiginal   jiortion  which 

ttliow  3k  kirul  of   node -fcinnat  ion  (cin'unisenljt?d   round  nodfa);    the  nareoma  in  the«e  ouca 

hi  ui^uaUy  a  small-celled,  round^elled  liarfonia. 

When  the  differential  diagnosis  presents  iliflieulties»  it  is  neces- 
stary  for  the  examining  physician  to  resort  to  the  microseope  for 
ronfirniation  of  tho  rtiagnoHi^,  The  histologic  composition  decider 
bv\  woen    mali^naney   anti    n on- malignancy. 
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Carcinosar- 
coma of  the 
Vaginal  Portion; 
Difficult  iea 
Presented  by 
the  Microscopic 
Picture. 


Certain  difficulties  with  which  the  diagnosis  occasionally  has  to 
contend  in  the  microscopic  picture  remain  to  be  mentioned.  A  knowl- 
edge of  these  pictures,  which  simulate  carcinoma,  and  constant  practice 
will  enable  the  examiner  to  overcome  these  difficulties.  Since 
there  are  physiologic  prototypes  of  carcinoma,  it  is  impor- 
tant to  know  from  what  situation  the  material  to  be  exam- 
ined has  been  obtained.  At  the  vaginal  portion  the  most 
important  condition  in  this  respect  is  the  healing  process  of 
an  erosion — so-called  epidermidalizat ion.  Aside  from  this,  the 
pictures    of    verrucose    proliferations    (warts,    condylomata)    must    be 

reckoned  with.    With  regard  to  the 
microscopic  picture  of  the  healing 
process  in  an   erosion,  the   cylin- 
drical epithelium  which  in  erosions 
covers  the  surface  instead  of   the 
original    stratified    squamous    epi- 
thelium   and    lines    the    erosion- 
glands,  is  gradually  converted  back 
again  into  stratified  epithelium — 
at   first    there    are   two    or    three 
layers  of  cylindrical  and  cuboidal 
cells,    then   the   elements    become 
more    flat,  until   the   thickness   of 
the  surrounding  epithelial  layer  is 
attained.    A  similar  metamorphosis 
takes  place  in  the   epithelium  of 
the  erosion-glands.      The   conver- 
sion of  the  simple  cylindrical  into 
stratified   epithelium  leads  to  the 
production  of  solid  epithelial  plugs. 
These  gradually  separate  and  be- 
come smaller,  until  finally  they  are  no  thicker  than  the  surrounding 
epithelium.     In  this  way  complete  healing  of  the  erosion  takes  place. 
The  plugs  formed  I)y  the  stratification  of  the  epithelium  may,  in  longi- 
^  .,     .^  ..        tudinal  sections,  easilv  be  mistaken  for  the  begmnings  of 

Epidermidahza-  ..."  .  o  o 

tion  Simulating     au  epithelial   malignant  depression,  whereas  they  merely 

Cancer.  i        r»        i  •         i  •  ▼ 

represent  the  final  stage  in  the  reparative  process.  In  one 
case  it  is  a  simple  conversion  with  regeneration;  in  the  other,  a 
gradual,  boundless  proliferation.  In  flat  cross-sections  the  erosion- 
glands  may  appear  as  solid  epithelial  masses.  Epithelial  nests  lying 
in  a  corresponding  gap  in  the  tissue  (in  the  alveolus)  simulate  the 
picture  of  carcinoma.  Aside  from  the  irregular  grouping  of  the  epithe- 
lium in  carcinoma,  and  the  variation  in  the  size  of  the  atypical  nucleus, 


Fio.  241. — Papilloma  of  thk  Vaginal  Por- 
tion. The  surface  epithelium  is  culx)idal.  the  stroma 
contains  large  exceswivcly  lo-pertrophied  cells  with 
large  nuclei ;  the  glands  show  carcinomatous  degen- 
eration (carcinosarcoma).     (Original.) 
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it  is  necessary  to  demonstrate  that  the  rpithelml  masses  are  penetrating 
into  thf  deeper  tissues.  At  first  the  (liagnosis  may  liave  to  hv  reserved. 
The  iniportaiit  i>oint  is  not  to  mistake  the  solid  epithelial  plugs  whieh 
occur  ill  the  healing  of  erosions  for  careinoiiuitous  tdiangrs.  maUux 

In  addition  to  complete  healing  of  an  erosion  (sanatio  wfErcMtoti., 
c o m p I e t a ) J  there  is  an  intioniplete  healing  (sanatio  ineomplpta), 
in  whieh  the  erosion-glands  remain  behind  in  the  deeper  layers, 
underneath  the  sciuamons  epithelium  of  the  vaginal  portion,  which 
has  regained  its  normal  character.  These  glandular  remains  are 
Uned  with  beautiful  cylindrical  epithelium  of  the  cervical  type  which 
have  become  eystic  or  fnllicular  (uvula  Nabothi )  as  the  result  of 
retention  of  the  secretions.  Stratification  of  the  cyHndrical  epitheUum 
lining  the  deep  eroHjoii-glands,  which  exhibit  an  antler-forrnation  and 
may  extend  one  centimeter  below  the  surface,  does  not  progress  beyond 
a  certain  limit  in  the  healing  of  an  erosion.  It  may  be  assumed  that  in 
the  vaginal  portion  (a  different  process  is  observed  in  polypoitl  pro- 
liferations) the  reparative  stratification  does  not  extend  nuinh  more 
deeply  than  the  thickness  of  the  normal  epithelium.  At  this  hvel 
stratification  in  the  deep  erosion-glands  ceases;  the  part  of  the  gland 
above  that  levnl  is  filled  with  stratified  epithelium,  and  this  solid  part 
separates  so  that  the  surface  again  becomes  uniform.  The  lower  por- 
tion of  the  erosion-gland  is  apparently  torn  away  and  remains  in  the 
tissue,  at  first  drawn  out  at  its  upper  extremity  and  pinched  off,  and 
later  becoming  roundciL  The  picture  of  healing  erosion-glands, 
particularly  in  sanatio  i  n c  o  m  p  1  e  t  a ,  may  in  every  respect  resem ble 
the  picture  of  cancerous  tdiange  in  erosion-glands.  Unless  it  can  be 
demonstrated  that  the  gland  is  still  progressing  downward,  the  decision 
between  beginning  carcinoma  and  the  healing  process  may  be  impossible; 
under  these  circumnitanees  also,  it  is  important  not  to  diagnosticate 
carcinoma  if  the  picture  is  merely  that  of  the  reparative  process. 

The  process  of  so-eallrd  e  p i  d  e  r  m  i  d  a  1  i  ^  a  t  i  o  n  is  in  every  respect 
analogous  to  the  healing  process  observed  in  erosions*  The  microscopic 
pictures  are  the  same.  It  is  merely  a  difference  in  the  name  applied 
to  the  metamorphosis  of  the  surface,  wliich  in  this  case  is  originally 
covered  with  cylindrical  eiiiihelium,  or  rather  of  the  epithelial  invagi- 
nation of  the  surface*  Tliese  processes  are  observed  chiefly 
in  ectropion  of  the  cervical  mucous  membrane  (compare 
also  polyin)  anil  in  the  metamorphosis  of  cylindrical  into 
ertratified  srjuamous  epithelium  which  occurs  in  the  develop- 
mental processes  of  the  fetal  parts.  In  ectropion  the 
cyhndrical  is  converted  into  stratified  squamous  epithelium.  The 
cervical  muerKis^  memlirane,  whicli  is  at  first  }>inkish  with  a  slightly 
moi<l  ^hteii,  beecjiues  whitish,  firm  and  like  epiderm. 
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The  gradual  metamorphosis  of  the  cylindrical  epithelium,  which 
originally  lines  the  entire  genital  tract  and  at  the  end  of  embryonal  life 
occasionally  survives  on  the  outer  surface  of  the  vaginal  portion  of 
new-born  infants — where  it  is  known  as  congenital  erosion  (comp. 
Fig.  63,  a  and  6) — is  an  analogous  process.  Wherever  the  cylindrical 
epithelium  is  present,  the  vaginal  portion  appears  pinkish  with  a  moist 
sheen,  like  an  erosion  in  adults,  or  like  the  appearance  of  cervical  mucous 
membrane.  In  new-born  infants,  if  the  conversion  of  the  cylindrical 
epithelium  is  not  complete  (congenital  erosion),  the  surface  is  slightly 
papillary  and  the  shallow  depressions  are  later  obliterated  by  stratifica- 
conjcenitai  XioTi,     Congenital   erosion  is  an  incomplete  development; 

Erwiion.  ^g  ^  ^.^j^^  ^j^^  stratified  squamous  epithelium  extends  as 

far  as  the  external  os,  or  even  into  the  cervical  canal.  The  microscopic 
picture  of  a  healing  erosion — that  is  to  say,  the  healing  of  a  pathologic 
condition,  the  picture  of  ectropion  in  which  the  cervical  mucous  mem- 
brane assum€\s  the  character  of  epiderm,  the  picture  of  the  conversion 
of  cylindrical  epithelium  into  stratified  squamous  epithelium  in  embrj- 
onal  life — is  everywhere  the  same;  only  the  designation  is  dififerent, 
depending  on  what  condition  is  to  be  described. 

So  far  we  have  spoken  only  of  the  danger  of  mistaking  the  picture 

of  the  healing  processes  of  erosions  for  the  picture  of  carcinoma.     An 

important  question  is  whether  the  erosions  themselves  are  not  to  be 

regarded  as  carcinomatous.     In  the  studv  of  the  genesis 

In  Erosion  a  "  .  ,"       . 

Malignant  of  crosion  it  is  interesting  to  point  out  the  importance  of 

becoming  familiar  with,  and  thereby  recognizing,  the 
changes  occurring  in  certain  definite  situations.  In  studying  erosions 
we  encounter  alterations  that  are  not  malignant,  contrary  to  the  defini- 
tion of  carcinoma.  If  every  atypical  proliferation  that  begins  in  epi- 
thelium and,  without  respecting  the  tissue  boundaries,  penetrates  into 
the  adjoining  tissues  (heterotopia,  heteroplasia)  were  carcinomatous, 
then  erosions  would  be  malignant  proliferations.  Erosion  is  a  new- 
formation;  cylindrical  epithelium  takes  the  place  of  the  original  strati- 
fied squamous  epithelium;  this  cylindrical  epithelium  is  often  the 
starting-point  of  considerable  proliferation  as  regards  horizontal  and 
vertical  extension — the  proliferated  epithelial  structures  in  the  deeper 
layers  of  the  tissues  occasionally  give  rise  to  fresh  proliferations,  which 
cause  considerable  destruction  of  tissue.  In  spite  of  the  fact  that  an 
erosion  represents  an  epithelial  new-formation,  it  is  not  malignant; 
but  it  may  become  malignant.  The  differential  diagnosis  must  be  made 
by  the  epithelium.  So  long  as  the  epithelium  of  the  erosion-glands 
retains  its  peculiar  cervical  type,  malignancy  can  be  excluded.  A  similar 
atypical  new-formation  of  epithelium  which  does  not  respect  the  bound- 
aries of  the  mucous  membrane  and  which  is  in  no  sense  malignant,  will  be 
discussed  in  connection  with  the  uterine  mucous  membrane  (see  below). 
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Verrucosc  Proliferations.  Condylomata* — The  process  in  verru- 
cost*  excrescences  cuiisisU  in  proliferatjon  of  the  pai)illary  body  of 
the  investing  stratified  squamout^  epitheliunL  There  may  be  various 
etiologie  factors.  In  the  microseopic  picture^  besides  the  increane  in 
the  stroma  o(  the  papilla*,  a  considerable  increase  of  the  investing 
epithelial  layer  is  observed.  If  the  papillary  tissue  exliibitB  a  dendritic 
strueture,  and  if  a  thick  epithelial  layer  occupies  the  recesses  of  the 
papilhe,  there  is  produced,  especially  in  olilif|ue,  flat,  and  transverse 
sections,  a  picture  of  epithelial  proliferation  which  may  simulate  that 
of  beginning  carcinoma  of  the  vaginal  portion.    The  investing  epithelial 
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Flo.  242* — TnK  CcnviriL  Eprrnr.^cn  iji  CoKYrir7Kn  i^Tft  I?tjiatif(1»  EMntici.tTrM.    Tlw  cnreiimmatoufl 
gliuitlA  9ir  gr^tttly  diluted!  iLtid  prc^jfcntle  tntii  rli«  d«ep*3r  Hymm  iudmMKmniuamm}^     (OrtKUUfcL) 

layer  at  the  base  of  the  verrucosc  proliferation  is  usually  not  thicker 
than  the  surrounding  epithelium,  and  occasionally  dips  down  some- 
what more  deeply.  By  cutting  the  sections  perpendicular  to  the  sur- 
facCj  these  proliferations  of  the  epithelium  and  of  the  papillary  body 
can  always  be  recognized  as  superficial  proliferations  of  the  epiderm  by 
the  fact  that  they  do  not  extend  below  a  certain  level,  equiv- 
alent to  the  thickness  of  the  ordinary  squamous  epithelium* 
Carcinoma  of  the  vaginal  portion,  therefore,  manifests  itself 
in  three  different  forms:  I,  Simple  alveolar  cancer,  includ- 
ing as  a  sub-variety,  cancroid.  2.  Erosion-earcinoma  {glan- 
dular cancer}-  3.  Malignant  adenoma,  to  which  may  be  added  a  rare 
form  of  adenocarcinoma,  with  irregular  swelling  of  the  epitheliuriK 
Carcinoma  of  the  cervix,  like  the  preceding,  exhibits  various 
forms  in  the   niicroseupic   picture,      L  The  simplest  is  that  in   which 
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everywhere  the  cells  are  arranged  in  single  layers  with  proliferation  of 
the  stroma.  The  picture  seen  in  the  specukim  may  be  that  of  a  papillary 
erosion;  as  the  process  goes  on,  papillary  proliferation  appears  in  the 
vaginal  portion,  first  in  the  neighborhood  of  the  external  os.  In  the 
microscopic  picture  the  cell-cords  are  closely  packed  and  interlacing, 
like  a  collection  of  earth-worms  (Fig.  239).  Malignant  adenoma  of 
the  vaginal  portion  is  rare;  it  rapidly  infects  the  upper  layers  of  the 
surrounding  tissue  and  involves  the  vagina. 

While  malignant  adenoma  of  the  vaginal  portion  at  first  shows  little  tendency  to  pene- 
trate downward,  and  extends  more  on  the  surface,  which  it  infects;  a  different  form  of  gland- 
ular cancer  is  occasionally  observed  in  which,  witliout  any  special  change  in  the  surface^ 
glandular  structures  penetrate  the  deeper  portions  of  the  stroma  and  often  show  an  external 

resemblance  to  erosion-glands.     The  epithelium,   how- 
ever,   is    variable,    stratified,    alternating  with    simple 
cul>oidal,  flattened,  and  deeply  staining,  like  swellings  in 
y  various  pathologic  conditions.     Fig.  240  shows  a  picture 

*^ '  of  this  form  of  adenocarcinoma  of  the  vaginal  portion; 

there  is  something  angular  in  the  architecture  of   the 

preparation.    It  is  often  impossible  to  make  a  differential 

diagnosis,  on  which  the  ability  to  make  a  prognosis  and 

to  apply  suitable  treatment  depends.     A  waiting  policy 

for  the  purpose  of  observation,  however,  may  be  fatal. 

To  the  palpating  finger  an  extensive  erosion,  soft  to  the 

touch,  or  a  slightly  bleeding  ulceration,  or — on  the  other 

hand — an  irregular  nodular,  hard,  vaginal  portion  (due 

to  the  formation  of  deep  follicles)  may  appear  suspicious. 

Under  these  circiunstances,  the  diagnosis  must  be  made 

FiQ.  239.— CoNVERaioN  of  Papil-      by  a  microscopic  examination  of  an  excised  piece,  i.e., 

LARY    Erosion    into    a    Malignant      by  the  histologic  composition.    Erosions  are  recognized 

f^rrrr^SrlS/air""""  °'     ^y  their  typical  'cervical '  epithelium-high,  badly  stain- 

ing  cells  with  basal  nuclei;  in  follicular  ovula  Nabothi 
the  epithelium  is  cuboidal  and,  owing  to  the  distention  of  the  cysts,  often  very  low.  There  are 
no  malignant  neoplasms  of  the  vaginal  portion  in  which  the  arrangement  in  a  single  row  of 
cells  predominates  and  the  epithelium  at  the  same  time  retains  its  purely  cervical  character. 
Ulcerations  may  give  rise  to  great  diagnostic  difficulties,  particularly  when  there  are 
suspicioas  clinical  symptoms,  such  as  hemorrhage  and  discharge.  Cauterization  also  may 
produce  a  very  suspicious  appearance.  The  diagnosis  is  based  on  the  fact  that  the  micro- 
scopic picture  is  made  up  of  small-celled  material.  Ulcers,  in  addition,  show 
Ulcerations  on       marked  proliferation  of  the  vessels,  which,  with  their  thin  walls,  are  close  to 

the  V  GLffinal 

Portion.  ^^^  surfacc  of  the  ulcer  and  rupture  at  the  slightest  touch  or  during  movement 

of  the  part;  often  there  is  no  recognizable  or  imaginable  cause  for  their 
production.  It  is  difficult,  not  to  say  impossible,  to  identify  a  syphilitic  ulcer  by 
the  microscopic  picture.    All  that  can  Ix;  done  is  to  decide  between  benign  and  malignant. 

No  reports  are  as  yet  available  in  regard  to  the  spirocluete  ptallida  in  ulcera- 
\J\cer  ^^^^  tions  of  the  cervix.     Tuberculous    ulcers    may.  be  identified   by 

finding  tubercle  bacilli;  in  practice,  however,  a  positive  diagnosis  is  very 
difficult.  In  regard  to  the  diagnostic  value  of  giant  cells,  see  the  description  and  illustrations 
of  ulcers  in  tuberculous  endometritis.     Under  these  circumstances  also,  the  main  problem 

is  to  decide  between  malignant  and  Ixjnign  degeneration.  Pressure  ulcers, 
Ulcer"^*^"  °"'*  ^"^  ^^  *^^^  "•'^^  "^  pes.sarics,  may  arouse  a  suspicion  of  carcinoma  in  prolapse, 

and  in  the  presence  of  decubital  ulcers  at  the  vaginal  portion.  The  diagnosis 
may  Ix;  made  by  excising  a  piece  and  submitting  it  to  a  histologic  examination.  In  addition 
to  true  ulceration  of  tlie  vaginal  portion,  so-called    erosion-ulcers   may  result  from 
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tntfiOBfe  infijimtiiat«)ry  infiltration  of  a  (simple  erosion,  ur  fi^im  imi^roper  treatnipnt  of  vnrimie 
kiiKis.  TKt'  NU^pickiD  of  riinnnonm  \s  disjieUrd  l>y  tirulitig  u  fjtimll-reHcd  inftltratjoii  and 
etxidoii-gkinds,  and  by  the  absence  of  epitbelial  new-f*irmaticui,  8r»mU  iiiyuiriutii  or 
fibromata  (fibn)myomata)  oefasinnaJly  liave  to  lie  examined  under  ibe 
microscope  in  order  Uy  exclude^  rimligtmncy*  PapillomMta,  niKhdur, 
iiTCigiiliir  proHferations,  racemoae  fur  ma  lions,  csudiflowpj*  gtxiwtb*^  wbjt'h 
appear  svispieioiw  and  iire  tberefore  removed,  also  w-eur  in  I  be  %*jiginal 
portion.  A  careful  eiaminaiion  sbotild  lie  made  after  tbe  operHlioii  ae,  in  tht?  Tirat  plttce. 
the  (riicrcMJt'opic  pjcttire  may  deterinine  w!ietJier  tl>c  grom.h  ia  u  rjireinoma^  a  aarcoma,  or 
a  c-arcinf>sarcoma;  and,  in  tbe  serond  plat-e,  whether  tlie  inrision  lia^  b>en 
TArric*!  into  sound  tiiisue.  Tbe  question  of  eart'iuortia  is  di^eided  ontiri'ly  by 
tbe  bistoltjgip  pi<!ture*  In  (sarcoma  tbe  maligi^nt  cJiangt's  are  found  within 
tbe  conni*i'tive  tissue  and  j^fninm.  Sarroma  is  a  malignant  neoplasim  of  t*iin- 
niK-tive  tiis^ue,  and  tbe  simple  iitronm  elementij  may  j^raciually  Ix*  converted  intci  large,  exces- 
sively byperiropliied  cells,     Vtry  much  enlarged,  deeply  ataintng,  round  or  irregular  nudei 
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TiQ.  240.^— PBCHtJAB  Foaar  of  AnexocARciNouA  op  the  ^'aq]t«;al  Portion.     The  tn^sular  pmtifemtion  of 
thft  epilli^iium  civo9  mi  luieutar  uppeaniiic!?  la  the  picrlure.     i(^Urigriial,> 

point  to  sarcomatouB  defeneration.    In  tbe  roicroscopic  picture  the  irregularity  of  the  excea- 
aively  enlar^ged  stroma  elemenl^  in  also  notieeable.    In  addition  to  earf^malom  degeneration, 
glandular  structures  may  or-ciir   in   tbe   neoplasm   and   exhibil    malignant 
degeneration  ;    tbift    combination    in    called     c  a  r  c  i  n  o  »  a  r  c  o  m  a    (l*'ig*  ^^'"^  ^ 

241).      Tbe    miemscopic    i*ompositJon,    and    bence    abio    tbe    diagnosis,    la  Pcirtlow, 

important,  inasmueb  as  tbe   prognnsis  in  sarc^matoUM  ili*gcneration  of  the 
vaginal  portion  b  more  grave  tlian  tliat  of  cart^inoma,  althougb  tbe  operation  may  have 
apjjearetl   to  lie   radimL    I'bere  arw   rare  case*  of  sarcoma  of  tbe  vaginal   portion  wluVb 
show  a  kind  of  node-fom^tion  (cireuniscrilied  round  nodes);    the  sarcoma  in  tbeae  casea 
h  usually  a  sniall-t.tdl'Hl,  Riund-celled  sarcoma. 

When  the  differential  diagnoBis  presents  diflieulties,  it  is  neces- 
gary   for   the   examining    phj^sician    to   resort   to    the   mieroseope   for 

confirmation   of   the    diagnosis.      The    histologie    composition    decides 
between    nialiKnauey   and    non-nialignancy. 
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Certain  difficulties  with  which  the  diagnosis  occasionally  has  to 
contend  in  the  microscopic  picture  remain  to  be  mentioned.  A  knowl- 
edge of  these  pictures,  which  simulate  carcinoma,  and  constant  practice 
will  enable  the  examiner  to  overcome  these  difficulties.  Since 
there  are  physiologic  prototypes  of  carcinoma,  it  is  impor- 
tant to  know  from  what  situation  the  material  to  be  exam- 
ined has  been  obtained.  At  the  vaginal  portion  the  most 
important  condition  in  this  respect  is  the  healing  process  of 
-so-called  epidermidalizat ion.  Aside  from  this,  the 
pictures    of    verrucose    proliferations    Cwarts,    condylomata)    must    be 

reckoned  with.  With  regard  to  the 
microscopic  picture  of  the  healing 
process  in  an  erosion,  the  cj'lin- 
drical  epithelium  which  in  erosions 
covers  the  surface  instead  of  the 
original  stratified  squamous  epi- 
thelium and  lines  the  erosion- 
glands,  is  gradually  converted  back 
again  into  stratified  epithelium — 
at  first  there  are  two  or  three 
layers  of  cylindrical  and  cuboidal 
cells,  then  the  elements  become 
more  flat,  until  the  thickness  of 
the  surrounding  epithelial  layer  is 
attained.  A  similar  metamorphosis 
takes  place  in  the  epithelium  of 
the  erosion-glands.  The  conver- 
sion of  the  simple  cylindrical  into 
stratified  epithelium  leads  to  the 
production  of  solid  epithelial  plugs. 
These  gradually  separate  and  be- 
come smaller,  until  finally  they  are  no  thicker  than  the  surrounding 
epithelium.  In  this  way  complete  healing  of  the  erosion  takes  place. 
The  plugs  formed  by  the  stratification  of  the  epithelium  may,  in  longi- 
F  idermidaiiza-  ^^^^'^^^  scctious,  casily  bc  mistaken  for  the  beginnings  of 
tion  Simulating  an  epithelial  malignant  depression,  whereas  they  merely 
represent  the  final  stage  in  the  reparative  process.  In  one 
case  it  is  a  simple  conversion  with  regeneration;  in  the  other,  a 
gradual,  boundless  proliferation.  In  flat  cross-sections  the  erosion- 
glands  may  ai)p(^ar  as  solid  epithelial  mass(^s.  Epithelial  nests  lying 
in  a  corresponding  gap  in  the  tissue  (in  the  alveolus)  simulate  the 
picture  of  carcinoma.  Aside  from  the  irregular  grouping  of  the  epithe- 
lium in  carcinoma,  and  the  variation  in  the  size  of  the  atypical  nucleus, 


cyy,^'  Hpi*'j  //'i^ 


Fl«.  241. P.\PILLOM\  OF  THK  VaOINAL  POR- 
TION. The  surface  epithelium  i«  cuboidal.  the  Ktroraa 
contains  large  exce«»ively  hypertrophied  cells  with 
lance  nuclei ;  the  glands  show  carcinomatous  degen- 
eration (carcinosarcoma;.     (Original.) 
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it  IB  necessary  to  denionstratc  thai  the  epithelial  masscB  are  penetrating 
into  the  ileeper  tiss^ues.  At  first  the  diagnoj^iss  may  have  to  be  reserved. 
The  important  point  h  not  to  mistake  tliesoliil  epithelial  pliigB  which 
occur  iQ  the  healing  of  erosions  for  carcinomatous  changes.  iii^ftimB 

In  addition  to  complete  healing  of  an  erosion  (sanatio  ofKrowom.. 
c  o  m  p  1  e  t a ) ,  there  is  an  i nconipleie  healing  (sanatio  i  n  c  o  m  p  1  e  i  a ) , 
in  wliieh  the  erosion-glands  remain  behind  in  the  deeper  layers, 
underneath  the  squamous  epitbeliura  of  the  vaginal  portion,  which 
has  regained  its  normal  character*  These  glandular  remains  are 
lined  with  beautiful  cylindrical  epithelium  of  the  cervical  type  which 
have  beeome  cystic  or  foUicular  (ovula  Nabothi)  as  the  result  of 
retention  of  the  Bccretions,  Stratification  of  the  cj^lindrical  epithehum 
lining  the  deep  erosion-glands,  which  exhibit  an  antler-formation  and 
may  extend  one  centimeter  below  the  surface,  does  not  progress  beyond 
a  certain  limit  in  the  healing  of  an  erosion.  It  may  be  assumed  that  in 
the  vaginal  portion  (a  different  process  Is  observed  in  polypoid  pro- 
liferations) the  reparative  stratification  does  not  extend  much  more 
deeply  than  the  thicknesn  of  the  normal  epit helium.  At  this  level 
Btratifieation  in  the  deep  erosion-glands  ceases;  the  part  of  the  gland 
above  that  level  is  filled  with  stratified  epithelium,  and  this  solid  part 
separates  so  that  thi*  i^urface  again  beconu\s  uniform*  The  lower  por- 
tion of  the  erosion-gland  is  apparently  torn  away  and  remains  in  the 
tissue,  at  firBt  drawn  out  at  its  upper  extremity  and  pinched  off,  and 
later  beenmiug  roumled.  The  pieturc  of  heahng  erosion-glands, 
particularly  in  sanatio  i  n  c o m  pi e t  a ,  may  in  every  respect  resembk^ 
the  picture  of  cancerous  change  in  erosion-glands*  Unless  it  can  be 
demonstrated  that  the  gland  is  still  progressing  dow*nward,  the  decision 
between  beginning  carcinoma  and  the  healing  process  may  be  impossible; 
under  these  circumstances  also,  it  is  important  not  to  diagnosticate 
carcinoma  if  the  picture  is  merely  that  of  the  reparative  process. 

The  process  of  so-calk^d  e pi d e r  m i  d a  1  i  2  a t  i  o n  is  in  every  respect 
analogous  to  the  healing  process  observed  in  erosions-  The  microscopic 
pictures  are  the  same.  It  is  merely  a  difference  in  the  name  applied 
to  the  metamorphosis  of  the  surface,  which  in  this  case  is  originally 
covered  with  cylindrical  epithelium,  or  rather  of  the  epithelial  invagi- 
nation of  the  surface.  These  processes  are  observed  chiefly 
in  ectropion  of  the  cervical  mucous  membrane  (compare 
also  polypi)  and  in  the  metamorphosis  of  cylindrical  into 
stratified  squamous  epithelium  wliich  occurs  in  the  develop* 
mental  processes  of  the  fetal  parts*  In  ectropion  the 
cylindrical  is  converted  into  stratified  squamous  epithelium.  The 
cervical  mucous;?  mendirane,  which  i^  at  first  pinkish  wnth  a  slightly 
moist  sheen,  t*erMniey  whitish,  firm  aud  like  **jiiderm. 
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The  gradual  metamorphosis  of  the  cylindrical  epithelium,  which 
originally  lines  the  entire  genital  tract  and  at  the  end  of  embryonal  life 
occasionally  survives  on  the  outer  surface  of  the  vaginal  portion  of 
new-born  infants — where  it  is  known  as  congenital  erosion  (comp. 
Fig.  C3,  a  and  b) — is  an  analogous  process.  Wherever  the  cylindrical 
epithelium  is  present,  the  vaginal  portion  appears  pinkish  with  a  moist 
sheen,  like  an  erosion  in  adults,  or  like  the  appearance  of  cervical  mucous 
membrane.  In  new-born  infants,  if  the  conversion  of  the  cylindrical 
epithelium  is  not  complete  (congenital  erosion),  the  surface  is  slightly 
papillary  and  the  shallow  depressions  are  later  obliterated  by  stratifica- 
comcenitai  tion.     Congenital  erosion  is  an  incomplete  development; 

Erosion.  ^g  ^  ^.^j^^  ^j^^  stratified  squamous  epithelium  extends  as 

far  as  the  external  os,  or  even  into  the  cervical  canal.  The  microscopic 
picture  of  a  healing  erosion — that  is  to  say,  the  healing  of  a  pathologic 
condition,  the  picture  of  ectropion  in  which  the  cervical  mucous  mem- 
brane assumes  the  character  of  epiderm,  the  picture  of  the  conversion 
of  cylindrical  epithelium  into  stratified  squamous  epithelium  in  embry- 
onal life — is  everywhere  the  same;  only  the  designation  is  different, 
depending  on  what  condition  is  to  be  described. 

So  far  we  have  spoken  only  of  the  danger  of  mistaking  the  picture 
of  the  healing  processes  of  erosions  for  the  picture  of  carcinoma.  An 
important  question  is  whether  the  erosions  themselves  are  not  to  be 
Is  Erosion  a  regarded  as  carcinomatous.  In  the  study  of  the  genesis 
Malignant  of  crosion  it  is  interesting  to  point  out  the  importance  of 

Proliferation?         ,  .  -         .,.  •    i  i         i  i  •    •  i 

becommg  familiar  with,  and  thereby  recognizing,  the 
changes  occurring  in  certain  definite  situations.  In  studying  erosions 
we  encounter  alterations  that  are  not  mahgnant,  contrary  to  the  defini- 
tion of  carcinoma.  If  every  atypical  proliferation  that  begins  in  epi- 
thelium and,  without  respecting  the  tissue  boundaries,  penetrates  into 
the  adjoining  tissues  (heterotopia,  heteroi)lasia)  were  carcinomatous, 
then  erosions  would  be  malignant  proliferations.  Erosion  is  a  new- 
formation;  cylindrical  epithelium  takes  the  place  of  the  original  strati- 
fied squamous  epithelium;  this  cyHndrical  epithelium  is  often  the 
starting-point  of  considerable  proliferation  as  regards  horizontal  and 
vertical  extension — the  proliferated  epithehal  structures  in  the  deeper 
layers  of  the  tissues  occasionally  give  rise  to  fresh  proliferations,  which 
cause  considerable  destruction  of  tissue.  In  spite  of  the  fact  that  an 
erosion  represents  an  epithelial  new-formation,  it  is  not  malignant; 
but  it  may  become  malignant.  The  differential  diagnosis  must  be  made 
by  the  epithelium.  So  long  as  the  epithelium  of  the  erosion-glands 
retains  its  peculiar  cervical  type,  malignancy  can  be  excluded.  A  similar 
atypical  new-formation  of  epitheHum  which  does  not  respect  the  bound- 
aries of  the  mucous  membrane  and  which  is  in  no  sense  malignant,  will  be 
discussed  in  connection  with  the  uterine  mucous  membrane  (see  below). 
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Verruoose  Proliferation s.  Condylomata, ^Thc  process  in  verru- 
cose  excrescences  consists  in  proliferation  of  the  papillary  body  of 
the  investing  stratified  squamous  epithelium.  Thrre  nmy  be  various 
etiologic  factors.  In  the  microscopic  picture,  bei^ides  the  inereui^e  in 
thi?  stroma  or  the  papilla^i  a  considerable  increase  of  the  inventing 
epitheUal  layer  is  observed.  If  the  papillary  tissue  exhibitis  a  dendritic 
structurCj  and  if  a  thick  epitheha!  layer  occupies  the  reccBses?  of  the 
papilhCj  there  is  produced,  especially  in  oljlitpie,  flat,  and  transviTBo 
sections,  a  picture  of  epithelial  proliferation  which  may  simulate  that 
of  beginning  carcinoma  of  the  vaginal  portion.    The  investing  epithelial 
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Flo.  245, — Ten  CinvtrAL  Ei*iTSKr4rii  i*  CViinf wmtn  noo  BrmLTinim  ErimrLitrit,     Th*  nirrinotaatoiti 
iduirjji  tix^  Ktvsll^  iiU«l«d  %ml  prohferiite  iato  lh«  deeper  t&ycrB  (.a<JipiiQc«iTmumii>.      (Origimii.) 

layer  at  the  base  of  the  verrucose  proliferation  \b  usually  not  thicker 
than  the  surrouniling  epithelium,  and  occasionally  dips  down  some- 
what more  deeply.  By  cutting  the  sections  perpemlicular  to  the  sur- 
face, these  proliferations  of  the  epithelium  ami  of  the  papillary  body 
can  always  be  recognized  as  superficial  proliferations  of  the  epiderm  by 
the  fact  that  they  do  not  extend  below  n  certain  level,  equiv- 
alent to  the  thickness  of  the  ordinary  squamous  epithelium. 
Carcinoma  of  the  vaginal  portion,  therefore,  manifests  itself 
in  three  different  forms:  1.  Simple  alveolar  cancer,  includ- 
ing as  a  sub-variety,  cancroid*  2*  Erosion-carcinonm  (glan- 
dular cancer).  3,  MaUgnant  adenoma,  to  which  may  be  added  a  rare 
form  of  adenocarcinoma,  with  irregular  swelling  of  the  epithelium. 
Carcinoma  of  the  cervix*  like  the  preceding,  exhibits  various 
forms  in  tlie   microscopic   picture.      1.  The  simplest  is  that  in   which 
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Stratification  in 
Carcinoma, 
the  Glandular 
Structure  being 
Retained:  Ade- 
nocarcinoma. 
Conversion  of 
the  Epithelial 

s^d^c^i^r  '"*°  appearance 

(Alveolar 
Carcinoma). 


the   cylindrical   epithelium   loses   its   original   character   and    becomes 

stratified,  in  which  the  peripheral  extension  to  the  glandular  struc- 
ture is  retained,  and  the  parietal  stratified  epithelium 
represents  a  covering  of  variable  size  and  thickness  (Fig. 
242).  The  central  lumen,  which  gives  the  appearance  of 
glandular  structure,  may  occasionally  disappear,  and  large 
solid  aggregations  or  plugs  of  epithelium  make  their 
Carcinoma  of  the  cervix  may  begin  more 
in  the  deep  layers  of  the  mucous  membrane,  and  com- 
paratively  normal    mucous    membrane    may   persist    over 

the    carcinoma.      The    descriptive    terms    employed    for    this    variety 

are    glandular    and    alveolar    carcinoma. 

2.  The    second    form  is  that  in  which  the  surface  epithelium  is 
converted  into  a  thick,  stratified  epitheUal  mass,  which  sends  out  broad, 

robust  strands  of  epithelium 
into  the  tissue.  These 
strands  exhibit  an  enormous 
development  as  compared 
with  other  epithelial  plugs 
or  strands,  and  it  is  often 
impossible  to  see  the  entire 
strand  in  a  microscopic  field 
without  moving  the  speci- 
men. The  form  is  still  glan- 
dular; it  is  a  peculiar 
gigantic  gro>\iih  (gigant- 
ism) (comp.  Figs.  223  and 
242).     The  cervical  glands, 

Fio.  243. — Malignant  Adknoma  of  tiik  Ckrvix;  everj'where       whicll  arC  at  first  prCSerVed, 
simple  cylindrical  epithelium  (worm-eaten  carcinoma).  (Original.) 

at  the  same  time  undergo  a 
similar  change;  sometimes,  however,  they  apparently  remain  intact,  as 
though  forgotten  among  the  giant  glands.  This  form  is  designated  by  the 
descriptive  term  *' icing-carcinoma ''  as,  owing  to  the  thick  cover- 
ing of  epithelium,  the  surface  looks  Hke  a  cake  covered  with  icing. 

3.  Malignant    adenoma    is  a  third  form.     It  differs,  however, 
in  a  very  important  respect  from  malignant  adenoma  of  the  vaginal 

portion   and   of   the    body   in   that    no    new-formation   is 

Carcmoma  of  *  *' 

the  Cervix  Takes  obscrvcd  on  the  surfacc.     The  malignant  structures  traverse 
Malignant  thc  tissuc  like  glandular  canals  fined  with  a  single  layer 

of  epithelium  (Fig.  243),  which  no  longer  retains  the 
pronounced  cervical  type,  and  may  extend  as  far  as  the  peritoneum. 
The  glandular  canals  form  enormous  ramifications  and  retain  a 
peculiarly  regular  arrangement,  separated   by  approximately  uniform 
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Fui.  244. — MM.KiJffAwT   AvKTttjMA   OF   TttK  Ckk^ix;    simtiBeil 


fields  of  stroma  tissue.  Ais  in  the  case  of  h^nipli-carcinonia,  the 
cervical  tissue  looks  worm-eaten,  like  rotten  wooil;  tin*  curette  can 
be  caniicl  with  case  as  far  as  the  iieritoneum  aiitl  tlie  malig- 
nant materia!  scraped  out. 
A  modification  of  ma- 
lignant adenoma  in  which 
the  eplth(*liiitn  prcs^cnts  a 
peculiarly  uniform  arrange- 
ment  in  two  or  tliree  rows, 
instead  of  a  j^ingle  layer  of 
cells,  is  observed  more  fre- 
quently than  the  abo^e 
form.  The  ceils  may  be 
cylindrical  (Fig.  244)  or 
approximately  round  (Fig* 
245),  This  gives  the  picture 
an  appearance  which  dif- 
fers from  that  of  the  car- 
cinomatous forms  which  arc 
usually  observed.  The 
entire  tissue  of  the  cervix  may  be  riddled  tiy  these  cellular  cords, 
and  to  the  naked  eye  the  crosg-section  may  show  very  little  change. 

4,  The  fourth  variety 
fallows  the  lymph  channels, 
thereby  assuiriing  an  irreg- 
ular, retiform  appearance, 
with  minute  intcreommuni- 
eating  clefts  which  here  and 
t  lie  re  present  considerable 
dilatation  (comp.  Fig,  225), 
The  microscopic  picture,  as 
well  as  the  macroscopic  ap- 
pearance and  the  impression 
produced  by  the  scrapings, 
is  that  of  worm-eaten,  rotten 
tissue,  wliich  offers  very  litllc 
resistance  to  the  curette. 
The  term  'worm-eaten  earei- 
nonia/  while  merely  descrip* 
tive,  is  justifiable  as  it  serves  to  distinguish  tills  from  other  forms 
of  cancer.  Carcinoma  occurring  in  the  lymph  channels  may  be 
independent  or  autochthonous,  beginning  immediately  underneath 
apparently  normal,  or  iiractically  normal  epithelium— the  malignant 
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degeneration  begins  in  the  endothelium  of  the  lymph  vessels  (endothe- 
lioma). Or  lymph-carcinoma  may  be  secondary  and  represent  con- 
comitant phenomena  and  neoplasms  slowly  spreading  in  the  lymph 
channels  and  infecting  the  tissues.  The  latter  form  is  distinguished 
from  epithelium  (see  below)  by  the  fact  that  the  endothelium  of  the 
lymph  vessels  and  of  the  lymph  clefts  is  left  intact,  and  takes  no  part 
in  the  cancerous   process. 

In  cervical  alterations,  as  in  the  case  of  changes  observed  in  the 
vaginal  portion,  the  examining  physician  resorts  to  microscopic  exami- 
nation if  the  dififerential  diagnosis  presents  difficulties.  The  question 
of  malignancy  is  decided  by  the  histologic  composition;  again,  the 
importance   of   the   architecture    must   be   emphasized. 


.jif^=^ 


Fig.  240. — Glandular  IlrPERPLAaiA  of  the   Ckrvix  ;  the  epithelium  is  not  altered,  and  the  process  \b 

therefore  still  benign.     (Original.') 


With  regard  to  the  difficulties  of  interpreting  the  histologic 
picture,  what  has  been  said  in  connection  with  the  vaginal  portion 
appHes   to   cc'rvical   alterations   also. 

The  cyHndrical  epithelium  of  the  surface  may  undergo  epider- 
midalization  in  the  presence  of  ectropion  or  polypoid  proliferation. 
The  histologic  processes  are  the  same  as  in  the  healing  of  erosions  in 
the  vaginal  portion,  and  as  in  epidermidalization  of  congenital  erosions. 
Verrucose  formations,  such  as  originate  in  the  papillary  bodies  of  the 
papillae  in  the  vaginal  portion,  are  practically  never  observed  in  the  cer- 
vix.— The  differential  diagnosis  between  the  microscopic  picture  of  lymph- 
carcinoma  and  that  of  endothelioma,  w^ill  be  discussed  later. — Mention 
should  be  made  of  a  peculiar  glandular  change  that  occurs  in  the  cervix, 
and  which  occasionally  suggests  the  beginning  of  an  adenocarcinoma — 
a  malignant  adenoma  of  the  mucous  membrane.  Here  and  there  among 
the  normal  or  slightly  proliferated  cervical  glands  a  circumscribed 
proliferation  of  some  of  the  glands  is  observed.  The  glandular  trunk 
sends   out   fresh   ramifications.    If   this    proliferation    takes    place    at 
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several  poiiits  on  the  glandular  trunk,  the  jHctun-  of  racemose 
structure  is  produced  tglandular  hyperplasia  of  the  cervix,  Fig.  24*))' 
In  the  present  gtate  of  our  experience  glan<lular  proliferation!^  of  this 
kind  may  be  regarded  as  benign  or,  at  the  ninst*  as  suspicions,  so  long 
as  the  distinctly  eerviral  character  of  the  epithelium  is  retained. 

Carcinoma  of  the  uterine  body  also  a|>pears  in  various  tornis. 
To  begin  with,  the  i^pithehunj  of  the  uterine^  ghind;^  undergoes  niagniB* 
cation  and  Btratitication  of  a  fairly  regular  kind.  The 
cylindrieal  epitheliuui,  as  always  tluring  strati ficati on ^ 
loses  its  original  shape  and  l)ecomes  irregular.  As  a  result 
of  this  stratification,  solid  epithelial  structures  (cancer  nests)  may  be 
produced  (alveolar  carcinoma);  or  a  more  or  less  centrally  situated 
lumen  may  be  preserved,  in  which  case  the  picture  of 
glandular  carcinoma  (adenocarcinoma)  is  produced.  As  EpitL"mmiii 
in  other  forms  of  carcinoma,  the  superfieia!  layers  may  tmTb^^^ 
remain  normal  and  the  earcinoma  may  begin  in  the  deeper  ^^^rZVumm^, 
layera.  This  form,  in  which  the  carcinoma  begins  below  cimwiStl'tira^ 
the  surface  by  a  gradual  conversion  and  stratification  of  ^^«*  {MifnocnT- 
the  originally  cylindrical  eijithelium— -the  mucous  mem- 
brane remaining  entirely  normal — is  interesting  in  the  study  of  the 
architecture  of  carcinoma,  as  well  as,  in  a  certain  sense,  in  connection 
with  the  etiology.  Here  again  it  must  be  emphasized  that  the  destruc- 
tion of  the  membrana  propria,  which  in  the  later  stages  is  a  matter  of 
course,  is  by  no  meariB  characteristic  during  the  beginning  stages  of  the 
cancer.  Epithelial  proliferations,  and  not  the  destruction  of  the  mem- 
brana propria,  betray  the  carcinomatous  nature  of  the  process;  the 
membrana  propria  is  destroyed  in  simple  proliferation,  particularly 
in  necrobiotic  processes  of  glands,  and  therefore  proves  nothing;  or 
at  least,  is  not  in  itself  a  proof  of  malignancy* 

The  second  form  is  the  icing-carcinoma  (Fig.  232),  Large 
portions  of  the  corporeal  mucous  membrane^ — sometimes  insular  areas 
surrounded  by  apparently  normal  mucosa — or  the  entire  surface, 
present  even  to  the  naked  eye  a  difTcrent  appearance  on  _.  ,  . 
account  of  the  whitish-gray,  translucent  (opaque)  colore  i^  r«iiv t-rti?.i 
and  the  impression  of  rigidity,  from  that  of  the  normal 
pink|  velvety,  delicate  mucosa.  In  the  microscopic  picture  the  delicate, 
simple  cylindrical  epithelium  is  converted  into  a  thick,  stratified  epi- 
thelial mass  in  which  the  individual  elements  cannot  be  recognized; 
these  thick  epithelial  coverings  send  down  epithelial  plngj^  below  the 
surface,  which  form  robust  proliferating  masses  throughout  the  cor- 
poreal tissue.  The  uterine  glantls  usually  disappear  completely;  rarely 
a  few  intact  glands  are  seen  among  the  carcinoma  plugs.  A  noteworthy 
feature  of  the  latter  is  that  they  show  no  carcinomatous  change  such 
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as  has  oeen  described;  they  apparently  do  not  become  involved 
in  this  form  of  cancer,  and  seemingly  die  a  passive  death.  The 
thick  epithelial  mass  on  the  surface  appears  peeled  ofif  at  the  edge, 
like  a  stream  of  lava;  the  epithelial  mass  is  poured  out  on  the  surface 
and  slowly  rolls  onward. 

The    third    variety  is  the  so-called    horny    cancer    (cancroid 
of  the  uterine  mucosa,  Fig.  233).     It  resembles  the  two  former  by  the 
fact  that  the  epithelial  proliferation  also  leads  to  the  production  of 
robust,    apparently   firm,   soHd   cancer   plugs,   in   contrast 
JfaJB^Takes    ^^  the  adcnoid  forms,  which  will  be  described  later.     The 
Hom''caniBr      epithelial  surfacc,  which  has  been  converted  into  a  thick, 
solid  epithelial  mass,  sends  out  solid  plugs  below  the  sur- 
face;    everywhere,   even   in   the   smallest   plugs,   onion-like   structures 
(epithelial  pearly  bodies,  cancroid  pearly  bodies)  are  present.     This  form 
of  cancer  in  every  respect  resembles  that  of  cancroid  of  the  external  skin. 
In  contrast  to  these  three  forms  of  cancer,  we  have  a    fourth 
variety   in  which  the  architecture  is   adenoid.    The  pictures  in  this 
form  are  more  graceful  in  comparison  with  the  more  or  less  solid  struc- 
ture of  the  cancer  plugs.    Among  adenoid  cancers  two  forms 
stJS'^t^^n         ^f  v^^y  different  appearance    are    distinguished:     (a)   the 
the^B^T^  simple   glandular   form    (adenocarcinoma,   adenocarcinoma 

fenestratum,  carcinoma  glandulare.  Fig.  227);  (b)  the 
so-called  malignant  adenoma,  which  is  separated  from  the  other  car- 
cinomata  and  described  by  a  different  name  on  account  of  the  peculiar 
arrangement  of  the  cells,  in  one  layer  (Fig.  234).  With  regard  to  the 
first  group  (a),  we  may  refer  to  what  has  been  said  in  the  beginning  of 
the  chapter.  The  epithelium  of  the  uterine  glands  proliferates  and  the 
glands  become  enlarged  and  dilated,  but  the  proliferation  is  not  uniform 
in  every  part  of  the  glandular  lumen;  papillary  projections  of  varying 
lengths  are  produced,  and  may  unite  with  similar  projections,  either  of 
the  same,  or  the  opposite  wall,  producing  alveoli  or  fenestrae  in  the 
epithelial  mass, — the  so-called  fenestrated  or  ribbon-shaped  cancers 
(Figs.  234  and  235).  The  newly-formed  cells  are  more  delicate,  and 
the  structure  appears  softer  in  comparison  with  the  solid  architecture 
of  the  first  three  forms.  Great  interest  attaches  to  the  pictures  in  which 
the  carcinomatous  metamorphosis  occurs  only  in  certain  portions  of 
the  enlarged  glands,  leaving  some  parts  of  the  glandular  wall  covered 
with  apparently  normal  epithelium;  in  these  pictures  the  change  in 
the  nuclei  and  in  the  tingibility  between  degenerated  and  not  yet  degen- 
erated normal  cells,  is  very  conspicuous.  These  glandular  changes, 
even  in  the  glands  below  the  surface  in  the  muscularis,  show  very  clearly 
the  me t a  1)1  as i a  of  the  original  cylindrical  epithelium  (Fig.  236), 
along  with  the  alteration  of  the  nucleus  and  protoplasm;  the  cylindrical 
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cells  become  cuboidal  and  irregular,  autl  are  finally  converted  into 
squamous  epitheliuni  with  eornification.  In  the  lumen  ot  the  gland, 
the  metaplastic  cells  look  like  epithelial  horns  of  the  external  skin, 
like  miniature  cornua  cutanea;  aecordinglv;  this  variety 
of  cancerous  change  exhibits  not  onlv  proliferation,  but  ti,<^t>iimiTimi 
also  desquamation.      Tne  cancerous  glands,  which  at  nrst  ctuvreror 

are   still   separated,  approach   one   another   by  peripheral  *'*"      ^' 

extension,  and  may  become  confluent.  In  thei^c  atlenoiii  forms  it  is 
often  impossible  to  distinguish  any  alveolar  spaces;  everything  is 
cancerous,  and  it  ii^  diflTieuh  to  find  the  charaeterislie  cancerous  change— 
the  alveolar  structure  with  the  alveoli  filled  with  epithelial  prolifera- 
tions. The  expert  pathologist  will  waste  no  time  looking  for  alveolar 
structure;  his  knowledge  of  these  alterations  enables;^  him  to  recognize 
the  carcinoma  directly. 

With  regard  to  (b) ^adenoid  carcinoma  of  the  body  or  malignant 
adenoma— the  name  adenoma  has  been  retained  because  the  tumor 
frequently  appears  .dimply  glandular,  although  not  so  in  reahty.  This 
variety  of  cancer  has  oftpn   been   mistaken   for  a  simnle        ,    , 

■  Carcitionui  of 

adenomatous  benign  glandular  ]>rolifcration,  even  by  (b*B*Kiym 
pathologists.      Malignant    adenoma    is    a    carcinoma    like  udiBniuii 

those  already  described^  hut  with  a  peculiar  architecture; 
the  epithelial  cells  proliferate  side  by  siile  instead  of  in  layers,  with  a 
change  in  the  cell  forms.  As  the  proliferation  is  too  great  to  be  accom- 
modated in  a  single  plane,  papillary,  villous  proliferations  upward, 
downward,  and  to  both  sides,  are  seen  in  malignant  adenoma.  The 
epithelial  cells  may  multiply  tu  sueh  an  extent  that  the  stroma  which 
gives  support  to  the  epithelial  proliferation  cannot  keep  up*  and  the 
cells  of  the  proliferated  epithelial  bands  are  arranged  cIobc  together; 
the  bases  of  the  cells  may  even  be  in  contact  (the  cells  are  dos-h-dos). 
The  stroma  occasionally  consists  of  a  single  connective  tissue  cell  and 
its  processes.  In  cross-section  these  banits  of  prolifcratetl  epithelium 
appear  like  long  papilhe  (Fig,  255,  h),  covered  with  a  single  layer  of  cells. 
The  picture  is  therefore  not  that  of  a  *  gland'  with  the  strouia  outside 
and  the  cells  in  the  interior  {with  the  cells  ms-h-vis);  it  merely  has  a 
general  *glanilular'  appearance. 

When  in  speaking  of  malignant  adenoma 'we  say  a  single  layer  of 
epithelium,  we  mean  that  the  layer  of  cells  is  actually  single  and  almost 
of  uniform  height,  although,  as  often  happens  in  epithelial  proliferations, 
an  apparent  double  formation  is  produced  by  the  fact  that  one  cell 
has  a  very  small  base  and  the  one  next  to  it  a  broader  one  with  a 
correspondingly  thin  upper  extremity  (Fig.  237).  At  any  rate,  the 
peculiarity  of  malignant  adenoma  of  the  body  consists  in  a  high 
degree  of  proliferation  with  only  one  layer  of  cells;    nevertheless  the 
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epithelium  does  not  quite  retain  the  shape  and  appearance  of  normal 
epithelium.  Aside  from  the  fact  that  the  cells  are  often  exceed- 
ingly narrow  from  mutual  pressure,  a  change  in  the  nuclei  and  in 
the  protoplasm  accompanies   the   cancerous   change.     The    tingibilitv 


Fio.  247. — Schema  I,  a:  Genebui  of  M  alius  ant  Adenoma  of  the  Body  in  Longitudinai.  Section  ;  Ikyesv- 

INO  Form.     (Original.) 

also  is  somewhat  different;  the  nucleus  is  longer,  narrow^er,  and 
the  cell  takes  the  stain  in  a  peculiar,  diffluent  manner.  The  alter- 
ation is  difficult  to  describe,  but  with  a  little  practice  it  is  very  easily 
recognized.      In    contrast    to    normal    epithelium    the    cells    have    a 


Fio.  248. — Scheme  1,  b:  Genesis  of  Malignant  Adenoma  of  the  Body  in  Transvebse  Section;  Ixtebt- 

INQ  Form.     (Original.) 

blurnnl,  turbid  appearance;  the  chang(»  cannot  be  seen  so  well  in 
a  single  cell  as  in  a  whole  row,  and  tlie  architecture  as  a  whole 
is  peculiar.  The  original  uterine  gland  in  tlie  degeneration  of  malig- 
nant adenoma  is  destroyed  by  the  enormous  epithelial  proliferation 
which  go(»s  on  in  all  directions.  The  proliferation  may  be  in  a  single 
direction   for   a   considerable   distance,    producing   a   peculiar   uniform 
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appearance:  cords  of  cylindrical  epithelial  cells  are  found  side  by  side 
at  uniform  distances  from  one  another;  again  the  ennrnious  epithelial 
proliferation  may  take  place  in  various  direct  ions,  every  part  of  the 
epithelial  cord  becoming  the  starting  point  of  a  fnsh  proliferation, 
producing  the  greatest  irregularity, 
the  cell  cords  interlacing  in  every 
direction*  Hence  to  the  inexpe- 
rienced observer  the  regular  forms 
of  malignant  adenoma  appear  like 
an  entirel}^  different  j)roce!?s  from 
the  irregular,  tangled  proliferations* 
In  the  latter,  the  picture  resem- 
bles a  tangled  e oil  of  earth-worms, 
while  in  the  former  the  architec- 
ture is  more  regular  and  more 
glandular  (gland  by  gland). 


Tm.  24'&,^-VtLnnm^mcmoiS  mow  a  MAtmtvAitT 

of    ihft    uripnul    iumitin  af    tJiP  lElMKb   out  still  hm 
rcoocjjlMil     (OriEiiwlj 


Familiarity  with  maligna nt  adenoma 
may  be  acq  ui reel  by  etudjing  tJje  proceiss  of 
prtiliferatjcin  in  variom  gkrids  in  sthematic 

form-  In  Srlieme  I,  a  (Fig.  247),  a  normal  gland  is  pIiowti  in  lotigitudiiml  aection-  The 
small  epithelial  elcvationBj  in  all  porta  of  the  gktid  gmdimlly  inewnse  in  size,  becoming 
both  Icjnger  and   narrower,  and   in   turn   bring   forth   jmpillary  elevations.     Ajs  a   result. 


n 


'^'^ 


,^ 


F^j 


Kin  n.  0,-    Gi 


or  IfjLLiOKAirT  Afi^^oiiJL  or  tbb  Bcitit  i?i  IjOMsmnscfAt.  Sbcctoh; 


tlie  normul  giiind  tjt*t!Ojnes  er>ns*Jerably  dilated  and  enlarged,  and  is  converted  into  a  masa  of 
eell  tubes  by  tlna  intrflglandnlAr  proliferation.  There  ifl  no  end  to  tlm  form  of  malignant 
epiihelial  proliferation,  wliich  continues  to  deetroy  firat  the  imniediate  neigbborhoorl,  then  the 
more  distant  n^gions,  then  I  he  entire  organ,  and  finally  by  metafrta«ee  and  cachexia,  the  entire 
body*  Scheme  \,h  (Fig.  21MI  shows  in  crofls-aection  the  chntvge  that  takes  plaee  in  the  normal 
iunjen  as  the  result  of  intruglandular  proliferation — the  contLnuous  sprouting  of  fre^ 
27 
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epitlicHal  cords.  Tbe  gland  becomes  enormously  dilated  by  proliferation  into  the  neigh- 
boring  tissue,  the  lutnen  Its  filled  with  epithehal  cords  beyond  the  Umitis  of  tde  origiimL 
ghiiid,  and  tbeee  cords  are  everj'ivhere  covered  with  a  single  lawr  of  epithehuni.  These  epi- 
thdlal  prohfenitions  which  begin  in  individual  gknds  are  easily  re w>pjiiied 
and  readily  tmced  if  the  stroma  lietween  the  glands  is  still  prcservefl  in 
some  degree;  but  if  the  degenerated  glands  are  in  immediate  eontaet  with 
one  another,  it  is  impoeaible  to  trace  the  epithelial  proliferutiont?  back  to  a  single  ghmd; 
instead,  disorderly p  tatigled  and  malted  corda  of  epithelium  (resemblmg  a  whorl  of  earth- 
worms, Fig,  239)  are  produced.  If  even  beginning  si  rati  fixation  develops  at  certain  points 
— since  malignant  adenoma   merely  represents  a  peculiar  arelutectural  variety  and  not  a 

specific    itnallerable    formation — ^a   glandular 
carcinoma  derived   from   malignant  adenoma 
O  results.     Intimately  the  picture  of  malignant 

adenoma  may  l>i>  ont  irely  olwscured.     Maligtvant 
adenoma  is  a  carcinoma  of  peculiar  arehitec- 
::^rV  ture.     The  proliferation  of  the  cells  continues 

^^^  fnr  a  long  time  or  altogether  in  a  single  layer; 

but  at  any  moment  this  single  layer  may  bo 
repbicetl  by  stratification.  Malignant  adenoma 
may  at  any  rim«  l»e  converted  into  the  other 
forms  of  glandular  carcinoma. 


.4' 


Fio,  251. — BcFEMir  II.  hi  Gewesis  oi^ 
MALIO.VAVT  Ai^ENOjHA  ow  Tifi!  BonT  iti  Cnotte* 
8Et-riQN  ;   Eyebtinq  FonM.     (OriKinaJ') 


Fi<J.  2S2. — LoNorrrDTWAL  Scctiow  or  a  Bf  a^ 
LiaNAK-r  ADEJiijitA  or  thk  Bout  ;  KvKitTfwa  Foitii  i 
it<im«wh»t  irteiraL&r,  '  s}io»lly. '  glaadukr  arrmise- 
meat.     COrlepa^.) 


There  is  another  form  of  malignant  adenoma  which  is  glandular  throughout,  showing 
genuine  gland-tulicH  in  lotigitudinal  and  eross-sertjon,  and  in  wliich  the  stroma  surrounds  the 
cell^,  instead  of  the  cells  bfung  at  tached  to  the  stroma.   These  forms  of  maligimnr  adenoma  are 

illustrated  in  .Scheme  11^  a^  \n  longitudinal  section  (Fig*  250) , and  h,  in  cross 
Ademi"m.  sc«'lion*   Scheme  U,fj,  shows  the  normal  gland  in  longitudinal  section.  Small 

eversions  or  evaginatioa^  aiX!  produced  at  every  point  in  the  periphery  of 
the  gland,  gradyally  Ixu^oming  hirger,  and  continue  to  ramify  by  pro<lucjng  further  evagi* 
nations.  The  normal  gland  apparently  rt^ mains  in  the  centre  and  l^ecomes  surrotmdcd  witJi 
glamluiar  ramifications.  TUln  nudignaut  prohferation  continues  to  spread  mdcfinitely»  ulti' 
matcly  destroying  the  surromuhng  tis^^ue,  the  organ,  and  by  metastases  ajvd  ciichrxia^  tbo 
entire  Ixfdy.  If  the  prohferation^  which  l.iegin  in  indi%^iduul  glands  are  sejmrfifctl  by  stroma, 
the  genesis  of  the  growth  in  individual  glunds  is  simple  and  readily  &een.  If  the  glnnduhif 
ramifieiitions  invade  the  domain  of  adjoining,  likewi.'^  degenerated,  gland.s  and  tlie  tiimina 
of  the  glands  are  side  by  side,  and  one  glandular  proliferation  in  contact  with  the  next,  the 
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origm  of  the  growtli  in  individual  glands  can  no  longer  he  detnonstrntcHj,  The  glandular 
lumtna  of  tlie  glands  theinselvBS  are  in  contact,  and  thi*  cfll*  of  the  individual  glands  are 
aiinotit  bai'k  to  back  (doA-d^dm).  This  form  of  majigimnt  adenoma,  whit4i  h  tinned 
evtrtiijg  to  distinguish  it  from  the  inverting  form  pn^Him-Dil  hy  intmgkndutar 
ptiohferatiiin,  retaia'?  its  peeiiliar  featiire^the  arrangement  of  the  t'clia  in  a  single  kycp — 
fonger  than  the  inverting  form;  but  since 

the  differences  are  not  specific,  and  these  ^9  <» 

tumors  merely  repnesent  diffcpent  forms 
of  the  earcinomaioujs  architect  tire,  struti- 
fication  may  ultimately  develop  here  atid 
there,  and  everting  malignant  adenoma 
may  abo  occasionally  be  converted  intu 
a  glandular  carcinoma.  In  ero^^^ctjons 
the  cliang?  is  clearly  men  to  be  due  fo 
the  e vagina tion;  the  apparently  normal 
round  or  oval  lumen  of  the  gland — the 
'mother  gland'— is  hardly  changed  at  the 
centre,  Willie  around  it  the  tistsue  is  every- 
where infiltrated  by  the  radiating  glan- 
d ular  sprou ts .  In  Seh enu*  I T  J*  ( Fig.  25 1 ) 
the  original  lumen  for  the  sake  of  clear* 


Jf, 


,<•-.-' 


t  '9 


F*a.  353.— EvcBTma  Malickakt  AufKimim,    a.  Piirtierp  obtmnpH  with  thp  ^urete^:  6.  Tntenified  abmil  ten 
liiQM;  c,  iiuiieuJiiaJ  »boul  twe-iily-Eve  tii)i«4.     (OriginAl.) 

ness  is  drawn  in  somewhat  heavier  outline  than  the  remainder  of  the  picture.  It  may  also 
bi*  rememlMTed  in  «tud>*ing  malignant  adenoma  that  conibt nations  of  the  intnighndular 
and  ext  radian dubr  forms  may  w*cur,  and  tliat  thi*  I  wo  prr»ceji«c8  may  be  pns^nt  in  the 
stme,  or  in  adjoining  gland-H  nltcrnaiply.  This  explains  why  it  is  not  always  possible  to 
make  every  strand  of  epitlulial  cf  tk^  e%'ery  glandular  form  of  cajjeer,  correepond  etrictly  to 
imt?  or  the  other  sclieinc.  If  it  is  also  romembi^ned  tlmt  malignant  ailenoma  is  merely  a 
caneer  of  peculiar  architecture  which  is  capable  of  lieing  eonvfrtetl  into  other  forma  of  carci- 
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noma,  it  will  not  be  difficiilt  to  dififerentiate  it  from  these  other  forms;  hence  a  mah'^tmnt 
adenoma  may  give  rbe  to  a  glandular  eareinoma  (adenOfaroin<>ma,  or  i/arcinoma  ademndee) 
and,  if  the  cell  proiiferation  contmuea,  to  a  eancer  T^'ith  solid  plugs  and  alveolar  t^rciiioroa. 


^^ 


Fro*  2S4v — Two  UTERiftfE  GLAsim  ts  PRocf^sEe  of  Mahgnant  Dkgknfration'  {itivertUig  niuligiiiuii  nda- 
nnnuili.     At  qui?  point  of  the  Wbll,  a^  cutubined  with  tiie  overt inir  turm.      (Odimtil-)' 

In  view  of  the  importance  of  properly  recognizing  the  various  forma,  I  have  chosen  for 
ilhistratioii  a  fiartide  of  tiasue  (Fig.  253),  «,  natural  fiijse;  h,  magnified  appro xifwaicly  ten 
diameters,  in  whk'h  the  inalignai>t  structiire  is  already  dearly  seen:  and  r,  magnitifid  twenty- 
five  times^  in  which  the  detailiJ  of  everting  malignant  adenoma  are  fully  reoognixable.     la 


fih 


v^ 


^^fl- 


m 


■'^/ 
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Fia*  265* — ^Mauokamt  Ahi^oma,  under  bifher  nuLetiificsatioti:    n,  upproniiiiiiaudy  longitudiiyit  svN^ljjon;   fr^ 
iippnjxiiiiiildy  IfUHifversw  ucctkin  ^nvipriiiig  innixK     iOiiififHiL) 

Fig.  254  two  contiguous  glands  of  a  malignant  adenoma  are  represenled^  which  sufficiently 
show  wliat  an  amount  of  epithelial  di»struetit>n  takes  place  if,  instead  of  two,  innumertihle 
glands  altered  in  this  way  are  present  side  by  sitie.  Finally,  in  Fig,  255,  *i  and  ft,  the  inverliug 
type  of  malignant  adenoma  is  shown  in  high  magndieauon. 

Another   liislologie  point  is  tliat  in  malignant   adenoma  the  nuelcar  figures   re  lain  a 
direi^lioti  eorresponding  to  the  side  liy  side  proliferation  of  the  ceUs;   tlic  line  of  division 
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Tilt  Vnriety 

Qbuerveil  in 

the  Fi»rm«i 

tb(*  Vjidoyi* 
SriTDietiU  of 
tht  Uterus, 


is  r>araUd  to  the  base  of  the  cell,  not,  as  h  ordinarily  the  caie  when  the  ceUs  are  pikd  up  on 

each  other,  in  a  direction  more  or  l^m  vertical  to  the  Imj^  (Aniiinn). 

A  ly mph -care i  noma  ts  a  carcinoma  in  which  the  lymph  channeh  continue  to 
proliferate,  like  the  cancers  of  f  he  vaginal  portion  nnd  the  it»m'x,  wliich  are  designated  worm- 
eaten  on  accoimt  of  their  reaem  bianco  to  lyiopli  veaseb;   I  hey  are  rarely  aeen  in  the  l^jdy* 

In  reviewing  the  histologic  pictures  of  earcinoma  of  the  uterus 
we  are  struck,  first,  by  the  great  variety  in  the  external  appearanee  of 
the  pictures;  and,  secondly,  by  the  faet  that  in  the  main 
each  segment  of  the  uterus — the  vaginal  portion,  the  cer- 
vix and  the  body — poBsesees  its  individual  form  of  cancer. 
Malignant  adenoma  is  found  chiefly  in  the  body,  is  rare  in 
the  cervix,  and  still  rarer  in  the  vaginal  portion.  In  the 
cervix  it  occurs  praetieally  only  in  the  form  of  everting  ade- 
noma. The  'warm-eaten'  variety  occurs  rarely  in  the  body,  still  more 
rarely  in  the  vaginal  portion,  and  more  frequently  in  the  cervix.  Glan- 
dular forms  of  the  fenestratetl  type  are  practically  seen  only  in  the  body. 

Owing  to  the  great  multiplicity  of  forms,  it  is  necessary  to  be 
able  to  recognize  the  individual  forms  in  order  to  avoid  mistakes 
in  comparing  them  with  the  pictures  of  carcinoma  in  other  organs* 
This  applies  particularly  to  malignant  adenoma,  which  has  been  so  often 
incorrectly  interpreted.  Auottier  important  point  is  that  the  situation 
of  the  cancer  in  the  uterus  can  be  determined,  if  not  with  absolute 
certainty,  at  least  with  great  jirobability,  from  the  microscopic  picture. 

With  regard  to  the  nomenclature,  it  may  be  added  that  carcino- 
mata  with  solid  epithelial  masses  are  usually  called  alveolar;  car- 
cinomala  with  a  central  lumen  are  termed  glandular  (adenocarci- 
noma)  on  account  of  their  resemblance  to  the  structure  of 
glands.  Th<*se  terms  are  merely  descriptive,  for  a  central 
lumen  may  be  produced  in  a  single  large  alveolar  cancer  'secondarily/ 
i.e.  J  an  the  result  of  central  degeneration;  hence  the  expression  *  glan- 
dular* does  not  always  indicate  the  origin  of  the  carcinoma.  Malignant 
adenoma  is  a  cancer  with  a  single  layer  of  epithelial  cells,  wliich  may 
be  converted  into  a  carcinoma  with  stratified  epithelium  (adenocar- 
cinoma), or  even,  especially  the  everting  form,  into  an  alveolar  cancer* 
The  description  of  a  microscopic  preparation  must  be  such  that  it  will 
at  once  produce  in  the  hearer  a  mental  picture  of  the  preparation* 


Konieaelmtur^. 


Malignant  Syncytioma   (Malignant  Chorio-epithelioma). 

A  discussion  of  cancer  of  the  uterine  body  must  abo  include  one 
other  malignant  neoplasm  which  differs  from  most  other  neoplasms  by 
certain  definite  ijroperties  not  observed  in  any  other — the  malignant 
syncytioma  (carcinoma  syncytiale,  Kossman;  malignant  chorio-epi- 
thelioma,  Marchand),     In  the   first   place,  malignant  syncj^tioma  has 
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a  definite  etiology.  Since  it  originates  in  the  epithelial  covering  of  the 
fetal  villi,  it  cannot  occur  without  pregnancy;  it  is  possible  only  at 
certain  periods  of  a  woman's  sexual  life;  it  does  not  occur  before  sexual 
Malignant  maturity,  nor  after  the  power  to  conceive  has  ceased.     It  is 

syncytioma.  characterized  by  its  definite  seat  in  the  genital  tract, 
namely,  in  the  body  or  in  the  tube,  although  it  may  also  develop  in  the 
abdomen  (abdominal  pregnancy),  or  in  the  ovary  (ovarian  pregnancy). 
Other  exceedingly  interesting  points  about  malignant  syncytioma  are 
its  development  from  fetal,  instead  of  maternal  tissues,  often  degenerated 
in  the  very  earliest  stage  of  pregnancy,  and  that  the  neoplasm  which 
ultimately  destroys  the  mother's  life  remains  until  the  end  a  fetal 
neoplasm  composed  of  fetal  elements. 

^^^  The  unique  position  of  malignant  syncytioma  remains  unshaken,  although 

Chorio-epi-  several  cases  of  chorio-epithclioma  in  the  male  have  been  described;    cases 

thelioma  in  the  therefore  in  which  there  was  no  pregnancy,  and  in  which  other  peculiarities 
be  Desi^ated  °^  feminine  malignant  syncytioma  were  impossible.  Chorio-epithelioma  in 
Syncytioma  the  male  is  intensely  malignant;  whether  the  choice  of  the  name  is  justi- 
Oiaa^uU^uio   ^®^'  ^*^  ^^^  ^  discussed  in  this  place.    So  far,  fetal  viUi  have  never  been 

demonstrated  in  man;  in  the  histologic  composition  the  tumors  appear  to 
be  absolutely  identical;  the  neoplasm  originates  in  ectodermal  elements;  it  is  a  masculine 
ectodermal  malignant  syncytioma,  not  a  malignant  chorio-epithelioma. 

Malignant  syncytioma  in  woman  is  a  malignant  neoplasm  of  the  epithelial  covering 
of  the  fetal  villi — a  true  malignant  chorio-epithelioma. 

For  the  histologic  composition  of  the  villi  the  reader  is  referred  to  the  section  on  the 
Microscopic  Diagnosis  of  Pregnancy.    In  the  placental  villi,  we  distinguish  the  connective 

tissue  portion  which  accommodates  the  blood-vessels  and  the  epithelial 
T^e  Epitheh^  investment.  The  epithelial  investment  in  turn  is  composed  of  the  ectodermal 
Villi  is  Com-  layer  in  immediate  contact  with  the  stroma  of  the  viUi  and  the  syncytial 

SS***  ^'i^^h'^  layer  which  covers  all  the  chorionic  villi.  Both  portions  of  the. epithelial 
Syncytial  Layer,    investment  are  of  fetal  origin;  the  lower,  which  is  in  contact  with  the  stroma 

of  the  villi,  and  is  known  as  the  layer  of  Langhans,  must  be  regarded 
as  the  matrix  of  the  upper,  syncytial  layer  (Spuler).  The  layer  of  Langhans  consists  of  round, 
translucent,  faintly  staining  elements,  with  round,  well  staining  nuclei,  often  looking  like 
squamous  epithelium  in  the  microscopic  picture.  The  syncytial  layer,  finely  gran- 
ular and  containing  small  vacuoles,  readily  takes  the  stain;  the  nuclei  are  round  and  also 
stain  deeply.  As  the  name  'syncytial'  indicates,  the  individual  cells  cannot  be  differentiated. 
The  viUi  are  attached  by  means  of  their  investment  to  the  decidua  basilaris;  the  epithelial 
covering  may  either  be  destroyed  at  the  point  of  attachment,  or  it  may  invade  the  decidua 
basilaris,  first  in  the  form  of  fine  protoplasmic  fibres  like  rootlets,  or  root  fibres,  and  later 
in  the  form  of  larger  elements  i^ith  fairly  well  staining  protoplasm,  and  deeply  staining, 
large  nuclei.  The  syncytium  is  apparently  dissolved  into  individual  cells  which  often  retain 
a  connection  with  each  other  by  means  of  delicate  threads  of  protoplasm.  The  ectodermal 
cells  take  part — sometimes  to  a  considerable  degree — in  this  proliferative  process. 

These  fetal  cellular  elements,  which  are  often  found  at  a  considerable  depth  in  the  de- 
cidua basilaris  and  also  penetrate  into  the  muscularis  and    into  the  vessels,  are  called 

syncytial  wander-cells.  Both  varieties,  syncytial  and  ectodermal, 
Wander*cell8         ^^®  P*"^  ^^  ^^^®  tissue  invasion.    In  the   earliest   period  of  pregnancy  a 

considerable  proliferation  takes  place  in  the  epithelial  investment  of  the 
villous  tnmk  (in  the  intervillous  space),  as  also  in  the  tips  of  the  villi  at  the  point  where  they 
are  attached  to  the  decidua  basilaris;  nodular  formations  resembhng  mihary  tubercles  are 
formed.  Tliis  proliferation  of  the  epithelial  investment  is  foimd  chiefly  in  hydatidiform 
mole.    In  severe  myomatous  degeneration  of  the  uterus  a  very  extensive  syncytial  infiltration 
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of  the  decidiia  and  also  of  the  mtiseularis^  extending  fnr  into  the  matciraal  tissue^  has  been 
obeen'ed  (Rob,  Meyer)*  All  the^  proliferatioiM  are  benign  in  elmracter*  They  represent 
bnof,  temporary  conditions  or  prDcessea,  and  we  may  therefore  spe^k  of  a  benign  eetodernml 
syneytioma  (benign  chorio-epithelioma)* 

But  the  tjonstituents  of  the  epithelial  investment  of  the  fetal  villi  may  sbo  undergo  a 
malifiiant  degeneration.  In  a  very  short  time,  after  abortion,  after  hydatid 
mole,  or  even  during  pregnancy  when  the  uterus  ijs  not  yet  evfli-iiated^  metastases  may  make 
their  appearance  in  all  the  organs;  in  the  vagina  in  the  form  of  brge,  bluish-red  tumors; 
mctastajies  may  appear  in  the  lungs  and  in  the  brain;  indeed  even  the  spleen  and  liver  may 
be  attacked.  In  addition  to  this  fulminating  variety,  in  which  everything  ia  loat  l>efore  <>ne 
has  time  to  think  whether  an  intervention  or  complete  extirpation  ij*  necessary,  there  are  cases 
which  progress  more  slowly,  flflen  a  microscopic  examination  gives  the  flrst  hint  that  the  (con- 
dition i*  a  se<|iiet  of  pregnaney^  at  a  time  when  pregnancy  apfiarently  no  longer  enters  into  the 
qtieslion  at  all;  indeed,  it  seems  tliat  spontaneous  recovery  also  sometimes  occurs*  To  F.  Mar* 
chand  is  due  the  credit  of  being  the  fir&t  to  give  a  clear  description  of  this  malignant  tumor. 

The  microscopic  picture  of  malignant  syncytioma  contains  nothing 
but  Byncytial  masses  (syncytial  derivatives  and  ectodermal  elements), 
and  among  them,  and  surrounded  by  them,  are  here  and  there  blood- 
gpaces  containing  maternal  blood  (Fig.  256)*  To  make  the  examination 
more  difficult,  the  remains  of  the  neoplasm  are  distinctly  recogni- 
zable only  at  the  periphery  of  large  necrotic  masses  or  blood  clots,  so 
that  in  individual  CEtses  the  condition  might  be  mistaken  for  a  vaginal 
hematoma,  were  it  not  that  the  clinical  picture  and  the  presence  of  a 
few  syncytial  and  ectodermal  masses  at  the  periphery  of  the  blood- 
spaces  point  to  the  true  nature  of  the  neoplasm.  The  necrotic,  friable, 
reddish-yellow,  often  cheesy,  ilry  masses  show,  in  a<ldition  to  the  changes 
in  the  blood  clots,  the  traces  of  syncytial  elements  that  have  died  and 
arc  no  longer  capable  of  taking  the  stain — have  become  homogeneous 
and  broken  up  into  delicate  fibres;  while  at  the  periphery  the  neoplasm 
itself  continues  to  spread  or  gives  rise  to  metastases*  Malignant  syn- 
eytioma  spreatis  by  w^ay  of  the  blood  channels*  Whereas  it  appears 
that  large  blood  clots,  hemorrhages,  necrotic  masses,  and  syncytial 
elements,  as  well  as  necrotic  particles,  belong  to  the  genuine  picture  of 
syneytioma,  one  also  sees  proliferations  and  metastases  in  which  the 
cellular  architecture  plays  the  most  important  role*  Syncytial  masses 
are  surrounded  by  large  accumulations  of  ectodermal  cells  and  look 
like  large,  long-drawn-out  giant-eella — protoplasmic  masses,  often 
contaiuing  but  a  few  nuclei  of  a  finely  granular  structure  with  vacuoles 
of  various  sizes — sometimes  they  are  provided  with  numbers  of  pro- 
toplasmic processes,  which  may  communicate  ftith  other  syncytial 
masses*  Formerly,  before  this  neoplasm  was  known,  it  was  frequently 
mistaken  for  a  giant-cell  sarcoma.  Conversely,  the  syncytial  masses 
may  be  so  abundant  and  arranged  in  such  a  way  as  to  include 
the  scanty  ectodermal  cells;  the  latter  have  a  pale,  faintly  staining 
celUbody,  well  staining  nucleus,  and  arc  variable  in  size.  By  pres- 
sure they  are  often  flattened  so  as  to  appear  almost  hexagonal,  or 
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their  contour  may  be  so  sharp  as  to  suggest  vegetable  cells*  Thej 
also  contain  karyokinetic  figures.  Thus  either  the  syncytial  mash^es 
or  the  epithelial  cells  may  preponderate;  neoplasms  consisting 
entirely   of   ectodermal   cells    have   also    been   described* 
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Depending  on  the  character  of  the  material  submitted  for  exaini- 
nation  J  the  diagnosis  may  be  exceedingly  easy;  but  occasionally,  if 
only  necrotic  masses  are  obtained,  or  if  the  particles  are 
derived  from  the  periphery  and  contain  only  a  row  of 
single,  large  syncytial  elements  resembling  the  Byncytial 
wandering  cells  of  benign  syncytioma,  the  diagnosis  may 
be  more  difficult.  The  presence  of  necrotic  tissue  is  more  conclusive  than 
the  individual  tumor  elements.    In  simple  syncytial  wandering  cells  theret 
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is  no  necroeb,  but  siniple  decidual  masses  infiltrated  with  large  num- 
bers of  syncytial  wandering  cells  may  also  be  prosented  for  examination 
along  with  blooti  clots  in  cases  of  abortion,  and  may  oeeasion  great  diffi- 
cultie!5.  In  the  main^  a  diagnosis  of  malignant  syncyiioma 
must  be  made  when,  instead  of  a  few  sj^neytial  elements, 
large  conglomerations  of  cells,  whether  syncytial  or  ecto- 
dermal, are  found  side  by  side,  and  appear  to  have  displaced 
large  portions  of  the  tissue.  The  diagnosis  is  further  eon- 
firmed  by  the  destruction  of  blood-vessela^  or  by  the  presence 
of  neerotic  masses,  pointing  to  a  considerable  proliferation  with  sul)sec|uent 
de.struction.  The  presence  of  inclividuakdements,  though  fairly  abundant, 
and  infiltrated  tissue,  is  not  a^  yet  sufficient  to  establish  malignancy. 
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Chorio-epithelioma,  like  malignant  tumora  in  general,  gives  rbe  to  metastases.  Metus^ 
tatis  miist  Yte  dilTerentiated  from  deportations  of  benign  proliferaUona^  or  rather  of  viUi  with 
a  l>euign  proliferating  investment.  These  benign  deportutiona  are  destroyed  in  the  organs 
in  which  they  are  found,  and  the  symptonus  which  remilt  from  these  embolic  particles  vary 
according  to  tlie  importance  of  the  organ.  It  cannot  be  assumed  that  active  prooeasea  in  the 
eurronnding  tissue  take  their  origin  in  these  benign  deportations.  The  behavior  of  the  sur- 
rounding I  issue  is  determined  by  its  own  itnicture;  it  may  also  be  possible  in  exceptbnal 
caaefi  for  an  ortgifmlly  bcmgn  deportation  to  undergo  malignant  degeneration. 

At  the  present  time  opinione  vary  tn  regard  to  the  metastatic  tumors  which  are  often 
oljserved  in  the  vagina.  These  are  rarely  large,  of  a  bluish-red  color  resembhug  varices,  and 
their  operative  removal  is  followed  by  recovery,  although  they  contained  chorio-*^pitheI»al 
mBeam^  From  the  fact  that  recovery  takes  place  it  is  inferred  tliat  these  cttorio-epiihelial 
mnmm  are  benign,  although  radical  removal  of  all  the  chorionic  ccinstituenls  is  not  possible. 
In  connection  with  this  diversity  of  opinion,  it  is  to  be  remembered  tliat  chorit>^pithelioma  is  a 
very  peculiar  neoplasm  with  a  great  tendency  to  break  down,  whether  it  be  lienign  or  already 
malignant,  ami  extirjjation  of  the  varix-like  nodule  is  well  calculated  to  bring  on  necrosia 
of  any  remaining  ptirttcfee  of  tlic  ehorio*epithelioma,  with  ultimate  spontaneous  recovery. 
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The  decision  of  this  question  is  exceedingly  important,  as  it  affects  the  question  of 
total  extirpation;  whether  in  the  case  of  a  metastatic  tumor  in  the  vagina  the  latter  alone 
or  the  uterus  also  shall  be  removed.  If  one  of  these  vaginal  metastases  as  large  as  an  egg  is 
shown  by  microscopic  examination  to  contain  chorionic  masses  of  cells  which  have  apparently 
invaded  the  tissue,  even  if  recovery  subsequently  takes  place,  such  large  metastatic  tumors 
ought  to  be  regarded  as  malignant. 

With  regard  to  the  nomenclature,  we  have  a  choice  of  several  names;  although  a  malig- 
nant epithelial  neoplasm  is  usually  called  carcinoma,  malignant  syncytioma  nevertheless 
differs  considerably  from  carcinoma,  both  in  its  structure  and  in  the  fact  that  it  is  composed 

of  two  kinds  of  cells.  With  regard  to  the  structure,  it  contains  no  connective 
<>f°S>Ticyt^oiEl.      tissue,  the  entire  tumor  being  fonned  of  epithelial  masses.    We  may  speak 

of  two  kinds  of  epithelium,  in  spite  of  the  fact  that  one  forms  the  matrix  for 
the  other.  As  regards  the  term  malignant  chorio-epithelioma  there  is  no  objection 
to  its  employment,  although  the  tumor  does  not  consist  primarily  of  chorio-epithelioma,  but 
of  ectoderm  into  which  the  mesoderm  grows  secondarily.  It  is  in  the  latter  that  the  original 
■ectoderm  is  called  villous,  or  chorio-epithelioma.  The  apparently  identical  tumors  which  have 
been  demonstrated  in  man,  cannot  therefore  be  properly  called  chorio-epithelioma,  because 
they  contain  no  villi  and  consist  solely  of  ectodermal  proliferation.  The  term  malignant 
syncytioma  is  appropriate  both  for  the  male  and  for  the  female,  since  it  means  proliferation 
of  the  ectoderm;  it  is  derived  from  the  most  prominent,  and  apparently  most  characteristic 
ectodermal  constituent — the  syncytium.  I  shall  retain  the  term  malignant  syncytioma, 
since  the  name  is  after  all  merely  a  kind  of  convention  to  designate  definite  changes  and 
definite  properties  by  a  definite  name. 

The    differential    diagnosis    has    to  deal   separately   with 

Differential  ^         ^' m       i   -  i.     . 

Diagnoeis:  (o)  the  difficulties,  A,  encouiitered  by  the  clinician;  and,  B, 
(6)  for  the  '  those  which  present  themselves  to  the  pathologist.  We 
Pathoiogiat.         ^^^  j^^^^  chiefly  interested  in  the  latter. 

A. — The  clinician  encounters  certain  difficulties  in  the  diagnosis 
of  carcinoma  of  the  body.  In  endometritis  severe  symptoms 
arousing  the  suspicion  of  carcinoma  make  their  appearance;  and,  on 
the  other  hand,  carcinomata  occur  without  any  marked  symptoms. 
Macroscopic  inspection  of  the  scrapings  is  inadequate  for  a  positive 
diagnosis;  they  may  be  so  abundant  that  the  diagnosis  of  carcinoma 
appears  to  be  clinically  positive,  whereas  microscopic  examination 
shows  nothing  but  hyperplastic  endometritis;  conversely,  the  quantity 
of  scrapings  may  be  so  small  that  no  suspicion  of  malignancy  is  aroused 
clinically,  although  the  condition  is  in  fact  malignant.  In  hyperplastic 
endometritis,  the  scrapings  after  appropriate  treatment  with  alcohol, 
preparatory  agitation,  definitive  hardening  (see  above)  by  their  spongy 
appearance  practically  exclude  the  diagnosis  of  carcinoma,  even  without 
microscopic  examination.  A  positive  decision  can,  of  course,  be  made 
in  such  a  case  only  with  the  microscope.  The  microscopic  picture  of 
endometritic  changes — be  it  glandular  or  interstitial — is  so  typical 
that  there  is  no  difficulty  in  distinguishing  it  from  the  various  above- 
described  pictures  of  carcinoma. 

The  spongy  layer  which  is  found  in  the  deeper  portion  of  the  mucous 
membrane  in  glandular  endometritis  may  occasion  more  serious  diffi- 
culties to  the  pathologist,  who  might  be  inclined  to  think  of  malignant 
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adenoma  on  account  of  the  close  apposition  of  the  glands;  but  the 
connection  between  the  spongy  layer  and  the  upper  portion  of  the  glands, 
which  will  be  found  in  other  sections,  and  the  prominence  of  the  cylindrical 
epithelium  will  serve  to  obviate  the  difficulty.  If  there  is  any  doubt, 
several  series  of  sections  must  be  examined,  as  a  study  of  different  prepa- 
rations of  the  same  scrapings  will  enable  one  to  arrive  at  a  final  fieciBiun. 

Any  one  who  appreciates  the  importance  of  microscopic  exanti na- 
tion will  agree  that  every  physician  ought ^  if  possible,  to  submit  all 
scraping  to  a  pathologist  if  he  cannot  examine  them  himself.  The 
prognosis,  s^  well  as  treatment,  depends  on  the  diagnosis;  as,  for 
example,  if  clinically  there 
is  a  suspicion  of  malignant 
degeneration  and  the  niicro- 
sropic  preparation  clearly 
shows  the  glands  of  preg- 
nancy (Opitz-Gebhard)- 
The  possibility  of  mistaking 
the  changes  of  pregnancy  in 
the  uterine  glands  for  carci- 
noma should  be  mentioned 
at  this  point.  The  structure 
of  the  epithelial  cells  in  the 
uterine  glands  during  preg- 
nancy suggests  carcinoma- 
tous degeneration  of  glan- 
dular epithelium  (Fig,  258). 
From  lack  of  experience  even 
prominent  pathologists  have 
failed  to  recognize  thisspecial 
change  in  the  gravid  uterus,  and  hysterectomies  have  been  performed 
on  the  strength  of  this  picture  of  the  Opitz-Gebhard  glands,  which 
merely  indicated  the  postabortum  state. 

Portions  of  expelled  and  degenerated  myomata  may  be  submitted, 
and  the  diagnosis  must  be  determined  by  the  presence  of  muscle  fibres 
and  the  absence  of  other  changes.  Placental  polyps  and  large  placental 
masses  have  been  mistaken  clinically  for  carcinoma,  when  examination 
showed  the  microscopic  picture  of  villi  with  their  epithelial  investment 
and  the  large  decidual  cells,  establishing  the  diagnosis  of  products  or 
alterations  of  pregnanc^^  The  hysterectomy  which  was  performed  on 
the  strength  of  clinical  examination  alone  might  have  been  avoided 
had  the  glands  of  pregnancy  been  demonstrated  with  the  microscope. 
Conversely,  in  cases  in  which  a  clinical  diagnosis  of  abortion  has  been 
made,  the  evacuated  masses  maybe  found  to  consist  not  simply  of  villi 
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or  decidual  remains,  but  almost  exclusively  of  syncytial  tissue,  and 
the  diflBcult  question  has  to  be  decided  whether  the  alteration  is  malig- 
nant or  benign.  Simple  syncytial  wandering  cells  or  ectodermal  ele- 
ments would  indicate  the  latter;  while  large  masses  of  syncytial  and 
ectodermal  cells,  with  hemorrhages  and  necrotic  tissue,  are  more  in 
favor  of  malignant  degeneration.  The  decision  of  this  question  is  often 
difficult  and  may  require  several  examinations.  It  should  also  be  men- 
tioned that  the  cellular  elements  in  the  decidua  cannot  always  be  dis- 
tinctly differentiated  as  decidual  cells  or  ectodermal  cells,  as  they  often 
resemble  each  other  very  closely;  nor  has  it  any  great  value  for  the 
decision  of  malignancy. 

Since  we  know  that  malignant  syncytioma  may  follow  hydatid- 
iform  mole,  the  question  whether  this  degeneration  is  present  may 
arise  after  such  a  mole  has  been  removed  from  the  uterus.  The  decision 
may  be  difficult,  because  if  the  symptoms  are  clinically  suspicious,  the 
finding  of  many  syncytial  elements  in  the  curettage  might  arouse 
a  suspicion  of  beginning  malignant  degeneration;  it  is  exceedingly 
difficult  in  such  cases  to  give  a  decision  on  microscopic  grounds,  but  it 
is  to  be  borne  in  mind  that  as  a  general  rule  the  presence  of  individual 
syncytial  elements  proves  nothing,  even  though  they  may  occasionally 
be  present  in  large  numbers.  In  the  decidua  and  in  the  highest  layers 
of  the  muscularis  malignant  degeneration  of  the  villous  stroma  or  of 
the  decidual  cells  in  the  decidua,  does  not  enter  into  the  differential 
diagnosis.  That  it  occurs  has  often  been  maintained,  and  is  not 
impossible;  but  as  yet  it  has  never  been  proved.  Aschoff 
D^lTemtionof  ^as  reported  a  case  which  has  a  bearing  on  malignant 
stro^°"^  degeneration  of  the  villous  tissue.     Neumann  has  described 

invasion  of  the  villous  stroma  by  syncytial  elements. 
The  statement  that,  when  this  occurs  after  hydatidiform  mole,  a 
malignant  syncytioma  is  also  present,  has  never  been  confirmed. 

B. — If  the  clinician  who  turns  to  the  pathologist  to  clear  up  his 
doubts  encounters  difficulties  in  the  diagnosis  of  carcinoma,  the  pathol- 
w«   , .    .        ogist  himself  often  has  to  deal  with  the   most  perplexing 

Difficulties  in  *^        ,    ,  i  i        •  n  r      r  o 

the  Diagnosis  conditious  whcu  hc  IS  Called  upon  to  render  a  decision  in 
Encountered  by  cliuically  doubtful  cascs;  but  practice  and  familiarity  with 
t  e  at  o  ogist.  ^j^^  histologic  picturcs,  as  well  as  repeated  examinations 
will  usually  enable  him  to  accomplish  his  task.  The  occasional  diffi- 
culties encountered  in  the  diagnosis  of  malignant  syncytioma 
have  been  referred  to,  as  has  also  the  possibihty  of  confusing  the  Opitz- 
stmtified  Gebhard  glands   of  pregnancy  with  adenocarcinoma 

Epithelium.  (Pig  258).  Scrapings  obtained  from  the  body  occasion- 
ally contain  stratified  epithelium  which,  however,  has  no  malignant 
significance;    it  may  occur  in  small  polypoid  proliferations,  which  it 
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only  partially  covers-  The  stratification,  usually  consisting  of  only 
two  layers,  may  cover  large  portions  of  the  mucous  membrane  uni- 
formly; some  indiviiluals  appear  to  have  two  layers  of  epithelium 
throughout  (Bob.  Meyer),  Circumscribed  stratification 
occurs  in  the  body,  described  by  von  Rosthorn  as  psoria- 
sis, and  eases  of  this  kintl  are  alwayn  suspicious.  The 
differential  diagnosis  in  all  cases  presenting  epitliclial  stratification 
must  be  based  on  the  fact  that  the  process  is  not  progressive.  Epithelial 
proliferations  with  stratification  occurring  in  corporeal 
polypi  arc  positively  malignant  only  when  they  extend 
beyond  the  base  of  the  polyp  into  deeper  layers;  the  fact 
that  the  epithelial  covering  penetrates  into  the  polypi 
themselves  proves  nothing*  Among  the  direct  sources  of  error  must  be 
mentioned  the  deceptive  pictures  seen  in  microscopic  preparations; 
oblique  and  fiat  sections  may  produce  the  appearance  of 
aolid  epitliclial  formations;    flat  sections,  and  sections  that  pietiTSt^Itt 

are  too  thick,  make  the  fumluss  of  the  uterine  glantls  appear  p«^'Jir^o^ 
like  solid,  cellular  plugs  (comp.  microscopic  diagnosis  of 
endometritis).  Oblique  sections,  especially  through  ridges  or  cvagina- 
tions  of  epithelial  cells,  suggest  stratification  and  may  thereby  arouse 
a  suspicion  of  beginning  malignancy,  A  careful  revision  of  the  pictureS| 
with  particular  attention  to  the  direction  of  the  section,  and  repeated 
examination  of  sections  cut  as  thin  as  possible,  will  enable  the  examiner 
to  make  a  correct  inti^rpretation.  What  looks  like  beginning  stratifi- 
cation may  be  shown  not  to  exist  by  cutting  thin  sections  and  carefully 
observing  their  direction* 


8tratific»Uon  Ls  found  much  more  frequently  in  the  cervix  and  in  cervical  strueturei 
than  in  the  body.  In  the  dilated  cervix  (ectropion)  the  origtaal  eyhndricai  epitheliuni  may 
become  stratified  and  converted  into  a  thick  layer  of  epithelial  celb  (epidermidalUation)* 
Erosions  of  the  cervix  and  of  the  vagirmi  portion  may  show  a  conversion  of  EpideiroidaJisii^ 
the  original  cylindrical,  into  stratified  epithelium  in  the  course  of  heahn^;  tion  nmi  th* 

but  the  fact  timt  the  procesa  does  not  esctend  into  the  deeper  layem  will  pre-  ''*^a^'^*  ^ 

vent  an  erroneous  diagnoals  of  malignancy.     In  the  he-ahng  procesa  and  in 
epidermidaUzat  ion  we  have  a  simple  itLctamorphosis^  while  tn  carcinoma  there  is  abundant 
production  of  epithehal  maases  extending  into  the  deeper  layers  of  the  lifieue. 

A  knowledge  of  the  epithelial  metamorphosis  tliat  takes  place  in  poly  - 
poid    proliferations    in    the    cervijc    b   exceedingly  important;    in  fiitt ^   iha 
importance  of  the  epithelial  changes  that  take  place  in  the  polypi  generally  is  no  I  sufficiently 
apprecittted>     The  longer  the  cervical  canal  and  the  greater  the  protrusion 
oi  cervical  polype,  the  more  intense  is  the  metamorphosis  of  the  cylindrical  Epjihdbl 

epithehum.     The  inner  surface  may  be  covered  with  cylindrical  epithehum  Potyp», 

or  very  thin  kyers  of  .secondarily  stratified  epitiielium,  while  the  outer  sur* 
face  already  nhows  a  thick  epithelial  cove  Hug  in  which,  finally,  papiHa^  also  develop.  Not  only 
the  surface,  hut  the  gbndular  formation*  within  the  polyp  take  part  in  this  epithelial  metamor- 
phosis. In  cross-aections  the  picture  thus  produced  may  be  difficult  to  distinguish  from  carci- 
noma, particularh  if  the  examiner  is  inexperiencDd;  onion-hke  formations  (epithelial  [>eArly 
bodies)  may  be  piwluctid  by  the  proliferation  of  the.  epithelium,  simulating  cancroid. 
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Great  caution  is  necessary  in  giving  an  opinion  in  regard  to  the  malignancy  of 
epithelial  conditions  found  in  cervical  polyps;  unless  the  epithelial  proliferation 
extends  beyond  the  base  of  the  tumor,  the  diagnosis  of  carcinomatous  polyp  is  not  justificKl. 
Epidermidalization  may  be  confounded  with  carcinomatous  degeneration.  In  contrast  to 
the  genuine  carcinomatous  degeneration  that  occurs  in  polyps  either  of  the  body  or  of  the 
cervix,  the  shape  of  the  glands  is  preserved  in  the  process  of  epidermidalization,  whereas  in 
carcinoma  the  degenerative  process  is  unmistakable;   the  irregularities  in  the  arcbitectiir& 
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Fio.  259. — Peculiar  Glandular  Chanoe,   partly  resembling   the  alteration  observed  in  pregnancy,  and 
partly  that  of  glandular  cancer ;    necrobiotic  processes  with  cellular  proliferation.    (Original.) 

of  the  cells  in  carcinoma,  in  contrast  to  the  uniform  metamorphosis  which  takes  place  in 
epidermidalization,  also  has  some  diagnostic  value.  With  a  little  practice  it  is  easy  to  make 
a  positive  diagnosis,  except  in  very  rare  cases,  in  which  some  doubt  must  always  remain. 
T!  e  diagnosis  between  carcinomatous  and  non-malignant  degeneration  likewise  presents 
great  difficulties  in  atrophic  conditions  of  the  mucous  membrane  of 
the  glands.  Associated  with  metamorpliosis  and  proliferation  of  the  epithelium  is  a  peculiar 
form  of  desquamation;  the  gland  becomes  enlarged,  the  tunica  propria  is  destroyed,  the 
epithelium  may  l)e  preserved  at  certain  points  in  the  lumen,  and  converted  into  squamous 
epithelium  at  others;  the  cylindrical  epithelium  becomes  flat,  stains  less  intensely  and,  instead 
of  a  single  layer  of  cells,  becomes  multiple  (Fig.  259).    The  picture  resembles  tliat  of  the  Opitz- 
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G^bhurd  glands  of  pregnancy.  As  a  result  of  various  etfologic  factom  which  cannot  ttlwii^ys 
be  clearly  rec<>gni55cd  (atrophy,  prepiancy,  peculiar  disturbances  of  autrition,  (*ltmafrteric), 
in  fnflamniatory  prooesAe^i  and  in  passive  ci^ngcstion  (hyperemia  in  p^ilyfii),  peculiar  but 
bemgn  changes  and  prohferation  of  the  epithelium  occur  in  the  epitfieijal 
structures,  which  may  easily  be  mistaken  for  malignancy.  If  the  inflam- 
matory irritation  In  tlie  irubjacent  tifl&ue  (sm&U  celled  infiltration  of  the 
tissue)  is  very  great,  the  single  layer  of  cylimlrical  celis  on  tlit*  surfa*^  may 
be  converted  into  robust,  stratified  af|uamous  epithelium  wllhout  IcH-oruing 
malignant;  thus,  tn  salpingitis  (Fig.  2(i())  the  gurface  epilhehum  is  occasionally 
con%"ert«d  everywhere  into  stratified  jKiuamou*  epithelium.  The  inflammatory  irritation 
gives  rise  to  a  kind  of  Btratification  which  may  l>e  designated   psoriasis  or  pachydermia. 

Differential  dsagnosis  lietween  carcinoma  and  malignant  s  y  n  c  y  t  i  o  m  a  , 
and  between  the  lal  ter  and  sarcoma.  Aside  from  the  history,  large  syncytial  niaseea 
point  to  syncytioma.  The  dis- 
tinction between  s^-ncytioma  and 
sarcoma  b  somewhat  more  dif- 
ficult. In  ^rcoma,  particularly 
the  giant  cell  variety,  the  irregvjlar, 
constantly  clianging  picture  of  the 
ceUular  conj^tituents  is  typical ; 
while  in  syncytioma  the  picture  of 
the  eyncytial  inaiise^  and  ecto- 
dermal  cella  is  in  th«  main  uniform, 
the  transition  from  small  to  large 
celL%  with  irregular  nuclei,  la  cfiar- 
acteristic  of  sarcoma.  We  no  longer 
regard  giant  cells  as  belonging 
exclusively  to  sarcoma,  since  ^'e 
know  that  they  are  also  constit- 
iienla  of  sync>^ioma;  in  them- 
selves, the  giant  eetl^  do  not  show 
whether  they  are  of  epithelial 
(tx*,  synrytittl)  or  of  connective 
tissue  (t\c.,  sircomatoug)  origin. 

There  remaiiifcE  the  different lal  diagnosis  between  carcinoma  and  sarcoma.     Tn 
view  of  the  importance  and  freciuency  of  sarcomata,  they  will  tw  treated  in  a  neparate  chapter. 
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Fia,  2U0. — SALimtarriB ;  tW  ^iriuSi*  layrr  of  cytmdrtcnl  «elb  l» 
«oav«rt«d  iaio  ttrmtifiMl  epithcJium.     (Orii'miil,) 


Sarcoma  of  the  Uterus, 

In  discussing  sarcoma  of  the  uterus  it  is  oot  necesf^ary  ta 
retain  the  strict  division  into  the  vaginal  portion,  cervix,  and  uttTino 
body.  Sarcoma  is  a  oialigriaot  connective  tissue  neoplasm, 
while  careinonia  represents  a  malignant  epithelial  growth.  sareomnof 
In    sarcoma    wc    have,  in   addition    to    Biniple    numerical  ****  vu.ni^ 

increase  of  the  elements  (hyperplaBia),  a  change  of  the  original  type 
(atypia,  heteroplasia);  the  small  round  or  spindle  cell  is  converted  into 
elemrnt^  which  are  lar^T  than  ordinary  cells,  with  large  ^     .    ^ 

and   often    irregular    niirlem*;    thr    latter    is   often    much       iiira«rin.iii^ 
larger  than  the  original  connective  tissue  cell.     The  unre- 
strictetl    proliferation    produces   at   first   local   destruction,   ami   later 
metaBtasiB  in  distant  organs  (heterotopia):  the  ]*roliferation  \b  not  uni- 
form: large  and  small  cells  are  found  side  l)y  side.     The  change  in  the 
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In  Sarcoma 
the  Transition 


type  of  the  cell  and  the  want  of  uniformity  in  their  arrangement  are  the 
important  diagnostic  points.  In  some  cases,  the  irregular  distri- 
bution of  the  large  nuclei  produces  a  tigerish,  spotted  appearance  of 
the  microscopic  preparation,  as  if  a  dark  material  had  been 
dusted  over  it.  The  sarcoma  usually  develops  uniformly  and 
LeiuvJ'r^Mu^'^"'  gradually  from  the  connective  tissue  or  ground  substance, 
conti^u^  without  a  sharp  line  of  separation  between  the  normal  or 

non-malignant,  and  the  sarcomatous  tissue;  in  carcinoma,  on 
the  other  hand,  the  architecture  is  discontinuous,  the  proliferating 
epithelial  masses  appearing  sharply  circumscribed  in  the  alveolar  spaces. 
Depending  on  the  variety,  shape,  and  size  of  the  altered  cells, 
various  forms  of  sarcoma  are  distinguished.  In  large-cell  sarcoma 
(Fig.  261)  the  connective  tissue  elements  or  stroma  cells  are  converted 


Fio.  201. — L\ROE-CF.LL  Sarcoma;  ffrad- 
ual  transition  from  connective  tissue  to 
excessively  large  cells  with  large  nuclei 
anil  irregular  arrangement.     (Original.) 


X. 


"^JvC" 


Fkj.  2(i2. — SpiNnLK-cELL  Sarcoma  (Mto- 
harcoma).  Metamorphosis  of  the  narrow 
muscular  elements  into  large,  spindle-Hhaped 
elements  with  very  large  nuclei.      (Original.) 


into  excessively  large  round,  or  oval  elements,  with  irregular  outlines, 
and  arranged  without  definite  order,  large  and  small  cells  lying  side 
i^rge-ceii  ^^  sidc.     The  nuclei  are  sometimes  enormous,  their  shape 

Sarcoma.  round  or  irrcgular;    they  may  fill  the  entire  cell.     In  the 

microscopic  preparation  the  individual  elements  are  in  the  main  easily 
distinguishable  by  their  contours.  This  form  of  sarcoma  is  found  in 
alterations  of  the  mucous  membrane  of  the  vaginal  portion. 

Spindle- cell  sarcoma  (Fig.  262)  usually  originates  in  the 
cells  of  unstriped  muscle;  the  connective  tissue  cells,  or  narrow 
spindie-ceii  uiusclc  fibrcs    with    rod-shaped    nuclei,    which   sometimes 

Sarcoma.  ^^^    j^^    rccoguized    Only    by    their    nuclei,    as    the    cell 

body  is  barely  visible,  are  converted  into  large  spindle-shaped,  long- 
oval  elements;  the  large  nucleus  is  oval  and  of  variable  size. 
The  cells  often  resemble  the  muscle  fibres  of  the  gravid  uterus. 
The  muscular  elements  produce  the  impression  of  having  become 
directly  metamorphosed.  The  arrangement  of  the  degenerated  ele- 
ments, already  distinctly  sarcomatous,  corresponds  to  that  of  a  myoma. 
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with  inturlaeing  aod  radiating  bundles  (myosarcoma).  If  the  sarco- 
matous change  in  the  muscle  fibres  is  assoriatoJ  with  considerable 
I>roliferation  of  eonneetive  tissue,  it  is  difficult  to  isolate  large  sarco- 
matous elements.  The  contours  are  not  easily  recognized,  anti  the  large 
irregular  nuclei  seen  in  the  microscopic  preparation  directly  indicate  a 
sarcomatous  change  (filyrosarcoma). 

Ill  the  third  variety,  the  giant- cell  sarcoma,  large  pol)*nu- 
clear  cellular  masses— myeloiilaques — are  scattered  here  and  there 
amidst  the  enormous  cellular  proliferations.     If  the  remain-  Gi«itH»u 

ing  connective  tissue  elements  are  not  materially  enlarged,  s^fooma, 

the  contours  of  the  giant-eclls  may  be  obscured,  particularly  if  the 
section  is  rather  tkick;  hence  in  working  with  this  variety  of  sarcoma  the 
sections  must  be  made  as  thin  as  possible. 
The  fourth  variety,  which  is  often 
difficult  to  recognize,  particularly  if  the 

[scrapings  contain  only  small  particles, 
is  the  small  round-cell  sarcoma 
or  lymphosarcoma  (Fig.  2G3).  The 
sarcomatous  elements  arc  but  Uttlt^ 
larger  than  the  stroma  cells,  and  resem- 
ble them  in  general  appearance.  The 
diagnosis  is  based  on  the  fact  that  all 
the  sections  made  from  the  scrapings, 
on  repeated  exanunatioii.  show  nothing 
but  small  round  cells  without  a  trace  of 
mucous  glands.  In  very  thin  sections, 
which  in  this  form  also  are  particularly  desirable,  irregularities  tn  the 
size  of  the  nuclei  and  of  the  cells  are  also  occasionally  observed,  and 

'materiall}^  assist  the  diagnosis.  Individual  cases  show  a  peculiar  cord- 
like arrangement  of  the  sarcomatous  cells;  the  degenerated  Lympho- 
masses  are  sharply  separated  from  the  surrounding  tissue,  «*xe»m». 
and  it  is  impossible  to  fint!  any  transitional  forms.  Within  the 
interior  of  the  cord-like  masses  the  elements  may  be  loosened  in  their 
connections^  and  thereby  appear  almost  like  epithelial  cells.  In  this 
way  a  sarcoma  may  simulate  an  alveolar  structure, 

Tlje  b  e  h  ii  V  i  o  r  of  t  ti  c  glands  t  n  a  a  r  c  o  tn  a  t.  n  u  i  tissue  is  variable. 
^Ai  a  rvilt^  the  g^lancU  lire  tlcstroyftl^  but  ihcy  timy  survivi?  appttr(?Jit|y  as  normal  ^aiid»  witliin 
tluiJ  siLfcoiimtfju»  sJrorna,  or  ihcy  bei-onie  enlarged^  uritl  the  t^pttlioliutn  m  altered  and  becomea 
niort*  stratified;  the  glandei  beeorne  careinonuitous^  but  the  earo[nonia  is  not  the  most  impor- 
laut  feature;  if  i^eems  that  the  careinouia  **lias  develr.jf>ed  agaimt  its  wiU,"  if  the  exprt^^ion 
may  be  used.  It  ph,yn  rneTTely  a  fmsw^ive  part.  This  itmd-Mruition  in  often  found  in  the  papilliiry 
raceniose  sarcouia  (fiapillonm)  of  the  vaginal  portion  or  eervix,  to  whieh  thi?  term  ear- 
cinoKareoma  liAi!  Ijeen  applied.  A  simibr  ptolure  is  seen  in  a  rare  and  most  Interpsling 
form  c(f  ^larcoraa  oecurritig  in  the  uterine  nxucoua  membnine,  The  stroma  tissue  surrounding 
the  gknda  undergoes  a  sarcomatous  degeneralion.  T!ic  different  forms  of  periglan- 
28 


niUiiH-ctfU  j^oi'c^aiuK?.      Among   tins  JiidiviJttMl 
wIIfi,  wlik'li  arr  aJiuiwit  yiufmrfn  in  *iKO,  u  ft  w 

OftU  ans  Been.     iOrieioji]<) 
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dular  interstitial  endometritis  will  be  discussed  under  the  head  of  endo- 
metritis. Periglandular  interstitial  endometritis  gives  rise  to  a  periglandular  sarcoma,  part 
of  the  gland  is  surrounded  by  an  areola  of  sarcomatous  stroma  cells,  and  the  originally  iso- 
lated arcolse  may  gradually  become  confluent.  The  behavior  of  the  gland  cells  in  this  form 
of  sarcoma  is  interesting.  Sometimes  the  epithelium  is  gradually  destroyed,  leaving  a  space 
filled  with  detritus,  which  may  also  disappear;  or  stratification  takes  place  and  the  gland 
apparently  becomes  carcinomatous;    but  its  appearance  is  nevertheless  such  as  to  produce 


Fio.  264. — a.  Periglandular  Endometritis  ;  b.  Sarcomatous  Degeneration  of  the  Stroma  Sur- 
rounding THE  Uterine  Glands,  with  preservation,  atrophy,  or  proliferation  of  the  glandular  epithelium. 
(Section  from  a  uterus  removed  on  account  of  carcinoma.)     (Original.) 

the  impression  that  sarcomatous  degeneration  is  the  most  important  change  present.  Hence 
carcinosarcoma  may  occasionally  be  seen  in  the  corporeal  mucous  membrane.  This  peri- 
glandular form  of  tsarcoma  resembles  the  so-called  perithelioma,  in  which  sarcomatous  degen- 
eration occurs  around  the  blood-vessels. 

Endothelioma. 

Endothelioma  is  a  neoplasm  originating  in  the  endothelial  cells 
of  the  lymph  vessels;  it  is  by  some  authors  included  among  the  sarco- 
mata,   and    often    confused    with    genuine    carcinoma — the    epithelial 
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neoplaism.      In  the  uterus  cndothelioinata  are  observed  in  the  vaginal 

portion,    and    especially    in    the   cervix;    they    represent    a    form    of 

degeneration  and  destruction  which  may  be  designatnd  both 

crmiL-ally  and  microscopically  'worm-eaten/     Clinically  it 

is  noted  that  large  portions  of  tissue  can  easily  be  removed 

with  the  curette;   the  tissue  has  little  resistance,  and  appears  perforated. 

Microscopically,  cylindrical  (onion-like)  structures  in  a  loose  retiforni 

arrangement,  with  irregular  swellings^  are 

seen.     Endothelioma  (Fig*  265)  must  be 

distinguished   from  lymphocarcinoma  in 

which  the  cancerous  elements  have  sini* 

ply   invaded   the    lymph  clefts;  in   the 

latter  the  endothelium  is  often  preserved 

above  the  cancer  plugs. 

Endothelioma  is  derived  from  the 
endothelium  of  lymph  vessels.  The 
narrow,  spindle-shaped  elements  lining 
the  wall  increase  in  size  at  the  periphery 
and  multipl}'.  The  lymph  clefts,  like  the 
lymph  vessels,  are  filled  with  small  round- 
celled  material,  becoming  considerably 
enlarged  in  places,  and  forming  nolid  cords 
connected  with  one  another  by  delicate 
tprocesses.  In  malignant  degeneration 
larger  elements  are  produced  in  addition 
to  the  smaller  cells.  These  have  a  dis- 
tinct cell  body  and  nuclei;  they  become 
large,  resembling  squamous  epithelium; 
a  cavity  is  often  produced  within  the 
interior  of  the  growth,  and  in  these  cavi- 
ties the  large  cells  are  found  like  des- 
quamated epithelium,  along  with  the 
parietal  epithelial  layer*  As  the  ceUular  masses  increase  in  sisEe,  the 
retiform,  jagged  appearance  is  lost  more  and  more,  and  ultimately 
they  appear  like  solid  cancer  plugs- 

In  inflammatory  affections  the  endotheUal  cells  which  line  the  inner 
wdl  of  the  lymph  ves>sel^,  so  that  only  the  slightly  protruding  nucleus 
is  recognisable  in  profile,  may  'become  erect*;  the  cells  multiply  and, 
with  their  nuclei,  stand  vertically  to  t  he  axis  of  the  vessels.  This  gives 
them  the  appearance  of  cylindrical  epithelium,  and  the  lymph  vessels 
resemble  glandular  canals  or,  as  the  result  of  proliferation,  small  glan- 
dular structures  (Rob,  Meyer:  on  the  peritoneum).  From  this  stage, 
which   must  still   be  regarded  as  benign^  the   malignant  proliferation 
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UTEKiffK  BoDT,  Tbfl  «ihdotbdiftl  «elU  mm 
w«U  mm  the  lympiti  apBoes  are  eiilmrsed. 
Tlie  oelin  multiply  and  become  u  lAtfv  tu 
miUAtnow-  opidtelifil  cell*.      (OriKiJul.) 
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develops.  The  glandular  lymph  cords  undergo  a  marked  cellular  multi- 
plication, the  lumen  becomes  greatly  dilated,  and  glandular  cancer  nests 
Glandular  a^c  produccd.    The  endothelioma  is  converted  into  a  lymph- 

Endotheiioma.  ^jj  glandular  carcinoma  (lymphadenoma  malignum, 
endothelioma  glandulare)  (Fig.  266).  Except  that  the  develop- 
ment of  the  growth   from   lymph  vessels   can   be  demonstrated,  the 

microscopic  picture  would  suggest  a  car- 
cinoma originating  from  genuine  glands. 


^'^:i:: 


Macroscopically,  glandular  endothelioma  looka 
like  a  cancer  of  the  cervix;  it  is  possible  that  there 
are  more  varieties  of  glandular  endothelioma  than 
are  at  present  kno^ni.  It  is  an  interesting  fact  that 
this  malignant  neoplasm  may  occupy  the  deeper 
layers  of  tissue  (as  "cancer  nodes '0  underneath  the 
well  preserved  surface. 

Endothehoma  occasionally  occurs  in  combina- 
tion with  carcinoma.  At  the  point  where  the  car- 
cinoma ceases  in  the  deeper  layers  of  the  tissue  the 
picture  of  worm-eaten  endothelioma  begins.  This 
term  is  very  descriptive,  but  is  not  absolutely  char- 
acteristic; for  it  may  occur  quite  independently,  so 
tliat  the  endothelioma  may  appear  both  *  worm-eaten' 
and  'glandular.' 

Chondroma    and     chondrosarcoma 

are  exceedingly  rare  tumors,  occurring  in  the  vaginal 

^S^K      rf^   ^    ^1*1^^'  portion  or  in  the  cervix;  they  may  be  mistaken  for 

IKl?  M  J^^^i'i  §tk  other  malignant  tumors.     Pieces  of  genuine  cartilage 

V  Z''in\^^\r*  *_  y  0^^  V  varying  in  size,  and  often  confluent,  presenting  the 

picture  of  capsule-formation  and  division  like  normal 
cartilage,  are  found  in  tissue  the  seat  of  simple 
inflammation  or  true  sarcomatous  degeneration;  in 
the  latter  case,  the  picture  of  chondrosarcoma 
is   produced. 

Cursory  reference  may  be  made  to  the  sec- 
ondary changes,  such  as  myxomatous  degen- 
eration, necrobiotic  processes,  softening  and  apoplexy, 
which  occur  in  sarcoma  as  well  as  in  carcinoma. 
The  lipomata  and  osseous,  fatty,  and  glandular 
formations  occasionally  observed  in  the  uterus  and  in  myomata  do  not  belong  in  this  chapter, 
which  deals  solely  with  the  microscopic  diagnosis  of  the  malignant  diseases  of  the  uterus. 


Fia.  206. — Glandular  Endothelioma. 
The  endothelial  cells  are  enlarged  and  become 
irregular;  they  multiply  like  epithelium, 
with  the  production  of  stratified  glandular 
formations.      (Original.) 


Malignant  Degeneration  of  the  Vagina  and  Vulva. 

As  in  diseases  of  the  uterus,  the  two  important  changes  in  these 
structures  are  cancer  and  sarcoma.  Tuberculous  affections  will  be 
mentioned  briefly  in  connection  with  the  differential  diagnosis.  It  is 
not  so  diflicult  to  recognize  malignant  degeneration  in  the  vagina  and 
vulva  as  in  the  upper  portions  of  the  genitalia,  because  more  assistance 
is  obtained  from  inspection  and  palpation;  hence  microscopic  exami- 
nation is  recjuired   i)ractically  only  for  confirmation  and  decides  the 
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diagnasiB  only  in  doubtful  afifections.  Tho  nature  of  an  ulcer  in  the 
vagina  or  on  the  vulva  may  occasionally  be  doubtful— whether  sim]>Ie 
inflanimatory,  tuberculousj  gpecific,  earcinoniatousj  or  sarcomatous. 
Varicose  for  mat  ions  (after  the  prolonged  use 
of  pessaries),  associated  with  hemorrhage 
and  ulceration,  or  without  these  complica- 
tions, may  raise  the  question  of  innocence  or 
malignancy.  It  may  be  asked  whether  a 
rodent  ulcer,  clinically  diagnosed  as  such, 
is  carcinomatous  or  not;  siiuple  decubital 
ulcers  often  have  a  suspicious  look.  In  the 
microscopic  picture  of  an  excised  portion 
of  the  growth,  eareinoma  is  recognized 
by  the  epithelial  plugs  which  begin  in  the 
surface  and  continue  to  grow  down  into 
the  deeper  layers;  while  inflammatory 
ulcers  merely  show  small-cell  infiltration, 
and  tuberculous  changes  arc  identified  by  the  finding  of  tubercle 
bacilli  and  giant  cells j  regarded  by  many  as  specific  constituents  of 
tubercle;  the  nuclei  in  the  giant  cells  are  usually  arranged  eccentrically 


Fio,  267* — HiijHOAiii.NoiiA    Sri:»- 
fTUTASKvm     (in     pwt     iljiijrninimatie)* 


Fio,  268*— UiDiiOASEHaMA  FoLYf^tttrii  (in  put  diacrmaimaiic*).     {OneJoalO 


Of  peripherally,  in  circular  or  crescentic  lines.  With  regard  to  the  diag- 
nostic significance  of  spirochiete  pallida  in  doubtful  ulcerations  of 
the  vaginal    portion,    we   have   as  yet   no   observations. 

Sarcomatous   degeneration,  which  t^   rarely  seen  in  the  vulva, 
but  more  often  in  the  vagina,  is  recognized   by  the  excessive  proliftr- 
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ation  of  the  cells  and  their  atypical  architecture  (see  above).  Carci- 
noma of  the  vulva  and  of  the  vagina  is  usually  of  the  simple  alveolar 
type  (solid  plugs),  or  of  the  cancroid  variety  (epithelial  pearly  bodies). 

Another  form  of  carcinoma  that  occurs  in  the  vulva  is  that  which  originates  from 
sebaceous  glands,  the  liistologic  picture  of  which  is  easily  recognized.  The  h  i  d  r  o- 
adenomata  which  occasionally  occur  in  the  vulva  and  which  have  been  described  by 
Gebhard,  Pick  and  Hermann  Ruge,  present  some  difficulties  in  regard  to  their  origin,  and  also 
as  to  the  question  of  malignancy.  They  are  supposed  to  originate  in  the  sweat  glands  of  the 
vulva,  and  their  structure  often  suggests  that  of  malignant  adenoma.  The  epithelium  often 
consists  of  only  two  layers,  but  under  the  influence  of  marked  metaplasia  stratification  and 
solid  epithelial  plugs  may  develop  and  produce  a  cancerous  appearance.  These,  or  similar 
structures  apparently  originating  in  the  same  matrix,  are  situated  underneath  the  surface  of 
the  vulva,  which  is  often  intact,  and  are  about  as  large  as  a  small  bean  (Fig.  267);   or  they 

may  he  pedunculated  (polypoid.  Fig.  268);  or  attached 
to  the  skin  like  fungous  growths  (Fig.  269).  There  is 
much  to  indicate  that  these  structures  originate  in  the 
sebaceous  glands;  in  spite  of  their  cancerous  structure, 
they  cannot  be  included  among  malignant  neoplasms, 
except  in  rare  instances.  Many  epithelial  changes  occur- 
ring in  polypoid  proliferations,  the  Opitz-Gebhard  glands, 
are  not  malignant  in  spite  of  their  appearance,  just  as 
there  are  physiologic  prototj^pes  of  carcinoma — as  the 
decidual  cell  is  the  physiologic  prototype  of  sarcoma. 
Carcinoma  of  Bartholin's  gland  may  have 
a  glandular  structure,  thereby  differing  from  carcinoma 
of  the  vulva  and  vagina.  Finally,  the  so-called  vaginal 
adenoma  remains  to  be  mentioned.  Glandular  pro- 
liferations occur  underneath  the  epithelium,  with  large 
and  small  cavities  lined  with  a  single  layer  of  epithelium 
of  the  cervical  type.  In  one  case — a  tumor  the  size  of 
a  plum  at  the  introitus — the  tumor  recurred,  although  the  microscopic  picture  was  not  malig- 
nant; the  recurrence  was  apparently  a  simple  secondary  proliferation.  In  another  case,  in 
wliich  the  tumor  larger  than  the  fist,  was  situated  higher  up,  it  resembled  an  adenomyoma,  the 
simple,  large  and  small  glands  being  surrounded  by  muscular  layers  (Rob.  Meyer-Weidling). 


Fio.  269. — nfnROADENOMA  FrN- 
008UM.  The  origin  of  the«e  three 
formit  Htill  remains  to  be  determined 
by  more  detailed  investigation.  (In 
part  diagrammatic.)     (Original.) 
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Microscopic  Diagnosis  of  Polyps  and  Tissue  Frag= 
ments  from  the  Genitalia. 

(Myoma,  Myosarcoma,  Mucous    Polyps.) 

The  folia  wing  (Uscussion  will  include  material  removed  by  opera- 
tion as  well  as  8Uch  as  is  expelletl  spontaneously.  Diagno.sis,  progno^sis 
and  treatment  depend  on  the  nature  of  such  material  as  determined 
by  post-operative  examination.  For  example,  if  a  piece  of  tissue  is 
shown  to  be  malignant,  or  the  base  of  a  polyp  exhibits  eareinomatous 
degeneration,  total  extirpation  will  be  performed.  With  a  little  prac- 
tice the  examiner  will  be  able  to  make  the  tliagnosis  in  many  causes 
by  a  careful  naketl«eye  inspection,  but  very  often  a  microscopic 
examination  is  indispensable  and  should   therefore  never  be  omitted. 

Organized  or  unorganized  benign  or  malignant  masses,  products 
of  pregnancy,  may  be  expelled  or  removed  from  the  uterus. 

Unorganized  membranous  structures  have  already  been  described 
in  detail  and  I  shall  here  discuss  the  more  solid,  clumpy  masses 
or  fragments,  which  include  the  large  calcareous  or  stony  concretions 
that  are  expelled  spontaneously  or  have  to  be  removed  by  un<iTgaiiiaeti 
artificial  means.     These  masses  are  derived  from  necrotic  *!"*». 

proliferations  impregnated  with  shreda  of  calcium  (polyps,  polypoid 
myomata),  or  blood  clots  which  have  attached  themselves  in  layers  to 
placental  remains.  After  treatment  with  nitric  or  picric  acid  the  origi- 
nal, partially  organized  tissue  can  be  recognized  (conneetivc  tissue^ 
muscle  and  fibrin).  Occasionally  foreign  bodies  are  found  free  within 
the  uterus  and  attest  the  great  tolerance  which  the  organ  sometimes 
has  for  its  contents. 

Organized  membranous  structures  have  also  been  dis- 
cussed in  a  former  chapter.  For  the  most  part  they  represent  changes 
due  to  pregnancy,  although  occasionally  they  occur  independently  of 
gestation.     In  addition  to  these,  more  compact,  firm  and  orwiimd 

even  polypoid  masses  are  observed  which  owe  their  origin  s«ructure*. 
to  the  products  of  conception.  In  these  masses,  which  sometimes 
attain  the  size  of  a  small  applcj  the  villi  may  be  visible  to  tlie  nakeil  eye 
and  permit  a  diagnosis  of  previous  pregnancy.  They  are  the  BO-called 
placental    polyps.     The  shape  of  these  polyps  may  be  pu,ft!ftt*i 

either  round  or  oval.    The  surface  is  smooth,  rarely  rough;  ^''''^^ 

the  cross  section  not  infrequently  suggests  tlie  laminated  arrangement 
seen  in  thrombi.  The  centre  of  these  structures  is  formed  by  a  vascular 
villous  tissue* 
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Macroscopic  examination  may  not  suffice,  particularly  as  a  villous 
appearance  is  very  apt  to  lead  to  a  false  diagnosis;  hence  in  difficult 
cases  the  microscopic  demonstration  of  villi  and  the  finding  of  decidual 
remains,  usually  in  a  state  of  advanced  fatty  degeneration, 
Due  to  Villous  are  decisive.  With  the  aid  of  the  microscope  it  is  also 
ppearance.  possible  to  determine,  by  the  appearance  of  the  villous 
plugs  (epithelial  processes)  and.  possibly  by  the  presence  of  the  layer  of 
Langhans,  the  period  of  gestation  to  which  the  structures  belong. 
'Villous'  masses,  shaggy,  gangrenous  fragments  of  myomata  may 
simulate  chorionic  villi;  blood  clots  may  take  the  form  of  a  villous 
ramification  instead  of  a  solid  lump,  an  anomaly  which  has  led  to  false 
diagnosis  both  by  macroscopic  and  by  microscopic  examination.  A 
number  of  malignant  tumors  may  be  shaggy  or  villous.  The  products 
of  conception  also  include  the  small  cysts  or  berries  that  are  occasion- 
ally presented  for  examination  and  which  owe  their  origin  to  hydatid 
cysts;   their  discharge  is  accompanied  by  severe  hemorrhage. 

A  large  share  of  the  material  derived  from  the  uterus — usually 
removed  by  operation — is  supplied  by  A.  myomata  (myomatous 
Myomataand  polyps)  and  B.  mucous  polyps.  Myomata  may 
Mucous  Polyps.  {QYvci  whcrcvcr  there  is  muscle,  hence  also  in  the  cervix, 
although  less  frequently  than  in  the  body.  Mucous  polyps  occur  in  any 
part  of  the  uterus  that  is  covered  with  mucous  membrane. 

A.  Myomata  may  be  observed  in  the  form  of  myomatous 
polyps.  They  may  have  a  moderately  thick  pedicle  (myoma  pen- 
dulans)  or  be  attached  to  the  uterus  by  a  broad  base.  Pendulous 
myomatous  polyps  with  a  moderately  thick  stalk  are  usually  edematous 
and  may  exhibit  either  true  myoma-formation  or  only  contain  a  certain 
quantity  of  muscular  tissue;  they  are  usually  covered  with  atrophic 
mucous  membrane,  while  in  the  body  of  the  uterus  considerable 
hyperplasia  of  the  mucous  membrane  may,  and  in  the  case  of 
myomata  usually  does  take  place. 

The  more  muscular,  pedunculated  polyps  which,  even  if 
they  contain  but  little  muscle,  should  be  designated  fibro- 
muscular  (fibrous)  polyps,  may  attain  the  size  of  a  plum  and  are 
Myomatous  somctimcs  vcry  vascular.  The  muscular  tissue  which 
Polyps.  enters   with  the  pedicle'  spreads   out,   and  the  individual 

bundles  become  gradually  thinner,  forming  a  slightly  radiating,  diffuse 
arrangement.  Under  the  atrophic  mucous  membrane  are  numerous 
fibrous  masses  which  push  their  way  in  between  the  strands  of  muscle- 
fibres  in  the  pedicle.  These  muscular  or  fibromuscular  pedunculated 
polyps  may  be  the  seat  of  benign  or  malignant  degeneration. 
Sometimes  the  mucous  membrane  alone,  particularly  the  glands,  may 
show  a  variable  degree  of  hypertrophy:  the  polyp  becomes  glandular 
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(polypus  muscularis  and  fibromuseularis  glandularis); 
the  glands  retain  the  epithelium  which  covers  the  seat  of  their  origin, 
whether  corporeal  or  cervical.  Or,  carcinomatous  or  earcomatous 
degeneration  may  occur:  the  carcinoma  begins  in  the  surface  (in  the 
mucous  glands)  or  in  the  glands  which  have  penetrated  the  polyp. 
The  cancer  is  usually  alveolar,  with  the  formation  of  solid  epithelial 
plugs.     Malignant  adenomatous  proliferations   may  also  occur- 

Ajs  a  rule  the  pedicle  is  free^  and  removal  of  the  polyp  in  equivalent 
to  radical  removal  of  the  carcinoma;  at  the  base  there  may  be  normal 
glands  free  from  malignant  degeneration.  Within  the  polyps  there  is  often 
found  a  combination  of  carcinoma  and  sarcoma; 
the  sarcoma  cells  are  usually  of  the  large  cell  variety,  '^sim™"^! 
with  large,  well  staining  nuclei;  the  sarcomatous  masses  ^^''^"p^yj," 
are  disseminated  throughout  the  polyps.  It  appears  that 
sarcomatous  degeneration  is  prone  to  develop  in  polypoid  proliferations 
whenever  some  nutritional  disturbance  (stasis,  insufficient  nutrition 
when  the  pedicle  is  thin)  is  combined  with  irritation.  The  first  variety 
of  polyps,  which  shows  true  myomatous  development  (myoma  poly- 
posum),  presents  on  the  cut  surface,  in  addition  to  atrophy  of  the 
mucous  membrane,  the  firni^  hard^  glistening  structure  of  myoma, 
usually  circumscribed  and  containing  a  network  of  glistening  bamls  of 
muscle  tissue  which  are  often  likened  to  asbestos,  and  which  represent 
longitudinal,  transverse  and  oblique  sections  of  the  muscular  or  fibro- 
muscular  proliferations.  The  asbestos  appearance  is  most  marked  in 
the  longitudinal  bundles.  Polypoid  myomats  are  usually  spherical  or 
Q&ttened   (almond-shaped). 

Uterine  myomata  are  ver}*^  broadly  sesaile  and  situated  cither 
underneath  the  mucous  membrane  or  at  a  variable  depth  in  the  uterine 
muscle.  The  cut  surface  presents  the  appearance  already  described; 
firm,   hanl   and    whitish   when   there   is   much  connective  iTi,riM 

tissue,  more  grayish  or  grayish-red  and  softer  when  the  Myonmu. 

muscular  tissue  preponderates.  The  tumor  is  called  myoma,  myo- 
ribroma  or  fibrorayoma  (uterine  fibroid), depending  on  the  propor- 
tion of  connective  tissue  present.  In  the  largest  myomata, 
such  as  are  usually  obtained  by  operation,  two  features  of 
special  interest  arc  observed*  First,  the  stratified  muscular 
layer  which  seems  to  peel  off  in  layers  which  surrounds  the  myoma,  and 
second,  the  distinctly  lobular  structure  of  the  tumor.  At  the  periph- 
ery particularly,  spindle-shappcl  an<l  cylindrical  segments  of  varying 
sizes  can  be  separated  from  the  main  tumor.  While  at  the  centre  of 
the  tumor  this  is  not  possible,  one  nevertheless  gets  the  imprecision 
that  the  inrlivitlual  nodes  of  myomatous  tissue  were  originally  loosely 
connected  and  that  their  soUd   consistency  is  the  result  of  adlir^ions. 
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This  peculiar  structure  is  explained  by  the  mode  of  growth — by  appo- 
sition— i,e.,  the  original  myoma  at  the  centre  grows  by  the  constant 
addition  to  its  periphery  of  large  and  small,  newly-formed  myomata. 

In  the  layers  of  muscular  tissue  which  form  around  the 
Growth'^th  myoma,  enlargements  ranging  from  the  size  of  a  lentil  to 
Sdi^ration.       ^^^^  ^^  ^  hcB^u.  slvc  sccu,  which  rcscmble  nerve  ganglia;  at 

first  these  enlargements  are  connected  with  the  myoma  by 
delicate  fibres,  which  in  time  become  shorter  and  thicker,  until  finally 
the  enlargements  are  in  close  contact  with  the  tumor.  By  virtue  of  the 
lamellar  formations  in  the  surrounding  muscle,  which  produce  muscJe- 
rhomboids  as  in  the  case  of  the  gravid  uterus,  the  myoma  can  be 
''enucleated/'  In  the  small,  submiliary  swellings  of  the  muscular 
lamellae,  which  gradually  become  larger  and  are  converted  into  myomata, 
the  first  microscopic  change  is  small  cell  proliferations  (granulation 
tissue),  from  which  the  muscular  and  connective  tissue  portions  ulti- 
mately develop.  Various  changes,  both  benign  and  malignant,  occur 
in  myomata;  sometimes  they  are  distinctly  seen  with  the  naked  eye, 
but  often  they  can  be  discovered  only  with  the  microscope. 

The  most  important  of  the  benign  changes  is  glandular  degen- 
eration. The  glands  in  the  mucous  membrane  proliferate  and  pene- 
trate   the    myoma.      Glandular    degeneration    (adenomyoma)    may 

lead  to  the  production  of  large  structures  or  cysts  the  size 
Metamorphosis  of  a  pigcou's  cgg;  cvery  gland  duct  or  gland  tube  (body) 
yomatA.  ^^^^  ponctratcs  the  myomatous  tissue  may  in  turn  give 
rise  to  fresh  glandular  proliferations;  small  glandular  depressions  are 
even  found  in  deep-seated  myomata.  Considerable  dififerences  may  be 
observed  in  myomata  that  are  situated  side  by  side;  some  may  be  free 
from  glands  while  others  are  the  seat  of  glandular  degeneration.  The 
glandular  wall  is  covered  with  the  epithelium  of  its  site  of  origin,  i.e., 
corporeal  epithelium,  if  the  gland  originates  in  the  corporeal  mucous 
membrane;  the  epithelium  is  often  distinctly  ciliated.  The  character 
of  the  epithelium  decides  whether  a  cyst  or  an  apparently  glandular 
space  is  really  a  gland  or  the  result  of  breaking  down  of  the  tissue,  or 
whether  the  cysts  are  derived  from  lymph  clefts.  Necrosis  (necro- 
biotic  processes)  is  another  benign  change  that  is  frequently  observed. 
Portions  of  the  tumor  or  the  entire  myoma  may  be  completely  devoured 
by  necrosis.  The  necrotic  portions  are  discolored. and  often  separated 
from  the  rest  of  the  tumor  by  a  sharp  or  indented  boundary  line.  In  the 
microscopic  picture  all  that  finally  takes  the  stain  is  a  few  blood-vessels; 
the  rest  is  diffuse,  fibrous,  and  no  longer  capable  of  staining.  Necrotic 
portions  may  be  reddish — claret  color — or  (juitc  yellow  or  whitish;  the 
microscopic  picture  does  not  show  true  ''fat,"  but  rather  a  fine  granular 
mass,  edematous  infiltration  of  the  dead  tissue. 
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Calcification,  with  the  production  of  a  whitish,  friable  mass 
(carbonate  and  phosphate  of  calcium)  often  occurs.  The  calcium  gaits 
are  precipitated  id  the  necrotic  portions  of  the  tissue. 
Direct  metamorphosis  (a)  into  osseous  tissue  not 
infrequently  occurs.  After  removal  of  the  calcium  salts  with  picric  or 
nitric  acid  the  characteristic  picture  of  bone  corpuscles  and  their 
processes  and  Haversian  canals  h  seen  under  the  micro-  Boju^^fomjatitm 
scope;  the  bone  tissue  may  be  isolated  within  the  tissue,  ">  Myamaij*. 
or  calcified  portions  of  the  tumor  may  be  found  in  the  neighborhood. 
(b)  The  occurrence  of  genuine  fatty  tissue  is  also  interesting* 
A  large  myoma  may  contain  enormous  islands  of  fat,  containing 
genuine   yellow  fat-cells. 

The  most  important,  as  well  as  the  most  frequent  among  malig- 
nant changes  is  sarcomatous  degeneration*  The  entire  myoma 
is  rarely  attacked  at  once,  the  affected  portions  sometimes  being 
widely  separated  by  healthy  tissue.  Sarcomatous  degeneration 
may  be  suspected  by  the  naked-eye  appearance  alone.  The 
originally  whitish  tissue,  which  shines  like  asbestos  and  show^s 
transverse  and  longitudinal  layers  from  the  interlacing  or  rhomboid 
fibres,  in  the  cut  surface  appears  sUghtly  elevated  above 
the  surrounding  level;  the  tissue  is  uniformly  velvety,  and 
the  color  a  uniform,  soft  gray.  Under  the  microscope  the 
individual  radiating  and  interlacing  strands  of  muscle-tissue  are  seen 
within  the  fibrous  structure.  The  fleviation  from  the  normal  type  seen 
in  the  nuclei  is  very  conspicuous.  The  narrow,  rotl-shaped  nuelei,  which 
merely  suggest  the  cell  body  of  the  muscle-celk  without  bringing  out 
their  contours  distinctly,  become  large  and  finally  excessively  large, 
broad  and  oval;  the  arrangement  is  irregular  and  the  nuclei  are  very 
variable  in  size*  Gradually  an  atypical,  excessive  growth  Spinai<M»ii 
is  seen,  in  adilitioo  to  the  spindle-shaped  enlargement  of  sitRjpnaa. 

the  elements — ■spindle-cell  sarcoma. — Another  variety  is  the 
large  round  cell  sarcoma.  The  large  nuclei  are  often  irregular 
both  in  shape  and  arrangement  and  look  like  macules  uni^'Roumi 
among  the  smaller  nuclei.  The  picture  is  irregularly  ceitsawcittui. 
strewn  with  <lark  granules.  In  favorable  specimens  the  gradual 
transition  from  the  normal  to  the  sarcomatous  elements  can  be 
seen.  Sarcomatous,  degeneration  of  myomata  is  equivalent  to  the 
sarcomatous  change  in  the  glands  which  proliferate  into  the  myoma 
(carcinomatous  alteration  of  adenomyomata).  It  is  possible,  although 
rare,  for  carcinomatous  degeneration  in  the  neighborhood  to  penetrate 
into  a  myoma. 

The  pathologist  is  occasionally  requested  to  examine  cyHndricalj 
solid,  dark  red,  or  circular  masses  w^hich  suggest  polypoid  or  myomatous 
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material.  These  masses  are  expelled  spontaneously  or  appear  during 
labor  along  with  the  child's  head;  or  they  are  removed  from  the 
anterior  or  posterior  lip  of  the  cervix.  By  careful  macroscopic  exami- 
cervicai  uatiou  thcsc  solid  masses  can  be  identified  as  parts  of  the 

'^"^"^  cervix    (vaginal  portion).     They  present  an  outer  sur- 

face covered  with  squamous  epithelium  and  an  inner  surface  showing 
the  cervical  folds.  If  the  partially  separated  lip  remains  in  situ  for 
some  time  after  labor  and  retains  its  connection  with  the  cervix,  a  change 
in  the  shape  of  the  epithelium  takes  place  and  a  detailed  microscopic 
examination  is  necessary  to  identify  the  tissue. 

B.  With  regard  to  mucous  polyps,  they  have  the  same  com- 
position as  the  soil  from  which  they  spring.  Stroma  and  parenchyma 
are  the  same,  and  the  proportions  only  are  changed.  Mucous  polyps 
Mucous  "^^y  be  glandular  or  interstitial  whether  they  originate  in 

Polype.  -j-jjg  body,  the  cervix  or  the  vaginal  portion;   if  glands  are 

practically  absent,  a  fibrous  polyp  results.  With  regard  to  nomen- 
clature, the  term  cervical  or  corporeal,  glandular  or  fibrous   polyp  is 

to  be  preferred  to  adenoma.  Cervical  adenoma  and  cor- 
p^fy^pJif-  poreal  adenoma  are  also  used  to  designate  either  circum- 
Ad^o^.  scribed    (polypoid),    or   diffuse    glandular   proliferation   of 

the  mucous  membrane.  Adenoma  means  a  gland  tumor; 
hence  a  fibrous  polyp  would  be  a  gland  tumor  without  glands  or  con- 
taining very  few  glands.  The  term  adenoma  has  no  advantage  over 
polyp,  to  which  we  have  become  so  accustomed  that  we  are  no  longer 
disturbed  by  its  derivation  ('supplied  with  many  feet')-  On  the  other 
hand,  we  have  also  become  accustomed  to  associating  the  idea  of 
malignancy  with  the  term  adenoma. 

Polyps  of  the  corporeal  mucous  membrane  may  be 
glandular.  The  glands  may  be  dilated  or  cystic;  like  the  surface 
they  are  covered  with  a  single  layer  of  cylindrical  epithelium.  In  large 
Glandular  cystlc  dilatatious  the  epithelium  is  more  cuboidal  and  of 

Polype.  ^Y^Q  corporeal  type;    the  protoplasm  stains  well  and  the 

nuclei  are  central.  The  glands  in  the  polyps  may  increase  by  divi- 
sion, or  new  glands  may  be  formed  by  dipping  down  of  the  surface 
epithelium.  When  the  glands  are  but  little  involved,  fibrous  polyps 
are  produced — p olypus  mucosus  corporis  interstitialis 
(glandularis).     Extensive,   broadly  sessile    proliferations,   which  to 

the  naked  eye  often  present  an  appearance  similar  to  that 
.ationof  of  frog-spawn,  owing  to  slight  dilatation  of  the  glands,  are 

^^^'^'  designated   molluscum.      Alterations   may  take  place 

in  corporeal  polyps  by  a  simple  increase  in  the  layers  of  epithelium  at 
the  surface;  one  side  of  the  polyp  only  is  usually  affected  and  the 
process,  which  is  on  the  whole  rare,  is  of  no  special  significance. 
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Ordinary  epidermalization  and  modifications  of  the  pictures  of 
polyps  may  result  from  marked  ineroase  of  the  blood-vessels  and  hem- 
orrhages. Malignant  degeneration  is  on  the  whole  rare.  In  oarei- 
noma  the  epithelium  becomes  stratifie<l  and  proliferates; 
the  picture  is  usually  that  of  alveolar  carcinoma,  but 
malignant  adenomyonia  also  occurs.  Sarcomatous 
degeneration  is  even  rarer  than  carcinoma  in  mucous 
polyps;  but  the  alteration  is  common  in  processes  associated  with  great 
nutritional  disturbances  (stasis,  pressure),  aa,  for  example,  pyometra. 

Mucous  polyps  of  the  cervix  like  those  of  the  body  may 
be  either  glandular  or  fibrous  (interstitial).  Constriction  of  the  glands 
occurs  much  more  frequently  than 
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in  the  corporeal  polypSi  and  the 
cystic  dilatations  are  greater*  The 
epithelium  in  the  glands  is  of  the 
tall  cylindrical  type,  in  the  dilated 
portions  somewhat  shorter;  the 
cell  body  does  not  stain  and  the 
nuclei  are  basally  situated.  The 
same  elevations  which  are  seen  in 
the  cervical  glands  and  wluch  in 
transverse  sections  look  like  papillae 
may  occur  in  polyps.  Conversion 
of  the  surface  epithelium  into  a 
stratified  epithelial  layer  is  much 
more  common  than  in  the  case  of 
corporeal  polyps;  the  stratified  epithelium  projects  into  the  glands,  or 
even  to  a  considerable  depth  into  the  substance  of  the  polyp.  If  the 
cervix  becomes  greatly  dilated  or  the  cervical  polyp  emerges  from  the 
dilated  os  epithelial  pearly  bodies,  onion-like  structures, 
which  are  very  apt  to  suggest  malignancy,  may  ilevelop  in 
the  epithelium.  In  transverse  and  oblique  sections  the  pictures  are  very 
often  suspicious,  the  tissue  appears  to  contain  *  cancer  nests*  and  *  cancer 
plugs/  Malignant  degeneration  is  rare  in  polyps,  and  if  epithe- 
lial changes  are  present »  great  caution  must  be  observed  in 
giving  an  opinion  on  the  microscopic  picture.  As  already 
emphasized  J  the  structure  of  the  base  must  be  particularly 
investigated  in  the  case  of  polyps.  The  surface  of  cervical  polyps,  like 
the  mucous  meuibrane  of  the  cervix  itself,  may  be  the  seat  of  papillary 
proliferation  ^corresponding  to  papillary  erosion).  New  forms  of  cervical 
glands  may  also  result  from  dipping  down  of  the  surface  epithelium. 
Polypoid  proliferations  which  occur  in  the  vaginal  imrtion 
should  not  be  designated  mucous  polyps.    They  originate  in  the  erosion 
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glands,  which  are  constricted  ofif  by  the  epidermidalization,  become 
enlarged  from  the  accumulation  of  mucus,  and  finally  converted  into 
'follicles'  (ovula  Nabothi).  By  proliferation  so-called  follicular 
polyps  may  be  formed;  cervical  polyps  often  develop  in  the  same 
manner.      No  noteworthy  changes  require   mention.     In  the  vaginal 


:^ 


Flo.  271. — Fallopian 
Tube:  single  layer  of 
cylindrical  epithelium. 
(Original.) 


Fio.  272. — Ureter: 
Btratified  epithelium. 
(Original.) 


portion  hard,  villous,  polypoid  structures  are  occasionally  found,  cov- 
ered on  the  outer  surface  with  the  stratified  epithelium  of  the  vaginal 
portion,  and  occasionally  with  cervical  epithelium  on  the  inner  surface; 
but  the  stroma  of  these  structures  is  exactly  like  that  of  the  portio 
vaginalis.  The  formation  of  these  structures  must  be  attributed  to 
ulceration  of  one  Hp,  or  a  large  portion  of  one  lip,  during  labor  (see 


Fio.  273. — VfrftMiFORM  Appendix:  fecal  remains,  glands,  follicles.    (Original.) 

above).  The  racemose  polypoid  proliferation — exceedingly  malignant 
sarcomatous  changes  (cauliflower-tumors) — have  already  been  discussed 
in  connection' with  cancer  (see  above). 

T'rethral  polyps  often  liave  a  very  thick  epithelial  layer  with  crypt-like  depres- 
sions; in  the  microscopic  picture  they  are  apt  to  arouse  the  suspicion  of  cancerous  degen- 
eration. As  a  rule  the  stratified  epithehum  is  covered  with  a  layer  of  cylindrical  cells  (comp. 
Fig.  59).    As  in  the  case  of  polyps,  the  greatest  caution  is  necessary  in  making  a  diagnosis. 
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So-oalled  urethral    funi^us,  which  is  often  submitti?d    for  an  optnion,  iisimUy  ron- 
tains  gmniiktion-lisaue,  rather  drkted  vessels  and  ii  ihin  layer  of  epithelium.     Fraginent-® 
of  tissue  from  the  bladder  may  be  quite  difficult  to  interpret  (Fig.  270). 
Papillary  proUferat  ion»  (papiUoina   veaiculae   urinaria  e)  nmy  Im  Ti»ua  *■'"«- 

submitted  for  an  opinion  which  are  covered  witli   unusually  thick  epithe*  xXvt^  Hlidilur- 

lium  or  possess  only  a  single  eotmecttvo  tissue  atalk.     h&  only  a  Brrudl  quan- 
tity of  material  is  unuaUy  available,  it  is  often  very  difficult  to  decide  w licther  the  epithelial 
prohferation  is  extending  progressively  into  the  deep>er  layers  of  the  tissue,  in  other  worde, 
whether  carcinoma  is  present  < 

Occasionally  certain  other  peculiar  tlungs,  derived  from  the  genitalia  or  said  to  be 
derived  from  the  genitalia  (various  foreign  bodies),  are  submitted  for  examination.  Piira- 
sitee  (oxyurk)  oceasionaJly  get  into  the  genitalia.  I  sliall  not  discuss  these  thingi^  here,  inter- 
esting though  they  sometimes  are*  A  question  which  the  examiner  is  occ^fwiionally  asked  is 
whether  certain  cord-hke,  linn,  whitish  partk'ks  which  are  found  in  pxtlrpaled  myomata  or 
uteri  are  ureter,  vermiform  appendix  or  Fallopian  tube.  The  pieces  ai^  often  so  smaU  tlmt 
the  decision  cannot  be  made  with  the  naked 
ye.  The  t  vi  be  (Fig*  271)  is  hned  with  a  single 
riayer  of  cylindrical  epithelium,  difTcring  from 
the  ureter  (Fig*  272],  which  lia^  nt  ratified 
squamou.^  epithelium;  some  differences  in  the 
arrangement  of  the  muscle  fibres  are  abo 
ol)served.  The  vermiform  appendix 
(Fig.  273)  may  be  identified  by  fecal  contents 
and  by  the  glands  and  follicular  structures  con- 
tainer I  in  the  mucous  mcmbnine*  8 mall  pieces 
of  uterine  muscle,  which  may  be  often  includeil 
in  a  specimen  obtained  from  a  greatly  altered 
and  adherent  tube,  are  recognized  by  the 
picture  of  the  muscular  fibres  and  by  their 
arrangement.  It  is  important  to  subject 
everything  that  is  expelled  from  the  uteriis 
and  everything  derived  from  the  uterus  to 
careful  maeroseopic  inspection  and,  if  there 
in  the  iJIghtest  doubt,  the  tissue  must  also  be  ex&Runed  under  the  microflcoije.  The  expert 
will  usually  be  able  to  interpret  with  the  naked  eye  things  which  a  less  practiced  examiner 
will  find  difficulty  in  reeogniiing  even  with  the  aid  of  the  microecope. 

In  connection  with  myomatous  and  polypoid  masses  mention 
should  be  made  of  the  fragments  of  tis.sue  which  sometimes  adhere  to 
the  examiner's  finger  and  the  study  of  whieh  is  often  very  important. 
Careful  microscopic  examination  in  the  recent  state  or  T,9*yeF««, 
after  embedding  the  material  may  prevent  serious  errors,  ^rth^cS^ 
The  diagnosis  made  with  the  finger  during  examination,  ExAtmn^tion. 
e*^*,  the  iliagnosis  of  abortion,  may  prove  to  be  erroneous.  In  beginning 
carcinoma,  which  is  situated  at  the  internal  im  an*!  iiumediately  above 
that  point,  the  most  experienced  clinician  may  make  a  mistake  in 
Ldiagnosis  unless  a  microscopic  examination  is  made  of  the  particles  of 
tissue  that  adhere  to  the  finger. 

There  is  one  mistake— that  of  basing  one's  judgment  on  individual 
cells — which  must  be  carefully  avoiderl.  There  are  no  specific  elements 
that  indicate  cancer  with  absolute  certainty*  The  bladiler  cells  are  the 
physiologic  prototypes  of  carcinoma,  as  the  decidual  celLs  are  the  proto- 
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types  of  sarcoma.    In  very  rare  cases  certain  conclusions  may  be  drawn 

from  solitary  epithelial  cells  (supported  by  clinical  observation),  if,  for 

example,  material  without  any  other  foreign  admixture  is 

A  Microscopic  ^  o 

Diagnosis  Based  obtained  from  the  cervix  in  which  large  epithelial  struc- 
cSiiAViie^  tures  with  abnormally  large  nuclei  are  found — elements 
ceptivc.  which  do  not  occur  in  this  situation  under  other  circum- 

stances. Not  only  the  elements  of  malignant  tumors  have  their  physio- 
logic prototypes  and  are  therefore  not  in  themselves  characteristic,  the 
Bladder  ceiu  structurc  of  malignant  neoplasms  also  has  its  prototype. 
and  Decidual       xhc  niucous  membrane  of  the  tube  (see  above)  in  its  abdom- 

CelUare  the  ,  .  ,         ,  ,  ,  ,.  ,  i        •    i 

Prototypes  of  mal  portiou  closcly  resembles  malignant  adenoma  and  might 
and  Sarcoma  bc  mistaken  for  a  metastasis.  Benign  changes  in  certain 
^*''*  ^'  portions  resemble  the  malignant  neoplasms  that  occur  else- 
where :  the  picture  of  an  ovarian  cyst  resembles  that  of  glandular  cancer 
elsewhere.  Changes  of  the  nasal  mucous  membrane  (nasal  polyp.  Fig. 
^   .  .   .  274),  judged  by  their  structure  alone,  might  be  mistaken 

Physiologic  -.  .--  ,.  .  . 

Prototype  of  for  carciuoma  if  found  m  other  situations,  and  the  same 
might  be  said  of  papillary  changes  in  the  urethra.  Hence 
the  study  of  diagnosis  must  include  not  only  the  study  of  the  normal 
composition  of  tissues,  but  also  a  knowledge  of  the  changes  that  occur 
in  different  situations.  Malignant  degenerations  vary  in  their  appearance 
and  form  according  to  the  organ  that  is  attacked. 
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Diagnosis  of  Tubal  Diseases. 

The  most  important  among  the  tUseascs  of  the  tubes  are  the  in  flam- 
matorj'  diseases,  which  are  all  due  to  infeetion-  The  structures  are  invaded 
by  microorganisms  from  without,  usually  from  the  uterine  cavity,  more 
rarely  the  abdominal  cavity;  these  lodge  in  the  folds  of  the 
mucous  membrane  and  produce  a  reaction  which  extends 
to  the  rauscularis  aurl  the  serous  coat.  The  inflammatory  products  at 
the  same  time  are  deposited  in  the  interior  of  the  tube  and,  when 
the  abdominal  extremity  closes  up,  accumulate  and  cause  distention. 

Depending  on  the  kind  of  microorganij^ims,  the  degree  and  extent 
of  the  tissue  reaction,  and  the  age  of  the  process  a  variety  of  clinical 
pictures  are  produced.  As  these  frequently  represent  only  different 
stages  of  the  same  disease^  the  development  of  one  form  from  another 
can  be  directly  seen  if  the  patient  is  long  enough  under  observation. 
For  example,  a  recent  gonorrheal  infection  of  the  tube  produces  a  puru- 
lent salpingitis;  as  the  accumulation  of  pus  which  results  from  closure 
of  the  abdominal  extremity  becomes  more  abundant,  a  pyosalpinx 
develops,  and  in  the  course  of  years,  as  the  tissue  reaction  subsides  and 
the  pus  becomes  absorbed,  a  hydrosalpinx  resulta.  The  disease  may 
require  medical  intervention  at  any  stage,  and  it  is  therefore  neeessarj^ 
to  resolve  inflammatory  tubal  diseases  into  the  intlividual  clinical 
pictures  which  the  physician  is  called  upon  to  diagnosticate. 

Inflammatory  disease  of  the  tubes  occurs  in  the  folloi^ing  forms: 


Salpingitis. 

Anatoinic  Picture.  In  catarrhal  salpingitis  the  mucous  mem- 
brane is  swollen  and  the  lumen  of  the  tube  is  filled  by  its  thickened 
folds.  The  muscularis  is  modcratcdy  infiltrated  and  only 
slightly  thickened.  Through  the  abdominal  extremity 
the  inflammation  extends  to  the  adjoining  pelvic  peritoneum  and  the 
serous  covering  of  tlie  tube  itself,  and  produces  adhesions  between  the 
abdominal  extremity  and  the  a<ljacent  organs.  The  lumen  contains 
moderate  quantities  of  serous  fluid.  In  purulent  salpingitis  the 
inflammatory  processes  are  increased  in  severity^  The  swelling  of  the 
mucous  membrane  is  much  greater,  and  ulcers  are  sometimes  present. 
The  muscularis  is  extensively  infUl rated  and  often  as  thick  as  the  thumb* 
The  infection  travels  from  the  tubal  wall  and  out  by  the  abdominal 
extremity  to  reach  the  serous  covering  of  the  tube,  as  well  as  the  pelvic 
peritoneum^  and  leads  to  occluiion  of  the  fimbria*  and  adhesions  with 
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the  organs  that  are  in  contact  with  the  infected  areas.  In  this  way  the 
tube  becon>es  adherent  to  the  omentum,  intestines,  bladder,  uterus, 
and  particularly  the  pelvic  wall  around  the  fimbria?.  Not  infrequently 
the  inflammation  penetrates  the  connective  tissue  surrounding  the  tube 
and  produces  a  circumscribed  thickening.  The  lumen  usually  con- 
tains some  pus,  which  may  be  serous,  cheesy,  granular  or  inspissated. 
In  this  way  the  normal  tube  becomes  thickened  and  forms  a  cord 
which  follows  the  normal  course  of  the  tube  from  the  cornu  of  the  uterus 
in  a  convex  line  downward  and  backward. 

Diagnosis.  While  palpation  of  the  normal  tube  is  very  difficult 
and  possible  only  under  favorable  conditions  of  the  abdominal  walls, 
diseased  tubes,  owing  to  the  thickening  of  their  walls,  are  quite  easy 
Palpation  of  to  fccl.  The  examining  hand  is  pressed  firmly  against  the 
the  Tubes.  internal  hand,  so  that  the  palpating  fingers  come  in  contact 

alongside  of  the  uterus,  and  are  moved  up  and  down  in  a  direction 
perpendicular  to  the  course  of  the  tube,  when  a  cord  of  varying  thick- 
ness will  be  felt  rolling  between  the  fingers.  If  the  tube  is  very  near  the 
anterior  pelvic  wall,  it  may  be  difficult  to  bring  the  fingers  together  at 
that  point;  but  if  the  uterus  is  elevated  with  the  internal  hand,  thus 
bringing  the  tube  ftearer  the  abdominal  wall,  it  will  be  felt  with  the  exter- 
nal hand  as  a  transverse  cord  immediately  underneath  the  abdominal 
walls.  In  searching  for  the  tube  the  hands  must  be  kept  near  the  cornu 
of  the  uterus  because  the  tubes  are  hardest  at  that  point,  whereas  near 
the  abdominal  extremity  the  cord  is  softer  and  its  shape  more  indefinite; 
occasionally  palpation  of  the  uterine  portion  may  be  rendered  easier  by 
rolling  it  back  and  forth  on  the  lateral  aspect  of  the  uterus  as  a  base* 

The  palpatory  findings  in  salpingitis  vary,  depending  on 
whether  the  process  is  quite  acute,  or  secondary  changes  resulting  from 
inflammations  are  present.  In  acute  conditions,  owing  to  the  greater 
tenderness  of  the  tube  and  the  peritoneal  involvement,  it  is  usually 
impossible  to  feel  the  tube  itself,  and  the  examiner  must  be  content 
with  localized  tenderness  in  the  tubal  region;  or  possibly  an  indefinite, 
soft  consistency  with  indefinable  limits  may  be  recognized.  Hence  the 
diagnosis  in  this  stage  is  usually  uncertain.  After  a  certain  interval, 
usually  a  few  days,  the  tubes  themselves  can  be  felt  and  the  inflam- 
matory changes  can  be  demonstrated  by  palpation.  The  changes  vary 
according  to  the  intensity  of  the  inflammatory  reaction. 

In  the  mildest  forms  of  catarrhal  salpingitis  the  tube  is  but 
slightly  thickened,  often  merely  a  little  harder  than  a  normal  tube  and 
somewhat  painful  on  pressure.  In  chronic  cases  pain,  occurring  only 
at  the  instant  when  the  tube  is  engaged  between  the  palpatory 
fingers,  is  the  only  demonstrable  sign.  The  greater  the  inflammatory 
reaction  in  the  wall,  the  thicker  and  harder  will  be  the  cords.     The 
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ovary  may  be  found  isolated  in  the  arch  formed  by  the  tube  or  close 
to  the  abdominal  extremity  (Fig,  275).  Adhesions  are  sometimefl 
absent  altogether  or  may  be  few  in  number  and  soft. 


0 


Fia,  1275. — CATJ^ttHitA^t  Sj*Li*tJ*iaiTW,     P.-F,    Vi,     (Original,  i    TTie  left    tube  efinfAin^  a   nodular   ffWeltiiig; 
bulh  oviirie«  c&n  b«  outlinw] ;  no  vdhesionM. 

In  purulent  salpingitis  the  objective  changCB  are  mueh  more 
pronounced  and  the  diagnosis  is  accordingly  much  easier.  The  tube, 
which  is  often  as  thick  as  the  finger,  is  readily  identified  by  its  arching 
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Flo*  2T0. — PimnLisfT  Salpisqitiii,    P^F,   J4-    (OrleinAl*)    Riglit    lulw  very   t^irtuoiw:    left  tube  dmwn 
oui  ikad  #mToujid«d  by  adbaniiQiu  »>t  its  ^Ulomiiuii  extrenuiy. 

and  slightly  tortuous  course.  It  is  always  easiest  to  feel  the  uterine 
portion  of  the  tube,  which  begins  at  the  cornu,  because  it  is  broad  and 
thick  and  occasionally  contains  a  few  nodules;  while  the  lateral  portion ^ 
being  filled  with  secretion  and  adherent  to  the  pelvic  wall  and  the 
ovary,  ie  mueh  less  distinutly  felt  {Fig,  276),     The  consistency  of  the 
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tube  18  very  hard  and  firm,  and  tenderness  is  rarely  wanting,  but 
depends  in  the  main  on  the  character  of  the  accompanying  inflammation. 
The  outer  convex  outline  is  usually  much  more  distinctly  palpable  than 
Purulent  the  inner,  concave  border  toward  the  uterus,   because  the 

sdpiugitis.  inflammation  often  extends  from  this  point  to  the  broad 
ligament,  obscuring  the  latter,  and  also  on  account  of  the  numerous 
adhesions  with  the  uterus.  The  ovary  can  rarely  be  felt  separately, 
but  its  position  may  be  inferred  if  an  isolated  tumor  is  outlined  along- 
side of  the  abdominal  extremity  of  the  tube.  The  diagnosis  of  tubal 
disease  is  rendered  much  more  diflScult  by  certain  displacements  of  the 
uterus.  In  retroposition,  for  example,  the  fundus  and  tubes  are  placed 
so  far  backward  that  it  is  very  difficult  to  differentiate  them.     Examina- 


Fio.  277. — DoiTBLK  Pyobalpinx  in  R»rrROVKRaioN  ok  thk  Utkri's.   P.-F.    H.     (Orisinal.) 

tion  under  anesthesia  is  often  re(iuirod.  In  retroversion  and  retro- 
flexion it  is  almost  never  i)()fci!sible  to  fe(4  every  portion  of  the  tube; 
the  uterine  portion,  which  is  iliagnostically  most  important,  can  be 
reached  only  by  forcibly  elevating  the  posterior  vaginal  vault.  On  the 
other  hand,  the  club-shaped  extremity,  which  is  directed  forw^ard, 
can  often  be  felt  quite  easily  (Fig.  277).  It  may  be  possible  by  means  of 
a  rectal  examination  to  recognize  the  tubal  disease  when  the  uterus  is 
in  retroflexion.  Occasionally  in  retroversion  only  a  part  of  the  thick- 
ened tube  is  felt  alongside  of  the  uterus  and  identified  as  the  tube  by 
its  cylindrical,  finger-like  shai)e. 

Differential  Diagnosis.  If  the  swelling  of  the  tube  is  at  all  distinct, 
it  is  hardly  i)ossil)le  to  mistake  the  diagnosis  of  salpingitis.  The  normal 
ovary  must  not  be  mistaken  for  the  abdominal  extremity  of  a  thick- 
ened tub(\  If  the  ovary  is  spindle-shaped  and  gradually  merges  with 
the  ovarian  ligament,  it  may  resemble  a  tube  very  closely;   but  as  the 
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latter  is  inserted  high  up  at  the  fundus,  while  the  ovarian  ligament  is 
much  lower  down,  the  point  of  insertion  can  be  determined  by  careful 
examination  of  the  lateral  aspect  of  the  uterus;  or  the  uterine  portion 
of  the  tube,  in  which  the  changes  are  most  distinct  in  every  form  of 
tubal  disease,  may  be  investigated. 

Parametritic  and  perimetritic  adhesions  rarely  give 
rise  to  errors,  because  diseased  tubes  are  thicker  and  more  round  than 
adhesions  and  because  the  latter  are  usually  multiple  and  do  not  present 
the  characteristic  course  of  the  Fallopian  tubes.     Accumulations  of 
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Pig*    278. — Vabioiiw  Fobim  or  RrrejinoN  Ttnicmfi  or  toe  Fallopian  TtTBS,    H,    (From  i 
Kel.  UiMversiiiiij-FniiienJEliuik  in  Berlin.) 


I  in  Uift 


scybala  in  the  sigmoid  flexure^  and  sometimes  even  the  empty  gut, 
may  be  mistaken  for  a  thickened  tube  on  the  left  side,  because  the  rows 
of  scybala  may  simulate  tortuosity  and  may  occupy  the  situation  of  the 
tube.  The  sigmoid  flexure,  however,  oiiving  to  the  length  of  it^  mesen- 
tery, is  always  more  movable  than  the  tube;  it  is  sometimes  placed  in 
front  of  the  uterus;  and  the  scybala,  unless  they  are  too  hard,  can  be 
compressed  and  are  not  painfuL  Finally,  the  diagnosis  can  be  assuretl  by 
repeated  examination,  particularly  after  laxatives  have  been  administered. 

Retention    Tumors. 

When  the  abdominal  extremity  of  the  tube  is  occluded  by  peri- 

jingitic   inflamrimtiun   and   the   mucous   membrane  secretes  inflam- 

Itory  products,  the  latter  accumulate  in  the  lumen  and  distend  the 
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tube  IS  very  hard  and  firm,  and  tenderness  is  rarely  wanting,  but 
depends  in  the  main  on  the  character  of  the  accompanying  inflammation. 
The  outer  convex  outline  is  usually  much  more  distinctly  palpable  than 
Purulent  the  inner,  concave  border  toward  the  uterus,  because  the 

Sdpingitis.  inflammation  often  extends  from  this  point  to  the  broad 

ligament,  obscuring  the  latter,  and  also  on  account  of  the  numerous 
adhesions  with  the  uterus.  The  ovary  can  rarely  be  felt  separately, 
but  its  position  may  be  inferred  if  an  isolated  tumor  is  outlined  along- 
side of  the  abdominal  extremity  of  the  tube.  The  diagnosis  of  tubal 
disease  is  rendered  much  more  diflScult  by  certain  displacements  of  the 
uterus.  In  retroposition,  for  example,  the  fundus  and  tubes  are  placed 
so  far  backward  that  it  is  very  difficult  to  differentiate  them.    Examina- 


Fio.  277. — Double  Pyosai.pinx  in  Retroversion  ok  the  Uterus.   P.-F.    H.     (Original.) 

tion  under  anesthesia  is  often  required.  In  retroversion  and  retro- 
flexion it  is  almost  never  possible  to  feel  every  portion  of  the  tube; 
the  uterine  portion,  which  is  diagnostically  most  important,  can  be 
reached  only  by  forcibly  elevating  the  posterior  vaginal  vault.  On  the 
other  hand,  the  club-shaped  extremity,  which  is  directed  forward, 
can  often  be  felt  quite  easily  (Fig.  277).  It  may  be  possible  by  means  of 
a  rectal  examination  to  recognize  the  tubal  disease  when  the  uterus  is 
in  retroflexion.  Occasionally  in  retroversion  only  a  part  of  the  thick- 
ened tube  is  felt  alongside  of  the  uterus  and  identified  as  the  tube  by 
its  cylindrical,  finger-like  shape. 

Differential  Diagnosis.  If  the  swelling  of  the  tube  is  at  all  distinct, 
it  is  hardly  possible  to  mistake  the  diagnosis  of  salpingitis.  The  normal 
ovary  must  not  be  mistaken  for  the  abdominal  extremity  of  a  thick- 
ened tube.  If  the  ovary  is  spindle-shaped  and  gradually  merges  with 
the  ovarian  ligament,  it  may  resemble  a  tube  very  closely;   but  as  the 
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latter  is  inserted  high  up  at  the  fundus,  while  the  ovarian  ligament  is 
much  lower  down^  the  point  of  insertion  can  be  determined  by  eareful 
examination  of  the  lateral  aspect  of  the  uterus;  or  the  uterine  portion 
of  the  tube,  in  which  the  changes  are  most  distinct  in  every  form  of 
tubal  disease,  may  be  investigated* 

Parametritic  and  perimetritic  adhesions  rarely  give 
rise  to  errors,  because  diseased  tubes  are  thicker  and  more  round  than 
adhesiong  and  because  the  latter  are  usually  multiple  and  do  not  present 
the  characteristic  course  of  the    Fallopian  tubes,     Accumulationa  of 


Fto,    27$, — VAMsmm  Foiuw  of  RpTiiffrici?*  Tumo»»  or  the  F*.Li^piAjfi  Tubk.   5i,    (Frotn  sftcdtnetis  La  iIm? 
Kgl.  L'tiivri^it^ts-Frftuenldjfiik  in  I3«r)m,) 

scybala  in  the  sigmoid  flexure,  and  sometimes  even  the  empty  gut, 
may  be  mistaken  for  a  thickened  tube  on  the  left  side,  because  the  rows 
of  scybala  may  simulate  tortuosity  and  may  occupy  the  situation  of  the 
tube*  The  sigmoid  flexure^  however,  owing  to  the  length  of  its  mesen- 
tciY,  is  always?  mure  movable  than  the  tube;  it  is  sometimes  placed  in 
front  of  the  uterus:  and  the  scybala,  unless  they  are  too  hard,  can  be 
compressed  and  are  not  painful.  Finally,  the  diagnosis  can  be  assured  by 
repeated  examination,  particularly  after  laxatives  have  been  administered. 

Retention    Tumors. 

When  the  abdominal  extremity  of  the  tube  is  occluded  by  peri- 
salpingilic  inflammation  and  the  mucous  membrane  secretes  inflam- 
matory products,  the  latter  accumulate  in  the  lumen  and  distend  the 
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tube.  The  abdominal  portion  of  the  tube  has  the  greatest  capacity  and 
here  the  distention  is  accordingly  greatest,  while  the  uterine  portion 
dilates  but  little  and  the  interstitial  segment  rarely  takes  part  in  the 
distention  at  all.  The  thickness  of  the  tumor  wall  is  variable  and 
determines  the  distensibility  of  the  tube.  If  there  is  little  infiltration, 
the   wall  yields   readily  and   the   distention  is  proportionately  great. 

Palpatory   Findini^. 

The  palpatorj'  findings  in  retention 
tumors,  which  form  the  basis  of  diag- 
nosis, var}'  according  to  the  conditions 
present  (see  Fig.  278) — old  processes 
with  thin,  watery  contents  (hydro- 
salpinx), more  or  less  recent  active 
processes  with  suppuration  (py ©sal- 
pinx), or  an  accumulation  of  blood 
in  the  tube  (hematosalpinx).  For 
conditions    will    be    treated    separately. 

tumor,    which    is    usually 
the    following    properties: 


Fio.  279. — Hydrobalpisx  with  Ovart. 
(Specimen  from  the  KrI.  Universitats- 
Fnueoklinik  in  KonixHberg.) 


this    reason    these    three 

Hydrosalpinx    represents   a   thin-walled 
filled    with    simple    serous    fluid.      It    has 

The  shape  of  the  hydrosalpinx 
depends  in  the  main  on  the  distribution 
of  the  contained  fluid;  as  most  of  the 
contents  accumulate  in  the  abdominal 
portion,  the  typical  shape  of  the  hydro- 
salpinx is  that  of  a  club  with  a  very  thick 
extremity.  Preformed  tortuosities  in  the 
tube,  with  an  abundance  of  folds  in  the 
lumen,  may  alter  the  shape  by  dividing 
the  tube  into  separate  portions;  or,  if 
they  lead  to  complete  occlusion,  convert 
the  abdominal  portion  into  approxi- 
mately round  tumors  contrasting  sharply 
with  the  less  distended  uterine  segment  (Fig.  280).  The  shape  is 
greatly  influenced  by  the  relations  of  the  tube  to  the  mesosalpinx,  which 
is  too  short  for  the  tube  and,  if  the  latter  is  distended  with  fluid,  forces 
it  to  form  tortuosities  as  in  the  cas(»  of  the  intestine  and  mesentery. 
The  tortuosities  usually  occupy  the  median  half,  which  is  attached  by 
a  pedicle  to  the  uterus  and  pelvic  floor.  In  this  way  the  characteristic 
convolutions    of    tubal    tumors    are    i)ro(hice(l    (Fig.    278 1    and    2783). 

In  exc(»[)tional  cases  hydrosalpinx  (levelo|)s  between  the  layers  of 
the  broad  ligament.  In  such  a  case  tortuosities  are  not  produced  (at  least 
they  cannot  be  felt  as  in  the  case  of  a  freely  movable  tube), and  the  hydro- 


Fio.  280. — Htdrosalptnx  with  Sac- 
ri'LAR  Dilatation  of  the  Abdominal. 
ExTHKMiTY.  (Specimen  from  the  KkI.  Uni- 
venitats-Frauenkliuik  in  KOnigsberg.) 
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salpinx  represents  an  approxiniatply  round  tumor  with  a  fairly  smooth 
surface,  covored  with  pentonnim.  If  jmrt  of  the  contents  i.^  absorbed, 
the  hydrosalpinx  collapi^es  and  iwh  Yikv  a  flat,  ribbon-shapetl  structure. 
The  position  of  the  hydrosalpinx  corresponds  in  the  main  to 
the^  position  of  the  nonrial  tube.  The  uterine  portion  h  ahvaVR  in  its 
place,  whih*  the  dilated  fimbriated  extremity  Ues  deep  in  Douglas' 
space  or  in  contact  with  the  lateral  or  po*sterior  surface  of  the  uterus; 
in  rare  eaacj?  above,  and  atlherent  to  the  fundus.  Most  frequently  the 
abdominal  extremity  is  found  in  front  of  the  sacro-iliac  artitulation,  in 
the  lateral  portion  of  Douglas'  space.  Occasionally  the  tube  is  bent 
over  forward  and  occupies  the  vcsieo-uterine  excavation.  Great  varia- 
tions in  the  position  are  possible  if  the  mobility  of  the  tube  has  not  been 
abolished  by  adhesions.     Intraligamentary  tubal  tumors  arc  held  near 


PitK  2SL — IwTRiiiJiiAifFiWTAftTr  HrriiuMiJiLPtxx  or  TUP  nioirr  Sm^,  P.-F*  H.  {Oriiliuil.)  Tim 
tumor  c»nnot  b«  dlfr«irpiiti»i«<ri  frofrt  the  utvru*  nndl  ud  fj^H  by  rxudlftt<«  At  itK  bone^  ftbovc,  llie  tbiekoDed 
UtvriiiH  purl  ion  uf  ilm  tulw  »»  Uiitiijctly  fell, 

the  uterus  by  the  broad  ligament,  usually  fill  out  that  structure, 
and  He  close  to  tlic  body.  If  they  are  large  enough  they  push  the  free 
edge  of  the  ligamrnt  upward  and  project  above  the  fundus,  but  they 
rarely  grow  downward  into  the  deeper  portions  of  the  parametrium. 

The  mobility  depends  on  the  degree  of  the  accompanying  pelvic 
peritonitis  and  its  secjuela?.  Sometimes  the  hydrosalpinx  is  as  movable 
on  its  mesosalpinx  as  an  ovarian  tumor  on  its  pedicle.  If  the  broad 
ligament  is  relaxed,  the  mobiUty  may  attain  a  high  tiegree,  I  once  saw 
a  hydrosalpinx  the  si^ie  of  the  fist,  which  could  easily  he  pushed  up  as 
high  as  the  costal  arch.  Often  intraligamentary  tumors  may  be  quite 
movable  if  they  do  not  involve  the  median  portion  of  the  ligament. 
Such  cases  are,  however,  exceptional.  As  a  rule  peritonitis  occurs 
early  and  leads  to  adhesions  around  the  abdominal  extremity,  which 
becomes  fixed  wliercver  it  happens  to  be,  at  the  lateral  or  posterior 
surface  of  the  uterus,  on  the  floor  of  Douglas*  space,  or  at  the  pelvic  wall. 
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The  mobility  of  the  tumor  depends  on  the  length  and  rigidity  of 
the  adhesions  with  the  pelvic  wall  and  with  the  parietal  peritoneum; 
adhesions  from  contracting  parametritic  exudates  are  rare. 

The  consistency  in  hydrosalpinx  is  always  distinctly  cystic 
because  the  wall  is  thin  and  the  fluid  quite  movable.  It  is  only  when 
the  tumors  are  small,,  or  surrounded  by  exudates,  or  adherent  to  the 
intestines  that  fluctuation  is  difficult  to  demonstrate.  The  rigidity  of 
the  tumor  wall  depends  on  the  degree  of  distention.  If  part  of  the 
contents  has  been  evacuated  or  absorbed,  the  tumor  loses  its  cystic 
consistency  and  becomes  flat  and  soft,  and  sometimes  feels  like  a  band. 

The  tenderness  which 
is  present  in  tubal  diseases  is 
not  due  to  the  hydrosalpinx 
itself,  but  depends  rather  on 
the  accompanying  inflamma- 
tion; in  recent  conditions  it  is 
usually  intense,  while  it  may 
be  entirely  absent  in  old  cases. 
Pyosalpinx  results  from  the 
retention  of  large  quantities  of 
pus  in  suppurative  salpingitis. 
As  small  quantities  of  pus 
cannot  be  demonstrated  clini- 
cally, the  term  pyosalpinx  is 
employed,  as  distinguished  from 
purulent  salpingitis,  only  when 
the  abdominal  extremity  is  dis- 
tinctly dilated.  In  the  main  the  features  and  peculiarities  of  pyosal- 
pinx are  the  same  as  those  of  hydrosalpinx,  modified,  however,  by  the 
intensity  of  the  inflammatory  process  and  partly  by  the 
thickness  of  the  wall.  In  general  the  tumors  are  much 
smaller,  partly  because  a  smaller  quantity  of  pus  is  produced  and 
partly   because   the   thickened    wall   resists    distention. 

Shape.  Marked  tortuosity  is  much  more  rare  in  pyosalpinx 
because  the  thickened  wall  prevents  it;  if  the  distention  is  moderate, 
the  tumor  is  usually  club-shaped  (Fig.  283),  while  in  profuse  suppura- 
tions it  becomes  spherical.  The  shape  of  an  intraligamentary  pyosal- 
pinx is  absolutely  spherical.  The  tumor  is  surrounded  by  the  inflamed 
and  thickened  layers  of  the  broad  ligament,  and  the  characteristic 
tubal  outline  is  entirely  lost. 

The  position  in  pyosalpinx  is  always  more  constant  than  in 
hydrosalpinx  because  of  the  many  adhesions  and  early  occurrence  of 
fixation.    If  the  uterus  is  in  its  normal  position,  the  pyosalpinx  usually 


Fio.  282. — The  Same  in  Horizontal  Cross  Section. 
P.-F.  }i.  (Original.)  On  the  right  nide  the  tumor  ia 
fixed  to  the  pelvis  by  perimetritic  adhesionn.  The  poste- 
rior layer  of  the  broad  ligament  has  been  pushed  up,  and 
the  tumor  is  in  contact  with  the  posterior  surface  of  the 
uterus.  On  the  left  side  a  section  of  flaccid  tube  is 
indistinctly  palpable. 


Pyosalpinx. 


SPECIAL   DL4GNOSIS 


457 


corresponds  to  the  regular  course  of  the  tubt%  with  the  abdominal  extrem- 
ity directed  backward  and  downward.     The  latter  is  almost  always  at 

,the  posterior  pelvic  wall,  sometimcH  liigh  up,  but  usually  low  down  in 

I  Douglas'  space  or  at  the  lateral  aspect  of  the  uterus. 

Cygtic  consistency  and  fluctuation  can  be  demonstrated  only 
in  large  tumors.  On  account  of  the  thickness  of  the  wall  and  surround- 
ing exudates,  moderate  quantities  of  pus  cannot  be  recognized.  In  most 
cases  of  pyosalpinx  the  consistency  is  hard  and  unyielding,  except  at 
the  abdominal  extremity,  where  the  tumor  is  somewhat  softer. 

The  mobility  in  pyosalpinx  also  depends  on  the  extent  and 
firmness  of  the  adhesions*  Absolutely  movable  pyosalpinx  without 
any  adhesions  is  rare;   as  a  rule  the  abdominal  extremity  is  early  sur- 


// 


Flo,   28S.— Etoirr^mEii    ProCALnwic.     P.-F.      ^J*     (OTigtnjil.)       Clu!>*#bftjww!    pytiaiUptnii:.    Mparat«ti    by 
exucl&t«s  from  the  lAt^rsI  a>urfA«  of  the  utfritA. 


rounded  and  firmly  fixed  to  the  posterior  pelvic  wall  by  dense  adhesions, 
t^hile  the  anterior  segment  together  with  the  uterus  may  retain  its  normal 
mobility.  If  extensive  pelvic  peritonitis  is  superadded,  the  entire  tube 
becomes  enveloped  in  adhesions  to  the  uterus,  parietal  peritoneum, 
bladder,  rectum  and  ovaries,  gradually  limiting  the  mobility  or  abolishing 
it  altogether  if  the  pelvic  adhesions  are  sufficiently  broad*  As  a  result  of 
parametritic  exudates  the  tumor  may  be  firmly  cemented  to  the  pelvis 
(Fig,  284);  this  is  particndarly  thn  case  with  intratigamcntarj"  pyosalpinx. 

The  tenderness  in  pyosalpinx  depends  chiefly,  but  not  exclu- 
sively on  the  accompanying  pelvic  peritonitis;  in  recent  eases  it  is  very 
intense,  while  in  old,  chronic  cases  it  may  be  entirely  absent* 

Hematosalpinx,  or  the  accumulation  of  hemorrhagic  fluid  in  an 
occluded  tube,  occurs  in  connection  with  hematometra  in  atresia  of 
the  genital  organs,  or  from  hemorrhage  into  a  hydroi^alpinx  the  result 
of  torsion  or  traumatism.     Accuumlation  of  pure  blood  in  the  gravid 
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tube  is  not  included  in  the  present  discussion  (see  p.  146).  Hematosal- 
pinx has  nothing  characteristic  and  closely  resembles  hydrosalpinx, 
because  the  inflammatory  process  is  mild,  whether  it  be  causal  or 
merely  secondary.  If  the  distension  is  great,  or  if  pure  blood  is 
coagulated  in  the  tube,  the  consistency  is  usually  very  much  harder. 

Diagnosis. 

The  diagnosis  of  a  tubal  tumor  is  based  on  the  finding  of  a  tumor 
alongside  of  the  uterus  and  separated  from  it;  the  tubal  origin  of  the 
tumor  is  recognized  by  the  above-described  properties. 

The  shape  of  a  hydrosalpinx  may  be  sufficiently  characteristic 
to  establish  the  diagnosis  by  itself.    The  sausage-shape  should  be  noted 


Fio.  284. — Lept-Stded  Ptosalpinx«  with  a  parametritic  exudate  under  the  abdominal  extremity. 
y^.     (Original.)     The  right  tube  id  somewhat  thickened. 


P.-F. 


'  DiagnoHtic 
Features. 


and  tortuosities  looked  for  in  the  uterine  portion.  Sometimes  the 
individual  portions  of  the  tube  are  represented  by  so  many  nodes  lying 
side  by  side.  The  tortuosities  that  are  directed  toward  the  abdominal 
walls  are  particularly  easy  to  recognize  as  the  outer  fingers  pass  over 
them,  while  those  directed  downward  are  more  apt  to  be 
inaccessible  to  palpation.  Sometimes  the  tortuosities  of  the 
uterine  extremity  He  on  top  of  the  dilated  abdominal  extremity  (Fig. 
278i)  as  in  the  case  of  an  ovarian  cyst.  If  the  convolutions  of  the  tube 
are  close  together  they  cannot  bo  made  out  by  palpation,  and  all  that 
can  be  felt  is  a  few  constrictions  on  the  surface  of  the  roundish  tumor. 
When  th(»  tumor  is  intraligamentary,  its  characteristic  shape  is  obscured 
by  the  peritoneal  investment.  If  the  hydrosalpinx  is  adherent  to  the 
uterus  it  also  represents  merely  a  roundish  tumor,  sometimes  difficult 
to  (lifTerentiate  and  without  any  characteristic  shape,  which  is  com- 
pletely obscured  by  the  adjacent  ovary,  the  surrounding  exudates,  and 


SPECIAL  DIAGNOSIS 

ailhesions  with  the  iDtestines.  Pyosalpinx  is  recognizable  by  its  shape 
only  if  the  tumor  is  more  or  less  cylindrical,  with  a  rlub-shaped  extremity^ 
tortuositieti  are  more  rarely  felt.  The  shape  is  often  eonipletely 
obscured  by  perimetritic  adhesions  and  parametritic  exudates  around  the 
abdominal  extremity.  If  the  tumor  is  between  the  layers  of  the  broad 
ligament  or  adherent  to  the  uterus*  it  resembles  an  approximately  round 
or  oval  tumor  and  is  in  no  wise  characteristic* 

The  position  of  the  tumor  may  reveal  its  tubal  origin  if  it  corre- 
sponds to  the  course  of  the  tube,  especially  if  the  main  tumor  occupies 
the  site  of  the  infundibulum  in  the  lateral  portion  of  Douglas'  space. 

Mobility  and  consistency  are  not  pathognomonic  of  tubal  tumors. 


V 


Tubd  Cijpd* 


Pre*  285* — Rtonr-^i&Ei^  HveBOSALn^-x.     P.-F.      h-     ^OripnalJ     On     iha    right,    th«    tlUekmsil 
(tubal  cord  \m  diatXnHty  ptdfuihle,  ihr  uutci-  e^tj^mity  mergiiig  with  Itie  tumor.     On  tUe  leiu  A  «M«ioii  of 
Hitaji  ihaped,  flmcctd  tuiiuir  t«  pnlpabiiif. 

In  addition  to  the  above  properties,  which  may  occasionally  suffice  to 
establish  the  diagnosis,  there  are  certain  other  signs  of  very  great  value, 

A  thick  cord  running  from  the  cornu  of  the  uterus  to  the  tumor 
is  an  invaluable  sign  of  tubal  tumor.  The  cord  is  the  infiltrated  and 
non-dilated  uterine  portion  of  the  tube,  which  is  so  constant  in  inflarn- 
mator>*  tubal  tumors  because  the  inflammation  begins  in 
the  uterus  and  first  attacks  this  portion  of  the  tube.  The 
greater  the  infiltration  the  more  distinctly  will  the  cord  be  felt.  In  old 
cases  of  hydrosalpinx  the  tubal  wall  may  become  so  thin  from  absorp- 
tion that  it  can  no  longer  be  felt.  The  cord  is  felt  most  distinctly  w^hen 
the  uterus  is  raised  from  within,  and  the  examining  hand  is  passed  up 
and  down  in  the  anteroposterior  direction  alongside  of  the  cornu  of 
the  uterus.  The  lateral  portion  is  usually  more  indistinct  and  merges 
with  the  tumorj  or  may  be  traced  for  a  certain  distance  on  the  tumor 
wall  (Fig.  285).  The  cord  is  quite  distinct  even  when  the  tumor  is  intra- 
ligamentary  (Fig.  281).    It  is  particularly  important  to  demonstrate  this 
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tubal  cord  when  the  entire  tube,  along  \inth  the  ovarj',  intestines,  bladder 
and  peritoneal  cysts,  forms  an  indefinite  tumor.  I  regard  thickening  of 
the  uterine  portion  of  the  tube  as  the  most  reliable  sign  of  a  tubal  tumor. 
The  fact  that  the  disease  is  bilateral  is  a  very  important  diag- 
nostic feature  because  in  almost  ever}'  case  both  tubes  are  attacked  at 
the  same  time  or  in  rapid  succession.  An  absolutely  uninvolved  tube 
Biutcrai  oii  one  side  when  the  other  tube  is  the  seat  of  distinct  alter- 

Dirtnbation.        atiou  is  a  pathologic  curiosity,  and  clinically  also  it  is  far 
more  frequent  that  both  sides  are  distinctly  involved.     One  must  not 
of  course  expect  to  find  the  same  kind  of  tumors  on  both  sides;    this 
occurs  only  in  a  limited  number  of  cases.    Frequently  the  intensity  and 
extent  of  the  process  var>'  on  the  two  sides  and  the  alterations  are  ac- 
cordingly different.     Pyosalpinx  of  one  side  may  be  associated  with 
hydrosalpinx  of  the  other.     Well  marked  retention  tumors  with  puru- 
lent or  catarrhal  contents  on  one  side  may  be  associated  with  salpingitis 
on  the  other.    In  fact,  the  mere  finding  of  an  indistinct  thickening  of  the 
adnexa,  or  fixation  localized  chiefly  at  the  cornu  of  the  uterus,  or  pain 
limited  to  the  region  of  the  adnexa,  on  one  side,  when  there  is  a  tumor 
on  the  other,  is  enough  to  characterize  the  condition  as  bilateral  and  is 
an  argument  in  favor  of  the  tubal  origin  of  the  tumor.     If  there  are 
several  large  tumors  side  by  side  in  Douglas'  space,  it  may  be  difficult 
to  determine  whether  they  form  one  or  two  masses;   in  the  latter  case 
a  distinct  furrow  is  usually  made  out,  or,  if  the  greater  portion  of  the 
tumor  is  near  the  pelvic  wall,  it  becomes  smaller  toward  the  median 
line.    It  is  to  be  observed  that  this  sign  is  only  of  limited  value,  as  ovarian 
tumors  of  other  kinds  are  not  infrequently  bilateral.     Myomata  even 
may  be  present  on  both  sides  of  the  uterus,  exudates  may  be  bilateral; 
but  tubal  disease  is  by  far  the  most  common  bilateral  condition  that 
occurs  in  the  adnexa. 

Perimetritic  and  parametritic  inflammations  play 
an  important  role  in  the  diagnosis  of  tubal  diseases  because  the  infection 
almost  regularly  spreads  from  the  tube  to  the  pelvic  peritoneum  and 
occasionally  also  to  the  parametrium.  Acute  peritonitis 
Penmetntic  fc;houl(l  arousc  the  suspicion  of  a  tubal  disease,  especially  if 
rnnarn^tVoM.  ^^  represent s  a  recurrence.  Although  the  accurate  demon- 
stration of  a  diseased  tube  may  be  impossible  during  the 
acute  stage  of  pelvic  peritonitis,  pain  localized  near  the  adnexa  is 
always  strongly  suggestive  of  tubal  disease.  After  the  acute  stage  has 
run  its  course,  there  remain  indistinctly  palpable,  extremely  sensitive 
tumors  in  the  region  of  the  adnexa,  which  consist  of  the  tubes,  the 
swollen  ovaries,  adherent  coils  of  intestine,  and  small  peritoneal  cysts. 
The  shape  of  the*  tube  is  more  distinct  in  proportion  to  the  duration  of 
the   process,   and  around   the  tube  there  remain  numerous  adhesions 
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with  the  adjacent  organs  and  the  pelvic  wall,  especially  at  the  abdominal 
extremity.  Parametritic  inflammation  occurs  chiefly  with  purulent 
salpingitis  and,  in  the  acute  stage,  leads  to  the  |>roduction  of  painfal 
exudates  underneath  the  tube,  especially  the  fimbrii^e,  and  ultimately 
to  parametrial  cicatrization  in  the  form  of  a  diffuse,  eord-liko  thicken- 
ing. In  these  various  stages  pelvic  peritonitis,  and  more  rarely  para- 
metritis, is  an  almost  regular  concomitant  of  tubal  disease,  and,  if  it  is 
localized  in  the  region  of  the  adnexa,  is  a  strong  argument  in  favor  of 
the  tubal  origin  of  an  otherwise  doubtful  tumor;  for,  altliough  inflam- 
matory complications  occur  with  ovarian  tumors,  hematomata  and  myo- 
mata.  they  are  by  no  means  so  frequent  nor  so  extensive  as  in  the  case 
of  tubal  tumors.  The  compUcating  pelvic  peritonitis  sometimes  takes 
the  form  of  so-called  adnexal  tumors,  which  present  considerable  diag- 
aoBtic  difficulties.  These  adnnxal  tumors  in  the  narrower  sense  of  the 
term,  in  contradistinction  to  the  typical  retention  tumors,  are  small 
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formations  near  tlie  upper  portion  of  the  uterine  body*  consisting  of 
the  lliickened  and  coiled  up  tube,  the  inflamed  atid  enlarged  ovary, 
adherent  omentum  and  intestinal  coils,  and  small  masses  of  exudate 
among  the  peritoneal  adhesiona.  These  structures  are  so  matted 
together  that  it  is  impossible  to  differentiate  the  imiividual  constituents 
)f  the  maas  by  palpation,  and  its  tubal  origin  can  only  be  inferred. 
When  the  altered  adnexa  are  inaccessible  to  palpation  they  cannot  be 
differentiated  even  by  the  most  careful  examination.  Whereai^  in  the 
normally  situated  uterus  the  adnexal  tumor  may  be  recognizeil  as  tubal 
by  the  thickened  uterine  extremity  of  the  tube,  which  is  distinctly 
palpable,  all  that  one  obtains  by  physical  examination  when  the  uterus 
is  in  retrojjosition  or  retroflexion  is  a  general  impression  of  a  tumor  of 
the  upptT  portion  of  the  adnexa.  The  bilateral  character,  the  tender- 
nesSt  the  many  adhesions  with  surrounding  structures^  the  semi-soft 
^consistency  are  sufficient  to  characterize  the  tumor  as  tubal. 

The  presence  of  gonorrheal  catarrh  may  indicate  the  diag- 
nosis of  tubal  tumor  because  gonorrhea  is  the  most  frequent  cause; 
if  gonorrhea  cannot  be  definitely  demonstrated  in  the  woman,  the 
presence  of  the  disease  in  the  husband  is  equally  suggestive. 
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The  diagnosis  may  also  find  some  support  in  the  history  of  the 
case,  which  may  suggest  the  inflammatory  character  of  the  tumor.  If  it 
is  learned  that  the  tumor  is  the  result  of  an  old  pelvic  peritonitis,  it  is 
reasonable  to  suspect  a  tubal  tumor;  or,  if  the  woman 
states  that  the  attacks  of  pelvic  peritonitis  recur  from 
time  to  time  and  that  she  feels  well  or  at  least  better  during  the  inter- 
vals— in  other  words  that  the  pelvic  peritonitis  is  of  a  relapsing  tj^pe — 
the  tumor  is  very  probably  a  gonorrheal  pyosalpinx.  The  statement 
that  the  disease  began  soon  after  marriage  heightens  the  suspicion  of 
infectious  tubal  disease. 

The  symptoms  are  never  sufficiently  characteristic  to  establish 
the  diagnosis,  although  recurrent  attacks  of  pain  distinctly  localized 
in  the  side  are  very  probably  due  to  tubal  disease. 

Exploratory  puncture  is  a  diagnostic  procedure  which  can 
and  ought  to  be  replaced  by  accurate  palpation.  Even  with  antiseptic 
precautions  it  is  not  without  danger,  as  it  may  cause  infection  and 
Exploratory  suppuration  of  au  aseptic  tumor  or  evacuation  of  part  of 
Puncture.  ^j^^  coutcuts  of  a  pyosalpiux  into  the  abdominal  cavity. 

As  in  addition  the  fact  that  blood,  serous  fluid,  or  even  pus  is  obtained 
gives  no  positive  information  as  to  whether  the  material  was  inside  or 
alongside  of  the  tube,  the  results  of  exploratory  puncture  add  nothing 
to  the  accuracy  of  the  diagnosis.  The  procedure  should  therefore  be 
abandoned  except  for  the  purpose  of  examining  the  pus  in  order  to 
determine  the  variety  of  microorganisms  present  (see  p.  67). 

Differential    Diagnosis. 

A  number  of  conditions  must  be  considered  in  the  differential 
diagnosis  of  retention  tumors,  depending  on  whether  we  have  to  deal 
with  a  distinctly  cystic  hydrosalpinx  or  a  hard,  thick-walled  pyosalpinx. 

Hydrosalpinx  is  most  frequently  confounded  with  cystic  ova- 
rian tumors.  The  physical  signs  in  the  two  conditions  may  be  quite 
similar.  Even  after  the  abdomen  has  been  opened,  it  may  be  impossible 
Ovarian  to  make  out  the  origin  of  the  tumor  by  inspection;   but  the 

Tumoru.  differential  diagnosis  is  especially  difBcult  when  the  tumor 

is  intraligamentary,  and  neither  its  shape  nor  its  connection  with 
the  uterus  can  be  distinctly  made  out.  An  attempt  must  always  be 
made  to  find  the  thickened  uterine  portion  of  the  tube.  The  fact  that 
the  tumor  is  bilateral  and  the  presence  of  inflammatory  processes  in 
the  neighborhood  are  also  in  favor  of  tubal  tumor.  The  diagnosis  is 
easier  when  the  hydrosalpinx  is  free  and  pedunculated;  whereas  an  ova- 
rian tumor  is  always  round  or  oval  and  freely  movable,  or  at  most  held 
fast  by  a  few  adhesions  at  the  base,  hydrosalpinx  in  most  cases, 
although  not  always,  [)reHents  the  familiar  cylindrical,  tortuous  or  club- 
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ghaped  outline  and  is  usually  attached  to  all  the  neighboring  fitrunturcs 
by  numerous  perimetritic  adhesions.  The  examiner  f^hould  always  try 
to  palpate  the  tube.  In  the  case  of  an  ovarian  iunior  it  is  often  found 
normal  in  length  and  thickness,  lying  in  front  of  the  tumor;  while  in 
hydrosalpinx  the  uterine  portion  is  thickened  and  the  lateral  extremity 
merges  gratluftlly  with  the  tumor  walL  On  account  of  tlie  many  adhe- 
sions it  is  usually  impossible  to  feel  the  ovary  alongside  of  the  hydrosal- 
pinx. The  above*mentioned  historical  tlata  and  the  demonstration  of 
gonorrhea  occaeionally  help  to  establish  the  tubal  character  of  the  tumor. 

The  diagnosis  between  hydrosalpinx  anil  parovarian  cyst  maybe 
still  more  difficult  because  of  the  impossibility  of  outlining  the  tube  and 
the  fact  that  the  ovary  is  sometimes  distinctly  felt  alongside  of  the  tumor. 

For  a  differential  diagnosis  between  hydrosalpinx  and  encap- 
sulated   peritoneal    exudates,   see  the  latter. 

Pyosalpinx.  Failure  to  recognize  this  as  a  tubal  tumor  is  much 
more  common  on  account  of  the  thick  wall  of  the  pyosalpinx.  Pyo- 
salpinx  is  easily  mistaken  for  a  solid  tumor.  For  instance,  a  pyosalpinx 
with  a  greatly  infiltrated  waU  and  a  small  quantity  of  pus  in  its  interior 
may   be  mistaken   for  a  pedunculated  subserous  myoma,  subucKma 

especially  if  the  tube  is  coiled  up  and  hidden  under  masses  Myoowi. 

of  exudate,  or  the  tumor  is  intraligamentary.  The  myoma  can  be  recog- 
nized only  on  careful  palpation  by  its  round  shape,  free  mobility  and 
the  absence  of  pain;  while  the  outline  of  a  tubal  tumor  is  more  vague 
on  account  of  the  surrounding  exudates;  palpation  is  painful;  and  the 
tumor  is  usually  firmly  adherent  to  the  neighboring  structures.  The 
presence  of  two  symmetrical  tumors,  one  on  each  side,  is  also  in  favor 
of  a  tubal  origin.  The  peduncular  attachment  to  the  uterus  is  different 
in  the  two  conditions.  In  pyosalpinx  the  pedicle  is  thin  and  merely  con- 
nects the  cornu  of  the  uterus  with  the  tumor,  while  the  remaining  portion 
of  the  tumor  is  in  relation  with  the  outer  surface  of  the  uterus  and  can  be 
separated  from  it.  In  subserous  myoma,  on  the  other  hand,  the  pedun- 
cular connection  is  much  broader,  as  a  large  portion  of  the  periphery 
of  the  tumor  is  in  the  uterine  walL  Leukocytosis  is  a  valuable  auxil- 
iary in  the  diagnosis  of  the  individual  forms  of  pyosalpinx.  The 
data  obtained  from  the  historj^  may  also  assist  in  the  differential  tliag- 
nosis,  as  has  been  explained.  In  these  cases  also  exploratory  puncture, 
^ftlthough  an  easy  method  of  distinguishing  between  a  solid  and  a 
pus-containing  tumor,  should  be  avoided  on  account  of  its  dangers. 

For  the  differential  diagnosis  between  pyosalpinx  and  parametritie 
exudates,  see  the  latter. 

Tubal  pregnancy  for  obvious  reasons  may  produce  conditions 
closely  resembling  those  of  inflammator}^  tubal  disease,  especially 
tubal  mole  or  retention  of  a  dead  ovum  with  hemorrhages  in  the  lumen. 
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the  physical  signs  of  which  are  often  indistinguishable  from  those  of 
purulent  salpingitis  or  pyosalpinx.  If  it  is  remembered  that  tubal 
pregnancy  frequently  develops  on  the  foundation  of  an  inflammatoiy 
Tubal  tubal  disease  and,  on  the  other  hand,  that  inflammatory 

Pregnancy.  couditions  may  result  from  imperfect  absorption  of  the 
tubal  pregnancy,  it  is  no  wonder  that  the  diagnosis  is  absolutely  impos- 
sible in  many  cases  of  long  standing.  In  recent  cases,  on  the  other 
hand,  the  differential  diagnosis  may  be  said  to  be  possible  for  the  fol- 
lowing reasons:  If  the  tube  is  greatly  distended  with  clotted  blood, 
the  tubal  mole  is  usually  much  harder  than  a  pyosalpinx;  while, 
owing  to  the  absence  of  extensive  inflammation,  there  is  a  total  freedom 
from  adhesions  and  the  tumor  is  practically  painless.  A  characteristic 
feature  of  tubal  pregnancy  is  that  the  uterine  extremity  of  the  tube  is 
not  involved  unless,  in  exceptional  cases,  implantation  has  taken  place 
near  the  uterus;  whereas  in  the  presence  of  inflammatory  tubal  disease 
the  tube  is  characteristically  thick  and  hard.  If  it  can  be  absolutely 
demonstrated  that  the  other  side  is  not  involved,  tubal  pregnancy  is 
much  more  probable  than  inflammation.  Pedunculated  tubal  hema- 
tocele, and  occasionally  a  laterally  situated  retro-uterine  hematocele, 
may  be  mistaken  for  hydrosalpinx  on  account  of  the  cystic  con- 
sistency, at  least  in  the  early  stages.  A  thin  wall,  uniform  consistency 
and  distinct  fluctuation  are  all  in  favor  of  hydrosalpinx;  whereas  in 
hematoma  no  distinct  wall  can  be  palpated,  the  tumor  merging  with  the 
neighboring  structures;  the  consistency  is  variable;  and,  above  all,  there 
is  a  gradual  hardening  as  coagulation  takes  place.  Under  these  cir- 
cumstances also  the  character  of  the  uterine  extremity  of  the  tube  may 
establish  the  diagnosis.  Whenever  tubal  pregnancy  has  to  be  distin- 
guished from  tubal  inflammation,  the  historical  data  described  in  these 
two  affections  play  an  important  part. 

The  differential  diagnosis  between  the  right-sided  tubal  disease 
and  perityphlitis  or  appendicitis  is  of  the  greatest  practical 
importance.  Errors  in  both  directions  are  very  frequent.  Owing  to 
the  constantly  increasing  importance  of  appendicitis  in 
recent  years,  the  diagnosis  of  this  condition  is  unques- 
tionably made  too  often.  The  source  of  error  resides  in  the  spatial 
proximity  of  the  two  organs,  and  particularly  in  the  fact  that  the  two 
processes  are  interdependent  and  often  associated.  An  adherent  appen- 
dix may  infect  a  tube,  or  the  latter  may  become  involved  in  a  con- 
tiguous perityphlitic  exudate.  Conversely,  appendicitis  may  develop 
secondarily  when  the  ai)pen(lix  becomes  adherent  to  the  diseased  tube, 
and  a  perisalpingitic  process  may  extend  to  the  cecum.  The  symptoms 
of  the  two  conditions  also  may  be  very  similar,  since  recurring  attacks 
of  peritonitis  with  acute  onset  and  continuous  pain  in  the  affected  side 
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are  charat*teristic  of  both,  Hencej  unless  distinct  intestinal  symptoms 
such  as  eoUc,  syniptonis  of  stenosis  or,  on  the  other  hand,  gynecologic 
symptoms  such  as  hemorrhage,  vaginal  di^cliarge  or  dysmenorrhea  are 
decisive  one  way  or  the  other,  but  little  may  be  expected  from  the 
symptomatologj'  in  the  differential  diagnosis  between  the  two  condi- 
tions. It  should,  if  possible,  be  made  by  means  of  an  objective  exami- 
nation. By  external  examination  tlie  seat  of  the  exudate  should  first 
be  determined.  If  it  is  found  on  the  iliac  bone,  or  possibly  the  infiltrated 
and  tentler  appendix  ean  be  directly  felt  in  that  region,  the  diagnosis 
of  typhlitis  or  a])pendieitis  is  practically  certain,  provided  the  genitalia 
are  later  found  to  be  uninvolved.  Pain  on  pressure  akme  must  be  inter- 
preted with  great  caution  because  forcible  depression  of  the  abdominal 
wall  at  this  point  is  equally  painful  in  uncomplicated  genital  affections. 
Bimanual  examination  will  often  at  once  clear  up  the  diagnosis  in  simple 
cases  if  the  tumor  is  felt  entering  the  pelvis  from  above,  while  the  origin 
of  the  tubes  is  free;  or,  conversely,  if  the  tumor  is  distinctly  localized 
in  the  tube  and  the  other  adncxa  arc  possibly  also  tliseased.  Difficulties 
are  encountered  in  those  cases  in  which  the  intestinal  exuilate  approaches 
the  genitalia,  or  vice  ver^a.  In  such  cases  the  starting  point  of  the  mor- 
bid piocess  may  sometimes  be  recognized  by  the  course  or  by  the  site 
of  the  centre  of  the  exudate.  Combination^?  of  the  two  processes,  even 
when  they  are  not  interdependent,  present  difficulties  when  an  intestinal 
inflammation  is  superadded  to  an  old  genital  disease,  or  vice  versa. 
One  is  always  inclined  to  attribute  the  new  symptom  to  the  old  process^ 
and  repeated  accurate  local  exandnation  is  the  only  means  of  guarding 
against  a  mistake  in  diagnosis. 


Diagnosis   of   Certain   Special   Conditions, 

After  the  diagnosi.s  of  inflammatory  tubal  disease  has  been  estab- 
lished, the  etiology  remains  to  be  determined*  Aside  from  the  scientific 
interest,  this  r[uestion  is  important  to  the  [practitioner  because  the  prog- 
nosis and  treatment  are  materially  influenced  by  the  variety  of  microor- 
ganisms which  has  produced  infection  and  by  the  specific  tissue  reaction. 

Of  the  micmargnniani^  that  are  capable  of  producing  tubal  discaac^  the  folbwmg  have 
been  found  in  the  tube:  gcmfjcocci.  tubercle  Imcilli,  streptcjcocci,  atapbylticofc-i,  pneumi*- 
cocci  and  act inomycoa.  The  frefjucncy  of  the  most  importiint  vanetics  m  d£?t*?nnined  by 
exaniinaiion  of  the  pus  obtained  from  tubal  sacn^  &a,  shown  in  the  following  table, 

Wert  heim  TI .  (114  ca»o8)   .  57 
Menge  (112  eases) .75 

Whte  (39  ctt«e») 24 

Althottgh  these  rt^uults,  with  regard  lo  tuU^rclo  Imi-ini  esspecially,  show  marked  diiTer^ 
«nees,  it  is  nevertlieless  evftlenl  tliiit  g^.morrhtjii  in  by  far  the  n»rj»t  frprjurnt  cau^i',  whco  it  la 
nemembered  that  gonoc-^icci  art*  ni|ijilly  dt'sirtiyed  and  that  the  great  inaiority  of  eases  ia 
which  pus  is  reported  as  sterile  are  also  gonorrheal- 
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Gonorrhea,  tuberculosis  and  septic  salpingitis  are 
the  only  conditions  that  have  any  practical  importance.  In  most  cases 
the  differential  diagnosis  between  these  three  varieties  is  possible  and 
is  based,  first  on  the  objective  examination  and,  second,  on  the 
symptoms  and  the  course  of  the  disease.  If  these  means  fail,  a  bacte- 
riologic  examination  of  pus  obtained  by  aspiration  may  be  made  in 
particularly  important  cases. 

Since  gonorrheal  salpingitis  is  by  far  the  most  frequent 
form  of  tubal  inflammation,  being  present  in  from  80  to  85  per  cent, 
of  all  cases,  it  may  be  assumed  unless  there  are  definite  reasons  for 
suspecting  some  other  form  of  infection.  On  examination  the  tubes 
show  nothing  characteristic  to  distinguish  this  from  the  septic  form, 
while  tuberculosis  can  often  be  differentiated  from  either.  If  exten- 
sive parametritic  exudates  are  found  underneath  the  tube,  the 
condition  is  probably  not  gonorrheal.  Small  exudates  may  be  present 
with  gonorrheal  pus-tubes.  If  gonorrhea  is  positively  demonstrated 
in  the  lower  portions  of  the  genitalia,  particularly  the  uterus,  tubal 
disease  may  be  attributed  to  the  same  cause  with  a  fair  degree  of  prob- 
ability; but  if  no  signs  of  gonorrhea  are  found  in  the  uterus,  gonorrheal 
pyosalpinx  must  not  be  excluded  on  that  account,  as  the  disease  tends 
to  subside  in  the  mucous  membrane  and  infection  in  the  uterus  may 
be  present  without  producing  any  symptoms.  Useful  information  is 
usually  obtained  from  the  history.  If  the  salpingitis  develops  after 
menstruation,  and  especially  a  short  time  after  the  beginning  of  marital 
intercourse,  the  condition  is  very  probably  gonorrheal.  Gonorrhea  in 
the  husband  is  also  an  important  diagnostic  point. 

The  septic  form,  which  is  due  to  infection  with  staphylococci 
and  streptococci  and  may  be  estimated  as  representing  from  5  to  10 
per  cent,  of  all  cases,  is  difficult  to  diagnose  on  account  of  the  paucity 
of  the  physical  signs,  among  which  I  may  mention  the  presence  of 
extensive  parametritic  exudates  associated  with  protracted  fever  that 
can  only  be  referred  to  the  tubes.  As  a  rule  fever  of  a  few  days'  dura- 
tion occurs  only  at  the  beginning  of  a  gonorrheal  infection  or  recurs 
with  subsequent  exacerbations,  while  in  septic  salpingitis,  possibly 
owing  to  the  constant  production  and  absorption  of  fresh  toxines, 
the  fever  may  continue  for  months  and  may  return  again  and  again  at 
the  time  of  menstruation.  But  little  information  is  obtained  from  the 
history.  The  fact  that  the  tubal  disease  followed  infection  during  the 
puerperium  is  not  diagnostic,  because  gonorrhea  very  frequently  appears 
in  the  tube  during  the  puerperium.  The  same  thing  applies  to  salpin- 
gitis developing  after  curettage  and  sounding  of  the  uterus  or  uterine 
treatment  of  tubal  infection,  because  these  manipulations  also  permit 
extension  of  the  gonorrheal  process  to  the  tubes. 
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Tuberculous  salpingitis  is  so  wrU  charac t eriised  by  i ts  sy m p- 
toms^  course  and  physical  Bjgna  that  the  diagnosis  is  usually  possible. 
The  ineidL*nce  may  )*e  estimated  to  he  about  5  per  cent,  Thn  condition 
of  the  tubes  themselves  is  not  particularly  characteristic.  Ah  tuber- 
culosis is  accompanied  by  marked  infdtration  of  the  walls  and  suppura- 
tion, if  it  occurj^  at  all  in  typical  form,  develops  late,  the  tubes  are  found 
very  much  infiltratrHi,  and  somewhat  rough  or  nodular  if  infantile  tor- 
tuosities are  also  present.  If  the  infection  is  derived  from  the  uterus, 
the  nodes  are  most  distinct  in  the  uterine  extremity.  If  pyosali>inx 
develops,  these  ^igns  are  not  present.  As  tuberculosis  is  either  derived 
from  the  peritoneum  or  extends  to  that  membrane,  signs  of  peritoneal 
disease  in  the  form  of  ascites  or  peritoneal  nodules  (see  p,  472)  are 
almost  regularly  present*  The  combination  of  ascites  and  swelling  of 
the  tubes  is  an  almost  positive  sign  of  tuberculosis;  for^  although  ascites 
also  results  quite  frequently  from  neoplasms  of  the  tube,  that  condition 
is  extremely  rare.  Higns  of  tuberculosis  in  the  genitalia,  such  as  tuber- 
culous ulcers  or  tuberculous  endometritis,  confirm  the  diagnosis.  The 
presence  of  tuberculosis  in  other  organs  renders  the  diagnosis  very 
probable;  hence  the  lungs,  the  bones,  the  joints,  the  intestines  and  the 
skin  must  also  be  investigated.  In  one  case  the  diagnogts  was  sug- 
gested to  me  by  lupus  of  the  face.  The  symptoms  and  the  patient's 
general  condition  are  of  very  little  value*  Doubtful  cases  may  be 
cleared  up  by  resorting  to  the  tuberculin  reaction.  Heredity  and 
the  history  of  previous  scrofula  and  tuberculosis  are  the  only  factors 
of  value  in  the  history.  Exploratory  puncture  for  the  purpose  of 
clineliing  the  diagnosis  by  an  examination  of  the  pus  is  dangerous  and 
should  be  employed  only  when  in  a  serious  case  an  important  thera- 
peutic intervention,  t^uch  as  incision  of  a  septic  pyosalpinx,  depends 
on  the  result  of  the  examination.  As  in  more  than  half  of  all  the 
eases,  particularly  when  the  process  is  old,  the  pus  is  sterile,  the  results 
of  exploratory  puncture  are  of  very  little  real  value. 

Prognosis  and  the  treatment  to   be  employed  in  an  individual 
ease  may  depend  on  the  contents  of  the  tubal  tumor;   in  other  words, 
it  is  often  important  to  differentiate  between  the  three  kinds  of  leten- 
tion    tumors.       Hydrosalpinx    can    sometimes    be    dis- 
tinguished  from    pyosalpinx    by  palpation^  although  it  R*t«na«i 

must  be  remembered  that  the  change  from  one  to  the  other 
IB  gradual.  Thin  walls,  fluctuation,  mobility,  marked  tortuosities  are 
in  favor  of  hydrosalpinx;  while  pyosalpinx  is  usually  small,  harder, 
attached  by  a  broad  base,  associated  with  exudates,  and  often  more 
sensitive  on  pressure*  Hematosalpinx  can  be  diagnosed  with  some 
degree  of  certainty  only  when  the  most  common  cause,  occlusion  of 
some  of  the  lower  genital  segments,  is  ileraonstrable;  the  history  of  a  pre- 
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vious  tubal  pregnancy  is  also  suggestive,  but  not  positive  evidence  of 
hematosalpinx.  Leukocytosis  affords  a  valuable  means  of  recognizing 
the  most  important  contents  of  the  tubal  tumor,  namely  pus. 

It  has  been  shown  by  Datzmann,  Pankow  and  others,  who  have  made  systematic 
leukocyte  counts  and  confirmed  the  diagnostic  significance  of  the  sign  by  the  resultn  of  opera- 
tions, that  a  distinct  leukocytosis  is  almost  always  present  in  suppurative  salpingitis.  On  the 
other  hand,  the  actual  uuml^er  of  lcukoc3rtes  is  smaller  than  in  the  case  of  recent  abscesses 
and,  as  a  rule,  does  not  exceed,  nor  fall  much  below  15,000.  The  reason  probably  is  that 
after  the  acute  process  has  run  its  course,  leukocytosis  slowly  subsides  on  account  of  the  death 
of  the  microorganisms,  although  the  pus  still  persists.  Hence  a  comparatively  low  leukocy- 
tosis demands  consideration  in  the  diagnosis.  According  to  Pankow's  results  a  persistent 
leukocytosis  of  15,000,  provided  of  course  every  other  cause  has  been  excluded,  indicates  pus; 
but  a  count  of  less  than  10,000  does  not  exclude  its  presence.  The  low  figures  may  be  in  part 
also  attributable  to  gonorrhea,  which,  on  account  of  its  local  character,  produces  a  consider- 
ably lower  leukocytosis.  In  10  cases  of  tuberculous  pyosalpinx  examined  by  Diltzmann  and 
Pankow  leukocytosis  was  constantly  absent,  while  in  streptococcal  infections  large  numbere 
of  leukocytes  were  always  found. 

On  the  strength  of  these  observations  leukocytosis  may  be  utilized 
with  certain  reservations  for  the  diagnosis  of  pus  in  tubal  disease; 
indeed  it  almost  seems  to  afford  a  means  of  differentiating  the  various 
forms  of  pyosalpinx. 

Exploratory  puncture  is  of  course  a  very  reliable  means  of  deter- 
mining the  contents  of  a  tumor,  but  it  should  be  employed  only  after 
all  other  means  have  failed  and  when  the  question  of  operaton  depends 
on  the  result. 

Diagnosis  of   Perforation. 

Perforation  of  a  pyosalpinx  is  a  bad  complication  because  it  pro- 
duces a  cavity  which  constantly  secretes  fetid  pus,  and  not  only  occa- 
sions great  annoyance  to  the  patient  but  seriously  undermines  her  health. 
The  diagnosis  of  existing  and  impending  perforation  is  therefore  not 
without  importance.  Perforation  may  take  place  into  the  rectum, 
bladder,  vagina,  or  to  the  outer  air  through  the  abdominal  walls.  As 
perforation  is  always  preceded  by  the  formation  of  large  exudates, 
through  which  a  communication  with  the  respective  hollow  organ  by 
means  of  a  fistula  is  established,  the  tubal  tumor  loses  its  characteristic 
shape  and  becomes  surrounded  by  large,  usually  parametritic,  masses 
of  exudate,  which  bind  the  tumor  to  the  hollow  organ  into  which  rup- 
ture has  tak(»n  place.  The  first  sign  of  perforation  is  the  discharge  of 
pus  with  the  feces  or  urine,  into  the  vagina  or  through  an  opening  in  the 
abdominal  wall;  the  flow  is  usually  abundant  and  the  pus  has  a  pene- 
trating odor.  Tlie  fistula  in  the  abdominal  walls  or  in  the  vagina,  where 
it  is  readily  detected  between  the  folds  of  mucous  membrane  by  the 
infiltration  at  the  base  and  purulent  discharge  from  the  fistular  orifice, 
must    be   sounded,   and   the   direction    of    the  sound   with   respect    to 
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the  tube  notecL  The  opening  of  the  perforation  into  the  rectum  is 
Bometimes  so  small  that  it  cannot  be  felt,  but  it  is  always  found  at  the 
point  where  the  exudate  h  closest  to  the  reetal  wall.  Perforation  into 
the  bladtler  is  recognized  with  tiie  cystoscope. 

In  a  case  of  this  kind  Kolischer  found  a  defi^haped  opening  guiroimded  b^  fringed 
edges,  from  which  there  projeet^  a  amali^  yellowish,  sausage-slmped  mam,  grooved  in  the 
longititclimil  dircetion,  which  became  elongated  as  the  adnexal  tumor  was  compreased,  causing 
the  pus  tu  se^mrafe  and  deixi^it  irii4>lf  on  the  floor  of  the  hladder. 

The  diagnosis  of  perforation  in  pyoBalpinx  is  accordingly  based  on 
the  presence  of  a  tubal  tumor  and  the  discharge  of  pus  from  an  organ 
to  which  the  tumor  is  attached  by  a  broad  base.  The  differential  diag- 
nosis from  perforation  of  an  exudate  is  based  on  the  fact  that  the  tumor 
has  a  round  contour  and  on  the  fetid  odor  of  pus,  indicating  that  it 
has  been  retained  for  gome  time  in  a  large  sac. 

The  diagnosis  of  impending  perforation  is  suggested  by  the  pres- 
ence of  an  exudate  which  is  approaching  the  corresponding  organ,  and 
by  marked  febrile  movements.  This  preparatory  stage  gives  rise  to 
characteristic  changes  in  the  abdominal  walls,  the  vagina^  the  rectum 
and  bladder,  which  will  be  described  in  connection  with  abscess  forma- 
tion in  parametritic  exudates  (p.  495). 

Neoplasms  of  the  Fallopian  Tubes. 

Neoplasms  of  the  tubes  are  very  rare.  The  benign  formations  that 
have  been  observed  are  papilloma  and  fibroma.  Among  maUgnant 
neoplasms    may    be    mentioned    carcinoma,   sarcoma,    and  jub^j 

chorio-epithelioma*  The  only  ones  that  are  frequent  n«*ii1ii«iiiii. 
enough  to  have  any  practical  significance  are  papilloma  and  carcinoma. 

Fapillomata  are  as  a  rule  unilateral  neoplasms  of  the  tubal 
mucous  membrane,  developing  on  an  inflammatory  base.  The  nrwly 
formed  masses  fill  the  interior  of  the  tube  and  may  protluee  tumors  of 
considerable  size.  The  papillomatous  folds,  like  uterine  papillomata, 
secrete  a  sprous  fluid  which  either  collects  as  freely  movable  ascites  in 
the  abdominal  cavity  or,  if  the  abdominal  extremity  of  the  tube  is 
closed,  escapes  from  the  uterus.  As  these  tumors  originate  in  chronic 
inflammations,  a  tentative  diagnosis  may  be  based  on  the  observation 
of  increased  growth  in  chronic  adnexal  tumors,  with  the  production  of 
ascites  and  an  intermittent  flow  of  serous  fluid  from  the  uterus 
(hydrops   tubie    profluens). 

The  physical  signs  in  carcinoma  are  the  same  as  in  papillomar  and 
the  malignant  nature  of  the  tumor  may  be  suggested  by  the  greater  age 
of  the  patient  and  the  presence  of  cachexia* 

The  diagnosis  of  these  two  neoplasms  is  exceedingly  difficult* 
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Diag:nosis  of  Pelvic  Peritonitis. 

( Pelveoperitonitis.) 

Pelvic    peritonitis    is    inflammation     of    those    portions     of    the 
peritoneum  the  parietal  layer  of  which  forms  the  covering  of  the  upper 
portions  of  the  true  pelvis,  the  iliac  bones,  and  adjacent  portions  of  the 
anterior  and  posterior  abdominal  walls;  while  the  visceral 
layer  invests  the  uterus,  tubes,  base  of  the  ovaries,  bladder 
and  anterior  portion  of  the  rectum  and  forms  the  broad  ligaments  on 
each  side  of  the  uterus  (see  p.  82).     In  addition  to  pelvic   peritonitis 
we  commonly  use  the  term    perimetritis  to  designate  inflammation 
of  the  serous  covering  of  the  uterus  (although  the  term  is  generally  used 
to  include  inflammation  of  the  entire  pelvic  peritoneum  in  contradistinc- 
tion to  parametritis),  perisalpingitis  for  inflammation  of  the  serous 
covering  of  the  tubes  and  their  immediate  neighborhood,  and    perio- 
ophoritis   for  inflammation  of  the  structures  surrounding  the  ovary. 
Pelvic    peritonitis   may   be   a   concomitant   of   general   peritonitis 
originating  in  some  of  the  abdominal  organs,  as  after  perforation  of  the 
stomach,  intestines  or  gall  bladder;   such  cases  are  not  included  in  the 
present  discussion.    The  gj^necologist  is  chiefly  interested  in  those  forms 
of  peritonitis  which  follow  diseases  of  the  pelvic  organs,  and  which  may 
either  gradually  spread  to  the  entire  peritoneum  with  the  production  of 
diffuse    or    general    peritonitis,    or  confine  themselves  to   the 
region  of  the  true  pelvis  and  its  immediate  neighborhood.     A  distinc- 
tion ought  therefore  to   be  made  between  general  and  circumscribed 
peritonitis;   but  as  in  the  case  of  the  former  the  inflammation  may  sub- 
side in  the  peritoneum  generally  and  the  pelvic  inflammation  which 
remains  as  a  residuum  may  be  identical  with  the  pelvic  peritonitis  orig- 
inating in  the  pelvis,  the  distinction  is  very  difficult  and  can  usually 
be  made  only  at  the  height  of  the  morbid  process. 

Diffuse  Peritonitis. 

Diffuse  peritonitis  beginning  in  the  genital  organs  usually  originates 
in  the  true  pelvis  and  extends  to  the  entire  abdominal  cavity.  When  it 
is  caused  by  large  tumors  of  the  ovaries  and  uterus  it  rarely  develops 
primarily  in  the  upper  portion  of  the  abdominal  cavity.  The  cause  is 
either  infection  of  the  abdominal  cavity  with  microorganisms  or  some 
as  yet  ill  understood  chemical  or  mechanical  influence.  A  knowledge 
of  these  two  etiologically  distinct  forms  is  very  necessary,  as  they 
produce  clinically  different  pictures. 
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L  Nott-lnfectioas  peritonltJS  results  frnni  rupture  and  torsian  of 
ovarian  tamori^;  it  ar^i)DJpanii^s  papillary  cysts  and  nutritianal  disturb- 
ances in  rases  of  myoma  and  ovarian  tumor;  the  condition  is  seen  most 
characteristically  in  torsion  of  the  pedicle.  In  this  form  the  symptoms  are 
limited  to  the  abdomen  and  the  general  phenomena  peculiar  to  the  septic 
form  are  absent.  There  arc  meteorlsm,  motlerate  tenderness,  oeeasional 
vomiting,  and  a  sluggish  action  of  the  bowels;  while  the  pulse,  tempera- 
ture and  general  condition  show  no  change.  Not  infrequently  the  local 
phenomena  are  absent,  and  at  the  operation  very  marked  ehangeg, 
which  may  be  much  more  pronounced  than  in  septic  peritonitis,  are 
unexpectedly  found.  Hence  the  diagnosis  cannot  always  be  made; 
it  is  easiest  when  the  above-mentioned  symptoms  develop  in*a  cage  of 
tumor.  The  distinction  from  ileus  is  not  always  possible.  Non-infec- 
tious peritonitis  is  much  more  frequently  local  and  leads  to  the  formation 
of  adhesions  in  the  case  of  tumors,  encapsulation  of  blood  and  extra- 
uterine gestation  sacs,  uterine  and  ovarian  atlhesions,  particularly  in  the 
presence  of  displacements  (see  p,  254), 

IL  Infectious  peritonitis.  Depending  on  the  microorgan- 
isms present  we  distinguish: 

1,  Septic  Peritonitis.  This  is  caused  by  infection  of  the  abdominal 
cavity  with  sitreptocoecus  and  staphylococcus  pyogenes,  Ivse  frequently 
pneumococcus  and  bacterium  eoli,  after  an  abdominal  section;  by 
rupture  of  a  pyosalpinx^  suppurative  dermal  cyst,  gestation  sacs,  and 
hematoceles:  and  by  perforation  of  a  necrotic  carcinoma- 

A  furthef  sul>di vision  of  Infectious  peritonitis  in  accordance  wUh  the  causal  feeptic 
mkfo5rgiLnisni  into  strept*M»oceiis  pentonilii,  bacterium  coli  peritonitis,  etc.,  fi>r  clinical 
jmrpoees  b  as  yoi  imposniUe. 

The  clinical  picture  on  which  the  diagnosis  is  based  is  made  up  of 
local  signs  of  irritation  and  the  symptoms  of  general  sepsis. 
The  former  consist  in  meteorlsm,  singultus  and  the  formation  of  an 
exudate;  the  latter  in  irregular  heart  aetion  and  loss  of  stfength.  The 
diagnosis  presents  no  difficulties  when  all  the  symptoms,  or  at  least  the 
most  important  ones  are  present;  but  this  is  rarely  the  case,  and  any 
one  of  the  cardinal  symptoms  may  be  wanting.  The  most  constant, 
as  well  as  the  most  important  is  meteorism,  which  may  occur  in 
any  degree  of  severity  from  a  barely  perceptible  increase  in  tension 
to  extreme,  drum-Hke  distention  of  the  abdomen.  Meteorism  subsides 
with  every  temporary  fliminution  of  the  inflammation  and  increases 
again  with  every  exacerbation;  it  is  therefore  the  most  valuable  diag- 
nostic and  prognostic  sign  of  peritonitis.  Tenderness  on  pressure 
is  much  less  importantj  as  it  may  be  entirely  absent  in  slowly  pro- 
gressive cases  with  abundant  exudate,  and  in  cases  of  very  severe 
septic  inflammation.     Vomiting   is  almost  always  present  in  diffuse 
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.  ..^^^.v'^'.rx;    Nnrk,   liquid    masses    usually   in   small    quantities 

*^      *       ^     w  -j^out   effort  at  short   intervals.      The  most   inconstant 

j^     ^^  -jMoius    Ih   the    presence    of   a   clinically    demonstrable 

?;v.>,   protracted  cases,   however,  small  movable    masses  of 

.t  •  :;s*  i^MMi^nized  in  the  lumbar  regions.    Occasionally  a  large, 

•...V     .■  -^  *»^^'  oollection,  as  in  ascites,  may  be  found. 

V  ..  '   i  \\\\'  ^vurviil  symptoms  the  most  valuable  is  the    inc  rease 
1        ^.o^jtu'M'-y    of    the    pulse-rate.     It  is  never  absent  and 
..«   X  \\\\'  liiHl  KJgn  of  beginning  inflammation.    In  the  severe  septic 
'u^  IMiImc  increases  ver\'  rapidly  and  becomes  small  and  irregular; 
..    Muldrr  forms  the  acceleration  is  much  less.     Fever    is  a  much 
.  V  \n^  onMliirit  symptom.     It  niay  be  entirely  absent  or  very  slight 
.  .*s,  liiiivi'Ht  cases  that  rapidly  terminate  in  death.    In  other  eases  the 
•  xv^  i)  modrrate  and  rarely  attains  an  excessive  height.    The  course  is 
^^,^H    rliiiriM'teriHtic.      The     general     appearance     of    the    patient, 
^ .  Ml  i'ImII.v    the  facial  expression,  may  be  so  characteristic  as  in  itself 
\s\    \\\rvr  iriHpection  to  suffice  for  diagnosis  as  well  as  prognosis.     Rest- 
|,..uiiiiMiM,  iiri  anxious  expression,  wide  open  eyes  and  distorted  features 
mill*''  'M'  '^  picture  which  is  absolutely  typical  of  peritonitis. 

A.  Tuberculous  peritonitis   usually  attacks   the  entire    peritoneum 
iiiid  hiids  to  the  secretion  of  a  serous   exudate   and  the   eruption 
III  iiilM*rcles    in   the   entire    abdominal    cavity    (peritonitis    tuberc. 
.  I     ..1...1-        adha*siva).     Tuberculous  ascites  in  most  cases  is  fluid  and 
\unu,mu^.         freely  movable;    in  other  cases  the  fluid  becomes  encapsu- 
liiii'd  hi'tween  the  intestinal  coils  and  the  abdominal  wall,  producing 
Hut   ryntic   tumors   of  irregular  outline   and   surrounded   by   adherent 
roili-  of  intestines.     In  rare  cases  the  two  layers  of  the  peritoneum  be- 
roiii*'  adherent  without  the  production  of  a  fluid  exudate,   and   the 
iij<'M<*nt('ry  and  omentum  contract  and  become  shortened.     Quite  fre- 
'  *jij<'iitly  a  transverse  area  of  resistance  is  found  above  the  umbilicus, 
wliicli  corresponds  to  the  adherent  and  matted  omentum.     The  course 
jjs  j-ubacute  or  chronic,  with  moderate  fever  or  without  any  fever  and 
gi'fieral  symptoms,  or  with  extreme  emaciation.     A  positive  diagnosis 
i^?  not  always  possible.     In  all  cases  of  freely  movable  exudate  the 
di.'ijrnoHls  lies  between  tuberculous  peritonitis  and  ascites.    Under  anes- 
th<*)sia  it  is  often  possible*  by  combined  examination  through  the  rectum 
and  abdominal  walls  to  feel  the  individual  tubercles  or  to  elicit  a  friction 
hound,  so-called  *snow-ball  crunching,'  by  rubbing  the  two  layers  of 
tin*  periton(»um  together.    The  presence  of  thickened  and  nodular  tubes, 
as  well  as  the  discovery  of  tuberculosis  in  the  intestines,  lungs  or  skin, 
in<'n»as(»s  thc»  probal)ility  of  tuberculous  peritonitis.     Inoculation  with 
tuberculin  is  an  almost  certain  method  of  recognizing  the  tuberculous 
'3  of  the  process  by  the  local  and  general  reaction.    The  diagnosis 
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is  easier  if  the  presence  of  encapsulated  ascites  can  ho  tlemonstrated 
by  percussion  and  palliation,  because  tuberculosis  is  the  most  frequent 
cnme  of  that  condition.  Heredity,  emaciation  and  general  weakness 
are  in  favor  of  tuberculosis. 

3.  Oonorrheal  peritonitis  results  from  the  escape  of  gonococci 
from  the  abdonuiial  extremity  of  the  tube  into  the  peritoneal  caWtyp 
and  is  characterized  by  acute  stormy  onset  of  local  symptoms — with  high 
fever,  the  absence  of  signs  of  intoxication,  and  rapid,  otwiorrhwi 
invariably  favorable  course*  As  however  these  differences  Pemamtw. 
are  not  sufficiohtly  preriso  for  the  diagnosis  between  gonorrheal  and 
septic  peritonitis,  the  origin  of  the  peritonitis  in  gonorrhea  of  the  genital 
organs  or  in  tubal  disease  must,  if  possible,  be  demonstrated.  The 
history  may  give  support  to  the  diagnosis  if  the  patient  admits  a  recent 
infection.  Gonorrheal  infection  of  the  peritoneum  more  frequently 
leads  to  circumscribed   pelvic   peritonitis   with  adhesions. 

4.  Carcinomatous  peritonitis*  develops  in  connection  with  car- 
ctBoma  of  the  uterus  and  ovaries  and  leads  to  the  production  of  ascites, 
which  is  usually  freely  movable,  the  eruption  of  small  notlules,  and 
flat  adhesions  in  every  portion  of  the  peritoneum;    later  the  intestines 

|become  adherent  and  larger  nodes  are  formed  in  the  peritoneum, 
especially  in  Douglas*  space  and  on  the  contracted  omentum.  The 
exudate  is  easy  to  demonstrate,  but  the  nodules  can  be  felt  only  after 
they  have  attained  a  certain  size.  Douglas'  space  shouhl  atway«  be 
carefully  examined  because  multiple  nodular  formations  and  adhesion 
of  the  two  layers  of  the  peritoneum,  and  distinct  'snow-ball  crunching' 
on  combined  examination  through  the  rectum  are  most  frequently 
found  in  that  region*  The  omentum  is  accordingly  the  region  where 
metastatic  tumors  arc  most  frequent^''  found.  The  differential  diag- 
nosis from  tuberculous  peritonitis  is  often  very  difBcult,  If,  however, 
large  tumors  are  found  in  the  genitalia,  especially  with  signs  of  malig- 
nant degeneration  or  distinct  omental  tumors  or  large  nodes  in  Douglas' 
space,  the  condition  is  very  probably  carcinomatosis.  But  the  clinical 
pictures  in  the  two  diseases  may  be  so  similar  that  they  can  barely  be 
distinguii^hed  by  careful  inspection  at  the  operation.  Cachexia  and 
crural  edema  are  more  frequently  observed  with  carcinoma* 

Pelvic  Peritonitis. 

Pelvic  peritonitis  is  much  more  common  in  general,  than  in  diffuse 
inflammation  of  the  peritoneum*  It  usually  begins  in  the  genital  organs 
and  becomes  localized  on  the  peritoneum  of  the  true  pelvis  and  neigh- 
borhood, especially  the  abdominal  walls*     It  is  observed  at  every  stage 

*  This  form  m  imludtd  under  itifectiotis  perjlo&itiB^  attbough  the  viru»  of  i!aiTiDonm 
is  stUI  unknown* 
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from  an  acute  beginning  process  to  the  remains  of  an  old  thickening 
of  the  membrane  or  adhesions.  The  acute  onset  of  pelvic  peritonitis 
is  characterized  only  by  intense  signs  of  inflammation  of  the  peri- 
Peivic  toneum;    later  a  purulent  or  serous  exudate   is  produced 

Peritonitis.  jj^  ^]^^  ^j.^^  pelvis,  or  the  inflamed  layers  of  the  peritoneum 

become  adherent.  From  a  diagnostic  standpoint  we  therefore  distinguish 
three  chnical  pictures;  recent  pelvic  peritonitis,  peritonitis 
with   exudate,    and    peritonitis    with   adhesions. 

I  include  under  the  term  recent  pelvic  peritonitis  the  acute 
stage  of  exudative  peritonitis  with  adhesions,  relapses  of  pelvic  peri- 
tonitis, and  the  recent  circumscribed  inflammations  that  grow  around 
Recent  Pelvic  ^hc  individual  genital  organs.  The  common  diagnostic 
Peritonitia.  featurc   of  thcsc   forms   of   inflammation  is  therefore  the 

recency  of   the   process   or  the    formation  of   inflammatory  products. 
Acute  perimetritis,  perisalpingitis  and   perioophoritis  are  concomitant 
conditions.     The  most  important   physical  sign,   on  which  the   diag- 
nosis   of   this  early  stage  is  based,  is   tenderness  on   pressure   of   the 
peritoneum  elicited  by  external  palpation  of  the  abdominal  w^alls  with 
reflex  tension  of  the  abdominal  muscles,  or  from  within  by  palpation 
of  those  portions  of  the  pelvis  that  are  covered  with  peritoneum,  or 
by  displacing  the  uterus  or  adnexa.     In  the  acute  stage  of  exudative 
or  adhesive  peritonitis  there  may  be  local  signs  of  irritation  in  the  form 
of    slight    meteorism,    strangury    (tenesmus    vesica?)    and,    occasion- 
ally, vomiting  and  singultus;    mild   febrile   movements  are   also  quite 
common;    spontaneous   pain  in   the   inflamed   peritoneum   may   be  so 
severe  that  the  patient  is  unable  to  perform  the  slightest  movements. 
In  this  stage  the  diagnosis  can  hardly  be  missed,  although  there  are  no 
characteristic  physical  signs  and  accurate  palpation  of  the  pelvic  organs 
is  impossible.     The  diagnosis  is  much  more  diflScult  in  circumscribed 
processes,  when  all  signs  of  irritation  are  absent  and  only  peritoneal 
tenderness    is    eUcited.      The    distinction    between    inflammatory    and 
nervous  pain  is  often  very  difficult.     In  such  cases  it  must  be  deter- 
mined whether  the  patient  is  one  of  those  hyperesthetic  w^omen  who 
start  at  the  least  touch  of  the  abdominal  walls  as  if  they  were  suffer- 
ing from  severe  peritonitis,  and  in  making  an  internal  examination  it 
must  be  borne  in  mind  that  fear,  excitement  or  awkward  pressure  with 
the  finger  may  simulate  pcritonitic  pain.     If,  however,  local  pain  on 
pressure  is  constantly  elicited  in  the  same  places  on  careful  palpation 
or  disi)lacement  of  the   genital  organs,   which  are   not  in  themselves 
painful,  a  diagnosis  of  peritonitis  may  be  made  even  in  the  absence  of 
an  inflammatory  product;    whereas  nt^rvous  peritoneal  pain,   whether 
due   to   hyperesthe?>ia   of   the    peritoneum   or  marked  hyperesthesia  of 
the  skin  such  as  occurs  in  lumbo-abdominal  neuralgia,  is  changeable. 
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dependent  upon  external  influences,  and  often  out  of  all  proportion 
to  the  degree   of   pressure   employed. 

The  diagnosis  of  pelvic  peritonitis  is  much  more  certain  when 
the  process  has  gone  on  to  the  deposition  of  an  inflammatory  product 
and  produced  physical  signs. 

The  exudate  of  pelvic  peritonitis  (pelvic  exudate),  which  owes 
its  origin  chiefly  to  infection  with  streptococci  and  staphylococci,  is  an 
effusion  of  serous,  seropurulent  or  purulent  fluid,  and  most  frequently 


Fio.  287. — Pelvic  Exudate.  P.-F.  H.  (Original.)  Douglafl'  space  contains  an  exudate  as  large 
as  the  fist  and  broadly  adherent  to  the  entire  posterior  wall  of  the  uterus,  which  is  in  retroversion  and  ante- 
poeition;   the  exudate  is  also  partly  attached  to  the  posterior  pelvic  wall. 


becomes  encapsulated  in  Douglas'  space,  uniformly  filling  the  cavity 
if  there  are  no  adhesions.  The  uterus  is  displaced  to  the  anterior  pelvic 
wall  so  that  the  vaginal  portion  is  felt  immediately  behind  the  sym- 
physis and,  if  the  exudate  is  extensive,  below  the  upper 
border  of  the  bone;  while  the  uterine  body  and  adnexa  are 
in  such  intimate  contact  with  the  exudate  that  the  bound- 
aries of  the  latter  are  often  diflScult  to  make  out.  Behind  the  uterus 
the  exudate  is  felt  as  a  tumor  which  completely  fills  the  upper  portion 
of  the  true  pelvis,  occasionally  projects  far  above  the  pelvic  inlet,  and 
is  in  contact  with  the  anterior  abdominal  wall  to  one  side  or  above  the 


The  Exudate 

of  Pelvic 

Peritonitis. 
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uterus.  The  upper  half  of  the  posterior  vaginal  wall  is  displaced  far 
downward,  often  to  within  a  short  distance  of  the  introitus;  through 
the  vault  the  lower  border  of  the  exudate  is  felt  either  round  or  with 
a  blunt  edge,  depending  on  the  tension  to  which  it  is  subjected  in  Doug- 
las' space.  In  front  the  exudate  is  partly  in  contact  with  the  posterior 
wall  of  the  uterus,  usually  as  far  as  the  fundus,  and  behind  it  is  closely 
attached  to  the  anterior  sacral  wall;  while  the  lateral  walls  of  the  j>el\'i8 
are  reached  only  in  the  case  of  large  tumors  (Figs.  287  and  288).  The 
roof  of  the  exudate  is  formed  by  coils  of  intestine,  hence  the  upper 
border  is  inaccessible  to  the  palpating  hand  and  often  appears  like  an 
accumulation  of  ribbons  filled  with  gurgling  gases.    In  the  recent  stage 

the  consistency  of  the  exudate  is 


d^  r> 


-^x-x^    ^-^  always  fluctuating;  or  it  may  be 

V/    ^^-~^f^^^  ^^^^    ^^^  yielding   or   tense  and 

elastic,  depending  on  the  tension 
to  which  the  exudate  is  subjected. 
In  the  neighborhood  of  the  exu- 
date irritative  symptoms  are 
observed,  varying  in  intensity 
according  as  the  exudate  is  serous 
or  purulent.  Thus,  with  an  abscess 
in  Douglas'  space,  the  vaginal 
membrane  is  bluish,  soft  and 
bogg)',  with  pulsating  vessels; 
Fio.  288.— The  Same  in  Cross  SEcnoN.   p.-F.     the  rcctal  mcmbrauc  swoUcn  and 

^.     (Original.)     The  rectum  is  dii«place<l  far  to  the  ... 

left  by  the  exudate,  but  not  entirely  Burrounded;    the        CdcmatOUS,      SCCrcting       a       glairy 
rectal  wall  bulges  toward  the  lumen.  r  •    r  t  xi. 

mucus  which  escapes  from  the 
anus.  At  the  upper  circumference  of  the  exudate  diffuse  areas  of  thicken- 
ing are  found  among  the  coils  of  intestines.  In  cases  of  serous  exudate 
these  signs  of  reaction  are  much  more  rare  and  may  be  wanting  altogether. 
A  deviation  from  the  above  typical  findings  will  be  observed  when 
adhesions  are  present  in  Douglas*  space  and  the  exudate  collects  in 
the  lateral  pockets  of  the  peritoneal  cavity,  in  front  and  behind  the 
broad  ligament  or  in  the  vesico-utorine  excavation.  In  such  a  case 
nothing  can  be  felt  through  the  vagina,  and  on  bimanual  palpation 
only  indistinct  resistance  with  fluctuation  and  without  distinct  outlines. 
Encapsulated  collections  of  serous  fluid  are  frequently  found  between 
Adhesion  adhcsious,   especially    in    the    case    of    adnexal    tumors — 

^■*'''  so-called  adhesion   cysts.     If  these  cysts  are  accessible 

to  the  palpating  finger  through  the  os  they  are  fe^lt  as  a  flaccid,  cystic 
resistance  without  any  distinct  outline;  if  the  fluid  is  under  considerable 
pressure  they  feel  like  cystic  tumors.  Thus  I  once  mistook  a  collection 
of  adhesion  cysts  as  large  as  a  fist  for  a  hydrosalpinx.    After  diffuse  septic 
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peritonitia  encapsulated  accutnulations  of  pus  or  serous  fluid  sonietimea 
remain  in  the  upper  abdotninal  cavity.  Their  presence  can  be  demon- 
strated only  if  thrv  have  attainr*d  a  eertain  .^Ize  and  an*  favoral>ly  situated 
for  palpation,  immediately  underneath  the  abdominal  walls.  They  are 
characterized  by  a  very  irregular  shape,  indistinet  outlines  ami  low  tension. 
The  differential  diagnosis  between  a  serous  and  a  puru- 
lent exuxlate  can  be  made  In  a  case  of  this  kind  by  noting  the  reaction 
in  the  neighborhooil.  Softening  and  s^ucculence  of  the  vaginal  mucous 
membrane,  infiltration  of  the  surrounding  structures  indicate  pus; 
fever  is  an  inconstant  j^ymi>toni  and  may  be  absent  in  old  cases*  On 
the  other  handj  a  high  leukocytosis  (between  14,000  and  20,000  according 
to  Pankow)  is  in  favor  of  a  purulent  exudate. 

Differential   diagnosis.     A  retro-uterine  exudate  in  the  recent 
L0t&ge  is  always  ilistinctly  fluctuating  and  can  therefore  be  mistaken 
"only    for   a    cystic     tumor.      The   most   important   among   adnexal 
tumors  are  those   which  develop    low  down    in    Douglas*  DiffRtt^mi^j 

space,  especially  pedunculated  ovarian  tumors.     As  hydro-  ni^irtiow*. 

salpinx  is  usually  situated  higher  up  and  more  to  one  side,  it  is  more  apt 
to  resemble  an  asymmetrical  exudate.  A  retro-uterine  ovarian 
tumor  with  anteposition  of  the  uterus  may  be  mistaken  for  a  retro- 
uterine exudate  only  if  it  is  partly  adherent  to  the  surrounding  struc- 
tures and  has  lost  its  sharp  contours;  but  even  in  cases  of  this  kind 
accurate  palpation  of  the  tumor  outline  is  the  best  means  of  arriving 
it  a  diagnosis*  In  an  ovarian  tumor  it  must  be  possible  to  feel  a  tumor- 
^wall  (Fig,  156),  while  in  the  case  of  exudate  the  limiting  wall  is  supplied 
by  the  surrounding  organs.  The  best  way  to  determine  this  point  is 
to  make  deep  palpation  from  the  side  between  the  posterior  uterine  waU 
ind  the  tumor,  noting  whether  the  two  structures  are  distinct  or  inti- 
ifttely  connected  with  one  another  by  a  broad  surface  of  attachment; 
>r  by  palpating  the  upper  circumference,  which  in  one  case  is  a  sharp, 
well-defined  outline  and  in  the  other  an  indistinct  contour  formed  by 
intestinal  coils.  Notable  differences  can  sometimes  be  felt  through 
the  rectum.  In  benign  tumors  the  rectum  is  only  moderately  dis- 
placed and  possibly  somewhat  invaginated,  while  inflammatory  pro- 
cesses— if  they  extend  to  the  subperitoneal  connective  tissue — surround 
the  rectum  in  the  form  of  a  loop.  In  the  case  of  flaccid  hydro- 
salpinx occupying  part  of  the  pelvis  the  diagnosis  is  more  difficult. 
Although,  like  ovarian  tumors,  hydrosalpinx  has  a  wall  of  its  own, 
it  is  much  more  tlifficult  to  demonstrate  than  that  of  an  ovarian  tumor 
on  account  of  its  thinness  and  the  much  more  numerous  adhesions 
with  the  posterior  uterine  wall  and  the  intestinal  coils.  If  the  woman 
can  be  kept  under  observation  for  some  time,  the  pUH  will  be  slowly 
absorbed  or  spontaneously  evacuated,  and  the  lUagnosis  of  exudatx?  is 
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septic  peritonitis;  black,  liquid  masses  usually  in  small  quantities 
are  ejected  without  effort  at  short  intervals.  The  most  inconstant 
of  all  the  symptoms  is  the  presence  of  a  clinically  demonstrable 
exudate.  In  protracted  cases,  however,  small  movable  masses  of 
exudate  can  be  recognized  in  the  lumbar  regions.  Occasionally  a  large, 
freely  movable  collection,  as  in  ascites,  may  be  found. 

Among  the  general  symptoms  the  most  valuable  is  the  increase 
in  the  frequency  of  the  pulse-rate.  It  is  never  absent  and 
is  usually  the  first  sign  of  beginning  inflammation.  In  the  severe  septic 
forms  the  pulse  increases  very  rapidly  and  becomes  small  and  irregular; 
in  the  milder  forms  the  acceleration  is  much  less.  Fever  is  a  much 
more  inconstant  symptom.  It  may  be  entirely  absent  or  very  slight 
in  the  gravest  cases  that  rapidly  terminate  in  death.  In  other  cases  the 
fever  is  moderate  and  rarely  attains  an  excessive  height.  The  course  is 
not  characteristic.  The  general  appearance  of  the  patient, 
especially  the  facial  expression,  may  be  so  characteristic  as  in  itself 
by  mere  inspection  to  suffice  for  diagnosis  as  well  as  prognosis.  Rest- 
lessness, an  anxious  expression,  wide  open  eyes  and  distorted  features 
make  up  a  picture  which  is  absolutely  typical  of  peritonitis. 

2.  Tuberculous  peritonitis  usually  attacks  the  entire  peritoneum 
and  leads  to  the  secretion  of  a  serous  exudate  and  the  eruption 
of  tubercles  in  the  entire  abdominal  cavity  (peritonitis  tuberc. 
Tuberculous  adhsesiva).  Tuberculous  ascites  in  most  cases  is  fluid  and 
Peritonitis.  freely  movable;   in  other  cases  the  fluid  becomes  encapsu- 

lated between  the  intestinal  coils  and  the  abdominal  wall,  producing 
flat  cystic  tumors  of  irregular  outline  and  surrounded  by  adherent 
coils  of  intestines.  In  rare  cases  the  two  layers  of  the  peritoneum  be- 
come adherent  without  the  production  of  a  fluid  exudate,  and  the 
mesentery  and  omentum  contract  and  become  shortened.  Quite  fre- 
*  quently  a  transverse  area  of  resistance  is  found  above  the  umbilicus, 
which  corresponds  to  the  adherent  and  matted  omentum.  The  course 
is  subacute  or  chronic,  with  moderate  fever  or  without  any  fever  and 
general  symptoms,  or  with  extreme  emaciation.  A  positive  diagnosis 
is  not  always  possible.  In  all  cases  of  freely  movable  exudate  the 
diagnosis  lies  between  tuberculous  peritonitis  and  ascites.  Under  anes- 
thesia it  is  often  possible  by  combined  examination  through  the  rectum 
and  abdominal  walls  to  feel  the  individual  tubercles  or  to  elicit  a  friction 
sound,  so-called  'snow-ball  crunching,'  by  rubbing  the  two  layers  of 
the  peritoneum  together.  The  presence  of  thickened  and  nodular  tubes, 
as  well  as  the  discovery  of  tuberculosis  in  the  intestines,  lungs  or  skin, 
increases  the  probability  of  tuberculous  peritonitis.  Inoculation  with 
tuberculin  is  an  almost  certain  method  of  recognizing  the  tuberculous 
nature  of  the  process  by  the  local  and  general  reaction.     The  diagnosis 
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is  easier  if  the  presence  of  encapsulated  ascites  can  be  demonstrated 
by  percussion  and  pali>ation»  because  tuberculosis  is  the  most  frequent 
cau^e  of  that  contlition.  Heredity,  emaciation  and  general  weakness 
are  in  favor  of  tuberculosis. 

3.  Oonorrheal  peritonitis  results  from  the  escape  of  gonococci 
from  the  abdominal  extremity  of  the  tube  into  the  peritoneal  eavityj 
and  is  characterized  by  acute  stormy  onset  of  local  symptoms — with  high 
fever,  the  absence  of  signs  of  intoxication,  and  rapid, 
invariably  favorable  course.  As  however  these  differences 
are  not  sufficiently  precise  for  the  diagnosis  between  gonorrheal  and 
septic  peritonitis,  the  origin  of  the  peritonitis  in  gonorrhea  of  the  genital 
organs  or  in  tubal  disease  must,  if  possible,  be  demonstrated.  The 
history  may  give  support  to  the  diagnosis  if  the  patient  admits  a  recent 
infection.  Gonorrheal  infection  of  the  peritoneum  more  frequently 
leads  to  circumscribed   pelvic   peritonitis   with  adhesions. 

4.  Carcinomatous  peritonitis  *  develops  in  connection  with  car- 
cinoma of  the  uterus  and  ovaries  and  leads  to  the  production  of  ascites, 
which  is  usually  freely  movable,  the  eruption  of  small  nodules,  and 
flat  adhesions  in  every  portion  of  the  peritoneum;  later  the  intestines 
become  adherent  and  larger  nodes  are  formed  in  the  peritoneum, 
especially  in  Douglas*  space  and  on  the  contracted  omentum.  The 
exudate  is  easy  to  demonstrate,  but  the  nodules  can  be  felt  only  after 
they  have  attained  a  certain  size.  Douglas'  space  should  alwaya  be 
carefully  examined  because  multiple  nodular  formations  and  adhesion 
of  the  two  layers  of  the  peritoneum,  and  distinct  'snow-ball  crunching' 
on  combined  examination  through  the  rectum  are  most  frequently 
found  in  that  region.  The  omentum  is  accordingly  the  region  where 
metastatic  tumors  are  most  frequently  foumL  The  differential  diag- 
nosis from  tuberculous  peritonitis  is  often  very  difficult.  If,  however, 
large  tumors  are  found  in  the  genitalia,  especially  with  signs  of  malig- 
nant degeneration  or  distinct  omental  tumors  or  large  nodes  in  Douglas' 
space,  the  condition  is  very  probably  carcinomatosis.  But  the  clinical 
pictures  in  the  two  diseases  may  be  so  similar  that  they  can  barely  be 
distinguished  by  careful  inspection  at  the  operation.  Cachexia  and 
crural  edema  are  more  frequently  observed  with  carcinoma. 

Pelvic  Peritonitis* 

Pelvic  peritonitis  is  much  more  common  in  general,  than  in  diffuse 
inflammation  of  the  peritoneum.  It  usually  begins  in  the  genital  organs 
and  becomes  localized  on  the  peritoneum  of  the  true  pelvis  and  neigh- 
borhood, especially  the  abdominal  walls.     It  is  observed  at  every  stage 

*  This  furm  £e  induded  under  infectious  peritonitia,  ikhhough  the  viruj*  of  carcinoma 
m  atill  unknown. 


474  GYNECOLOGICAL   DL\GXOSIS 

from  an  acute  beginning  process  to  the  remains  of  an  old  thickening 
of  the  membrane  or  adhesions.  The  acute  onset  of  pelvic  peritonitis 
is  characterized  only  by  intense  signs  of  inflammation  of  the  peri- 
Peivic  toneum;    later  a  purulent  or  serous  exudate   is  produced 

Peritonitin.  jjj  ^j^^,  ^j.y^  pelvis,  or  the  inflamed  layers  of  the  peritoneum 

become  adherent.  From  a  diagnostic  standpoint  we  therefore  distinguish 
three  clinical  pictures;  recent  pelvic  peritonitis,  peritonitis 
with   exudate,    and    peritonitis    with   adhesions. 

I  include  under  the  term  recent  pelvic  peritonitis  the  acute 
stage  of  exudative  peritonitis  with  adhesions,  relapses  of  pelvic  peri- 
tonitis, and  the  recent  circumscribed  inflammations  that  grow  around 
Recent  Pelvic  ^^^  individual  genital  organs.  The  common  diagnostic 
Peritonitis.  feature   of  these   forms   of   inflammation  is   therefore  the 

recency  of   the    process    or   the    formation  of   inflammatory   products. 
Acute  perimetritis,  perisalpingitis  and   perioophoritis  are  concomitant 
conditions.     The   most  important    physical  sign,  on  which   the   diag- 
nosis   of   this  early  stage   is  based,  is   tenderness  on  pressure  of   the 
peritoneum  elicited  by  external  palpation  of  the  abdominal  walls  with 
reflex  tension  of  the  abdominal  muscles,  or  from  within  by  palpation 
of  those  portions  of  the  pelvis  that  are  covered  with  peritoneum,  or 
by  displacing  the  uterus  or  adnexa.     In   the  acute  stage  of  exudative 
or  adhesive  peritonitis  there  may  be  local  signs  of  irritation  in  the  form 
of    slight    meteorism,    strangury    (tenesmus    vesicae)    and,    occasion- 
ally, vomiting  and  singultus;    mild   febrile   movements  are  also  quite 
common;    spontaneous   pain  in  the   inflamed   peritoneum   may   be  so 
severe  that  the  patient  is  unable  to  perform  the  slightest  movements- 
In  this  stage  the  diagnosis  can  hardly  be  missed,  although  there  are  no 
characteristic  physical  signs  and  accurate  palpation  of  the  pelvic  organs 
is  impossible.     The  diagnosis  is  much  more  difficult  in  circumscribed 
processes,  when  all  signs  of  irritation  arc  absent  and  only  peritoneal 
tenderness    is    elicited.      The    distinction    between    inflammatory    and 
nervous  pain  is  often  very  difficult.     In  such  cases  it  must  be  deter- 
mined whether  the  patient  is  one  of  those  hyperesthetic  women  who 
start  at  the  least  touch  of  the  abdominal  walls  as  if  they  were  sulTer- 
ing  from  severe  i)eritonitis,  and  in  making  an  internal  examination  it 
must  be  borne  in  mind  that  fear,  excitement  or  awkward  pressure  WMth 
the  finger  may  simulate  peritonitic  pain.     If,  however,  local  pain  on 
pressure  is  constantly  eHcited  in  the  same  places  on  careful  palpation 
or  displacement  of  the  genital  organs,   which  are  not  in  themselves 
painful,  a  diagnosis  of  peritonitis  may  be  made  even  in  the  absence  of 
an   inflammatory  product;    whereas  nervous  peritoneal  pain,   whether 
du(»   to    hyperesthesia   of   the    peritoneum   or  marked  hyperesthesia  of 
the  skin  such  as  occurs  in  lumbo-abdominal  neuralgia,  is  changeable, 
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dependent  upon  external  influences,  and  often  out  of  all  proportion 
to  the  degree   of  pressure  employed. 

The  diagnosis  of  pelvic  peritonitis  is  much  more  certain  when 
the  process  has  gone  on  to  the  deposition  of  an  inflammatory  product 
and  produced  physical  signs. 

The  exudate  of  pelvic  peritonitis  (pelvic  exudate),  which  owes 
its  origin  chiefly  to  infection  with  streptococci  and  staphylococci,  is  an 
effusion  of  serous,  seropurulent  or  purulent  fluid,  and  most  frequently 


Fio.  287. — Pelvic  Exudate.  P.-F.  H.  (Original.)  Doufflafl'  space  contains  an  exudate  as  large 
as  the  fiBi  and  broadly  adherent  to  the  entire  posterior  wall  of  the  utertis,  which  is  in  retroversion  and  ante- 
position;   the  exudate  is  also  partly  attached  to  the  posterior  pelvic  wall. 


becomes  encapsulated  in  Douglas'  space,  uniformly  filling  the  cavity 
if  there  are  no  adhesions.  The  uterus  is  displaced  to  the  anterior  pelvic 
wall  so  that  the  vaginal  portion  is  felt  immediately  behind  the  sym- 
physis and,  if  the  exudate  is  extensive,  below  the  upper 
border  of  the  bone;  while  the  uterine  body  and  adnexa  are 
in  such  intimate  contact  with  the  exudate  that  the  bound- 
aries of  the  latter  are  often  difficult  to  make  out.  Behind  the  uterus 
the  exudate  is  felt  as  a  tumor  which  completely  fills  the  upper  portion 
of  the  true  pelvis,  occasionally  projects  far  above  the  pelvic  inlet,  and 
is  in  contact  with  the  anterior  abdominal  wall  to  one  side  or  above  the 


The  Exudate 

of  Pelvic 
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uterus.  The  upper  half  of  the  posterior  vaginal  wall  is  displaced  far 
downward,  often  to  within  a  short  distance  of  the  introitus;  through 
the  vault  the  lower  border  of  the  exudate  is  felt  either  round  or  with 
a  blunt  edge,  depending  on  the  tension  to  which  it  is  subjected  in  Doug- 
las' space.  In  front  the  exudate  is  partly  in  contact  with  the  posterior 
wall  of  the  uterus,  usually  as  far  as  the  fundus,  and  behind  it  is  closely 
attached  to  the  anterior  sacral  wall;  while  the  lateral  walls  of  the  pelvis 
are  reached  only  in  the  case  of  large  tumors  (Figs.  287  and  288).  The 
roof  of  the  exudate  is  formed  by  coils  of  intestine,  hence  the  upper 
border  is  inaccessible  to  the  palpating  hand  and  often  appears  like  an 
accumulation  of  ribbons  filled  with  gurgling  gases.    In  the  recent  stage 

the  consistency  of  the  exudate  is 
always  fluctuating;  or  it  may  be 
soft  and  yielding  or  tense  and 
elastic,  depending  on  the  tension 
to  which  the  exudate  is  subjected. 
In  the  neighborhood  of  the  exu- 
date irritative  symptoms  are 
observed,  varying  in  intensity 
according  as  the  exudate  is  serous 
or  purulent.  Thus,  with  an  abscess 
in  Douglas'  space,  the  vaginal 
membrane  is  bluish,  soft  and 
boggy,    with    pulsating    vessels; 

Fio.  288.— The  Same  in  Crom  Section.     P.-F.  the  rectal   mcmbraUC  SWoUcU  and 
H.     (Original.)     The  rectum  is  dinplaced  far  to  the  . 

left  by  the  exudate,  but  not  entirely  surrounded;    the  cdcmatOUS,      SCCrctlUg       a       glairy 
rectal  wall  bulges  toward  the  lumen.  i  •    i  ^  . « 

mucus  which  escapes  from  the 
anus.  At  the  upper  circumference  of  the  exudate  diffuse  areas  of  thicken- 
ing are  found  among  the  coils  of  intestines.  In  cases  of  serous  exudate 
these  signs  of  reaction  are  much  more  rare  and  may  be  wanting  altogether. 
A  deviation  from  the  above  typical  findings  will  be  observed  when 
adhesions  are  present  in  Douglas'  space  and  the  exudate  collects  in 
the  lateral  pockets  of  the  peritoneal  cavity,  in  front  and  behind  the 
broad  ligament  or  in  the  vcsico-uterine  excavation.  In  such  a  case 
nothing  can  be  felt  through  the  vagina,  and  on  bimanual  palpation 
only  indistinct  resistance  with  fluctuation  and  without  distinct  outlines. 
Encapsulated  collections  of  serous  fluid  are  frequently  found  between 
Adhesion  aclhosious,   cspccially    in    the    case    of    adnexal    tumors — 

^''^*'-  so-called  adhesion   cysts.     If  these  cysts  are  accessible 

to  the  palpating  finger  through  the  os  they  arc  felt  as  a  flaccid,  cystic 
resistance  without  any  distinct  outline;  if  the  fluid  is  under  considerable 
pressure  they  feel  like  cystic  tumors.  Thus  I  once  mistook  a  collection 
of  adhesion  cysts  as  large  as  a  fist  for  a  hydrosalpinx.    After  diffuse  septic 
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peritonitis  encapsuIatHl  accumulations  of  pus  or  serous  fiuid  sometimes 
remain  in  the  upper  abdominal  eavity.  Their  presence  can  be  ileraon- 
strnlrd  only  if  they  have  atlaincHl  a  certain  ^ize  and  are  favorably  situated 
for  palpation,  innuediately  underneath  the  abdominal  walls.  They  arc 
characterized  by  a  very  irregular  shape,  indistinct  outlines  and  low  tension* 

The  differential  diagnosis  between  a  serous  and  a  puru- 
lent exudate  can  be  made  in  a  case  of  this  kind  by  noting  the  reaction 
in  the  neighborhood.  Softening  and  succulence  of  the  vaginal  umcous 
membrane,  infiltration  of  the  surrounding  structures  indicate  pus; 
tfever  is  an  inconstant  symptom  and  may  be  absent  in  old  eases.  On 
[the  other  hand,  a  high  leukocytosis  (between  14,000  and  20,000  according 
rto  Pankow)  is  in  favor  of  a  purulent  exudate* 

Differential  diagnosis.  A  retro-uterine  exudate  in  the  recent 
stage  is  always  distinctly  fluctuating  and  can  therefore  be  mistaken 
only  for  a  cystic  tumor.  The  most  important  among  adnexal 
[tumors  are  those   which  develop    low  down    in    Douglas'  Diff«Bi,ti.i 

ipace,  especially  pedunculated  ovarian  tumors,     Ab  hydro-  Diii«ii«ii. 

salpinx  is  usually  situated  higher  up  and  more  to  one  side,  it  is  more  apt 
to  resemble  an  asymmetrical  exudate.  A  retro-uterine  ovarian 
tumor  with  anteposition  of  the  uterus  may  be  mistaken  for  a  retro- 
uterine exudate  only  if  it  is  partly  adherent  to  the  surrounding  struc- 
tures and  has  lost  its  sharp  contours;  but  even  in  cases  of  this  kiml 
accurate  palpation  of  the  tumor  outline  is  the  best  means  of  arriving 
at  a  tliagnosis.  In  an  ovarian  tumor  it  must  be  possible  to  feel  a  tumor- 
wall  {Fig.  156),  while  in  the  case  of  exutlate  the  limiting  wall  is  supplied 
by  the  surrouniling  organs.  The  best  way  to  determine  this  point  is 
to  make  deep  palpation  from  the  side  between  the  posterior  uterine  wall 
and  tlie  tumor,  noting  whether  the  two  structures  are  distinct  or  inti- 
mately  conneetetl  with  one  another  by  a  broad  surface  of  attachment; 
or  by  palpating  the  upper  circumference,  which  in  one  case  is  a  sharp, 
well-defined  outline  and  in  the  other  an  indistinct  contour  formed  by 
intestinal  coils.  Notable  differences  can  sometimes  be  felt  through 
the  rectum.  In  benign  tumors  tlie  rectum  is  only  moderately  dis- 
placed and  possibly  somewhat  in  vagina  ted,  while  inflammatory  pro- 
cesses^— if  they  extenil  to  the  subperitoneal  connective  tissue— surround 
the  rectum  in  the  form  of  a  loop-  In  the  ease  of  flaccid  hydro- 
salpinx oecuiiying  part  of  the  pelvis  the  diagnosis  is  more  difficult. 
Although,  like  ovarian  tumors,  bydroHalptnx  has  a  wall  of  its  own, 
it  is  much  more  difficult  to  demonstrate  than  that  of  an  ovarian  tumor 
on  account  of  its  thinness  antl  the  much  more  numerous  adhesions 
with  the  posterior  uterine  w*all  and  the  intestinal  coils.  If  the  woman 
can  be  kept  under  observation  for  some  time,  the  pus  will  be  slowly 
absorbed  or  spontaneously  evacuated,  and  the  diagnosis  of  exudatT*  is 
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established;  while  a  hydrosalpinx  usually  remains  stationary,  and 
ovarian  tumors  slowly  increase  in  size.  General  disturbances  and  fever 
are  in  favor  of  inflammatory  processes. 

The  greatest  difficulties  are  encountered  in  the  diagnosis  between 
exudate  and  a  typical  retro-uterine  hematocele.  The  shape  and 
situation  of  the  tumor  and  its  broad  attachment  to  the  uterus  and 
pelvis  are  exactly  the  same  as  in  the  case  of  exudate,  because  the  fluid 
blood  also  collects  in  Douglas'  space  and  by  encapsulation  and  organi- 
zation of  the  periphery  also  becomes  intimately  adherent  to  the  other 
organs.  The  only  difference  observed  in  hydrosalpinx  is  in  the  con- 
sistency. The  blood  coagulates;  the  consistency  becomes  irregular, 
cystic  portions  alternating  with  soft  masses.  If  the  blood  remains  fluid, 
the  consistency  may  be  exactly  the  same  as  that  of  exudate.  As  the 
presence  of  blood  causes  but  slight  signs  of  irritation  in  the  neighborhood, 
the  signs  resemble  those  of  serous  exudate.  If  the  hematocele  breaks 
down,  however,  the  inflammatory  symptoms  in  the  neighborhood 
increase  and  the  picture  of  pelvic  abscess  is  produced.  In  many  cases 
the  history  affords  positive  data  for  the  differential  diagnosis.  If  it  is 
found  that  the  condition  was  preceded  by  a  short  period  of  amenorrhea; 
if  the  onset  was  severe,  with  frequently  repeated  abdominal  cramp, 
and  pain  without  fever,  the  probability  is  on  the  side  of  hematocele 
{ex  graviditate  tubaria);  while  acute  onset  with  high  fever  and  signs 
of  peritonitic  irritation  point  to  exudate.  Serous  exudates  usually 
develop  without  fever  or  pain.  Anemia  and  a  mild  degree  of  jaundice, 
as  well  as  uterine  hemorrhages,  are  in  favor  of  hematocele.  The  leuko- 
cyte count  appears  to  be  a  valuable  means  of  distinguishing  between 
pelvic  abscess  and  a  non-infected  hematocele.  In  the  latter  the  number 
of  leukocytes  is  normal,  unless  the  patient  is  extremely  anemic;  but 
once  the  hematocele  breaks  down,  the  leukocytosis  becomes  very  high. 
In  cases  of  serous  exudate  the  difference  is  less  marked.  The  surest 
means  of  arriving  at  the  correct  diagnosis  between  hematocele  and 
serous  or  purulent  exudate  is  exploratory  puncture.  As  the 
posterior  vault  of  the  vagina  only  is  punctured  and  no  organ  is  injured, 
aseptic  perforation  is  not  followed  by  any  bad  results.  After  careful 
disinfection  of  the  vagina  an  aspiration  needle  with  a  thin  canula  is 
introduced  into  the  deepest  portion  of  the  retro-uterine  tumor  behind 
the  portio  vaginalis,  under  guidance  of  the  finger.  But  even  in  these 
cases  exploratory  puncture  should  be  employed  only  as  a  last  resort. 

The  diagnostic  value  of  exploratory  puncture  through  the 
posterior  vaginal  vault  forms  the  subject  of  an  essay  by  Franz,  who  reports  that  among  81  cases 
from  his  clinic  in  Halle  the  diagnosis  was  confirmed  in  56;  a  doubtful  diagnosis  was  rendered 
positive  in  5;  an  erroneous  diagnosis  corrected  in  10;  in  6  exploratory  puncture  was  mis- 
leading, and  in  4  without  result.  It  appears  therefore  that  exploratory  puncture  is  not  superior 
to  other  methods  of  examination,  since  the  10  successful  cases  are  balanced  by  10  failureB. 
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That  the  method  even  in  the  siimple  cases  and  when  performed  in  u  hospital  is  not  without 
danger  is  dhown  by  the  fact  thai  it  was  followed  by  severe  infect  ion  In  one  ea.**c,  by  mild 
mfeetion  iti  5  others,  wliile  in  the  6th  death  probably  was  remotely  or  pwrtly  dtje  lu  Ihe 
exploratory  puncture.  Tliese  result*  justify  my  advice  that  the  use  i>f  explorato/y  punettjro 
be  restricted  m  mueh  m  possible. 

A  rQtro-uterine  exudate  is  less  likely  to  be  mistaken  for  retro- 
flexion of  a  gravid  uterus  than  for  hematocele,  because  the 
history  is  not  so  misleading.  The  diagnosis  is  based  on  the  same  prin- 
ciples as  have  been  explained  in  connection  with  hematoeele  (see  p.  167), 

Peritonitic  adhesions  reprci^ent  either  the  remains  of  old  inspis- 
sated, ruinured,  or  evacuated  exudates,  or  the  product  of  pelvic  perito- 
nitis with  atlhesions.  In  the  former  case  they  represent  thick,  brawny 
cicatrizations,  with  partial  obliteration  or  localized  contrac-  p^^ritonaa 

tion  of  individual  portions  of  the  peritoneum.    In  the  latter  AdhMjona. 

case  they  are  membranous  bands  of  variable  thtckness»  which  envelop 
the  organs  or  connect  them  with  one  another  or  with  the  pelvic  wall- 

The  diagnosis  of  these  inflatnmatory  products  is  based  on  the 
direct  palpation  of  brawny,  diffuse  thickening  in  Douglas*  space,  pro- 
ducing complete  or  partial  obliteration  of  the  space  with  retroposition 
of  the  uterus.  The  thickened  areas  can  be  felt  by  pushing  the  posterior 
vaginal  vault  upward,  or  through  the  rectum.  When  the  uterus  is  drawn 
forward  it  brings  the  anterior  rectal  wall  with  it.  Localized  contractions 
of  the  peritoneum  are  recognized  by  numerous  thickenings  and  want  of 
elasticity  in  the  membrane.  Genuine  peritonitic  adhesions  are  feh  as 
membranes  or  bands  connecting  those  portions  of  the  genitalia  which 
are  covered  with  peritoneum,  especially  in  Douglas'  space  and  in  the 
neighborhood  of  the  adnexa.  By  pushing  the  vaginal  vault  forcibly 
upward  they  may  be  felt  as  thin,  delicate  cords  that  are  easily  torn  by 
the  pressure  of  the  finger  and  are  usually  painful  Another  sign  of 
peritonitic  adhesions  is  the  fixation  of  otherwise  movable  organs,  espe- 
cially the  uterus,  tubes,  ovaries  and  intestines.  If  the  mobility  of  the 
uterus  in  any  given  direction  is  abohshed,  or  if  it  is  found  impossible 
to  elevate  a  retroflexed  uterus,  the  existence  of  peritonitic  adhesions 
may  be  inferred,  provided  the  immobility  is  observed  constantly  in 
those  parts  which  are  covered  with  peritoneum*  If  a  prolapsed  ovary 
cannot  be  lifted  out  of  Douglas*  space,  or  a  normally  placed  ovary  has 
lost  some  of  its  normal  mobility  along  the  pelvic  wall,  we  have  to  deal 
with  the  remains  of  a  perioophoritic  inflammation.  If  immovable  coils 
of  intestines  are  constantly  found  at  certain  points  on  a  tumor,  or  per- 
manently occupy  Douglas'  space,  they  are  probably  fixed  by  peritonitic 
adhesions.  The  presence  of  the  latter  may  also  be  surmised  when  there 
is  local  pain  on  pressure  in  places  covered  by  |>eritoneum*  If,  for 
example,  in  the  case  of  large  ovarian  tumors  certain  areas  are  constantly 
found  to  be  painful,  it  is  a  sign  of  local  peritonitis,  and  at  laparotomy 
circumscribed  peritoneal  adhesions  are  usually  found  in  these  regions- 
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Diagnosis  of  Parametritis. 

Parametritis    is  inflammation   of   the  pelvic  connective  tissue 

situated    between    the    peritoneum    and    the    levator   ani    muscle    and 

occupying  the  intervals  between  the  individual  pelvic  organs  which  it 

completely  surrounds  (p.  90).     Parametritis  also   includes 

Definition.  .     .  ,  .     . 

paracystitis  and  paraproctitis,  or  inflammation  of 
those  portions  of  the  pelvic  connective  tissue  which  surround  the 
bladder  and  rectum  respectively.  Parametritis  in  the  great  majority  of 
cases  begins  in  the  pelvic  connective  tissue  that  surrounds  the  genitalia 
and  from  that  area  may  spread  to  more  distant  layers  of  connective 
tissue  that  are  continuous  with  the  parametrium,  such  as  the  preperi- 
toneal cavity  of  Retzius  and  the  connective  tissue  of  the  iliac  bone, 
which  is  continuous  with  the  retroperitoneal  tissue.  Conversely,  con- 
nective tissue  inflammation,  originating  in  distant  organs,  as  paratyphlitis 
or  paranephritis,  for  example,  may  spread  downward  to  the  pelvic 
connective  tissue  and  produce  conditions  similar  to  primary  parametritis. 
Parametritis  occurs  in  two  distinct  forms:  exudative  and 
contracting   parametritis  (parametritis    retrahens). 

L  Parametritic  Exudate. 

A  parametritic  exudate  is  the  product  of  a  tissue  reaction  which 
follows  invasion  by  microorganisms. 

The  organisms  concerned  are  almost  exclusively  streptococci  and  staphylococci, 
rarely  gonococci  and  bacterium  coli;  in  isolat<5d  cases  tuberculosis  and  actinomycosis  have 
been  observed.  The  differences  produced  in  the  clinical  picture  of  the  exudate  by  the  dif- 
ferent kinds  of  organisms  will  be  discussed  later. 

The  tissue  reaction  results  in  the  deposition  of  a  gelatinous  fluid 
in  the  meshes  of  the  connective  tissue  and,  in  the  recent  stage,  repre- 
sents a  soft  elastic  sweiring  of  the  affected  region,  with  blurring  of  the 
outline.  After  the  edema  in  the  surrounding  tissue  has  subsided  by 
absorption,  and  the  inflammatory  fluid  has  coagulated,  the  exudate 
appears  in  its  characteristic  form  as  a  hard  tumor.  As  such  it  persists 
for  a  long  time,  and  the  inspissated  contents  become  more  and  more 
hard  and  firm.  The  exudate  may  disappear  completely  by  absorption, 
leaving  normal,  soft  connective  tissue  in  its  place;  but  there  remains 
a  brawny  thickening,  which  leads  to  the  contraction  of  the  tissues  and 
uterine  displacement.  If  the  exudate  continues  to  spread,  the  same 
changes  take  place  in  successive  portions  of  the  connective  tissue, 
while   absorption   goes   on   in   other   places.      If  the    exudate   breaks 
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down  and  suppurates;  mnall  abscesses  are  formed  in  various  places, 
which  gradually  coalesce  and  produce  large  collections  of  pus  that 
usually    follow   a   definite    path    to   the   outer   surface   of    the   body. 

Diagnosis. 

The  diagnosis  of  parametritic  exudate  is  based  on  the  finding  of 
a  tumor  in  the  pelvic  connective  tissue  presenting  certain  important 
characteristics,   determined    by    external    and    internal    examination. 

Position.  The  tumor  must  occupy  a  region  which  contains  para- 
metrial  connective  tissue  or  one  of  its  processes.  The  most  frequent 
situation    is    the     posterolateral 

portion  of  the  horizontal  layer  of  ^'-^ 

the  connective  tissue^  the  tumor 
forming  to  one  side  and  behind 
the  uterus;  secondarily  a  portion 
of  the  exudate  usually  spreads  in 
the  retro-uterine  tissue  to  the 
other  side  of  the  pelvis  and  forms 
a  loop  around  the  rectum  (Fig» 
289),  More  rarely  the  exudate  is 
entirely  confined  to  the  retro- 
uterine tissue.  In  such  a  case 
a  retro*uterine  tumor  situated 
almost  exactly  in  the  median  hne 
is  produced,  the  lateral  portions  of 
which  are  flattened  and  broken 
up  into  fibres;  while  below,  the  tumor  extends  into  the  recto- 
vaginal septum  and  usually  ends  in  a  sharp  border  opposite  the  middle 
of  the  posterior  vaginal  wall  (Fig.  290),  Puerperal  exudates  are  often 
situated  between  the  layers  of  the  broad  ligament,  forming  siiuftUcm^ir 
large  tumors  alongside  of  the  uterus  and  above  the  pelvic  th«  ii^u«i«ui, 
inlet.  They  frequently  extend  into  the  true  parametrium  and  therefore 
cannot  be  palpated  through  the  vagina;  at  the  sides  they  approach  the 
pelvic  wall  in  the  infundibulopelvic  ligament  (Fig.  291),  If  the  exudate 
is  situated  in  the  connective  tissue  on  the  iliac  bone^  a  flat  tumor  is  pro- 
duced with  broad  attachment  to  the  bone  and  connected  with  the  uterus 
by  a  broad  ligament  as  by  a  cord,  or  even  entirely  free,  so  that  it  gives  the 
impression  of  being  an  independent  tumor.  If  the  extension  takes  place 
from  this  point  upward,  the  connective  tissue  of  the  lateral  and  posterior 
ab<lonunal  wall  becomes  involved;  while  in  front  the  exudate  may 
extend  above  Pou part's  ligament  and  reach  the  anterior  abdominal  walL 
From  the  parametrium  the  exudate,  after  elevating  the  anterior  layer 
of  the  broad  ligament,  enters  the  loose  connective  tissue  which  sur- 

31 
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rounds  the  bladder  and  the  preperitoneal  cavity  of  Retzius  (Fig.  292), 
and  from  that  point  extends  upward  in  the  subperitoneal  adipose 
tissue  of  the  anterior  abdominal  wall.  These  exudates  in  the  abdominal 
wall  do  not  extend  beyond  the  region  of  the  navel  because  at  this  point 
the  loose  connective  tissue  between  the  parametrium  and  the  fascia 
disappears.  Nor  do  they  overstep  the  median  line,  so  that  in  the  main 
they  represent  flat  masses  or  thickenings  limited  to  one  half  of  the 
anterior  abdominal  wall.     The  anterior  parametrium,  or  that  portion 


Fio.  290. — Parametritic  Exudate  in  thr  Rectovaoinal  Septum.     P.-F.    H-    (Original.)   The  exudate  of 
Fig.  289  shown  in  median  section.    It  extends  to  within  4  cm.  of  the  introitus;  marked  stenosis  of  the  rectum. 

of  connective  tissue  which  is  situated  between  the  cervix  and  body,  is 
very  rarely  the  seat  of  exudation.  The  exudate,  when  it  occurs,  forms 
a  cord-like  tumor  extending  upward  to  about  the  middle  of  the  uterus 
and  disappearing  on  each  side  of  the  horizontal  layers  of  the  pelvic 
connective  tissue  (Fig.  293).  When  suppuration  takes  place  in  the 
parametritic  exudate,  the  pus  follows  certain  definite  paths,  along 
which  the  solid  exudate  also  extends.  For  example,  the  pus  not  infre- 
quently escapes  from  the  pelvic  cavity  through  the  sciatic  notch  and 
makes  its  appearance  under  the  free  border  of  the  gluteus  maximus 
on  the  buttocks;  occasionally  the  pus  may  burrow  in  the  paravaginal 
and  paraproctal  tissue  and  make  its  appearance  on  the  perineum. 
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The  shape  of  the  exudate  is  exceedingly  variable,  (lepending  on 
the  shape  of  the  layer  of  connective  tissue  in  which  it  develops.  Wher- 
ever the  exudate  is  limited  by  peritoneum  it  is  eompletely  spherical; 
while  in  places  where  it  merges  with   healthy  connective  girap^oi 

tissue  it  is  irregular  and  diffuse,  and  the  shape  of  the  inflam-  »»-«  Kxydjita, 
matory  mass  is  flat  and  radiating.  When  the  exudate  h  in  contact  with 
organs — the  pelvis,  uterus  or  rectum— the  latter  form  a  ^^harp  houndary 
and  are  often  enveloped  by  the  exudate.  Exudates  in  the  horizontal 
layer  of  connective  tissue  are  flat 
and  diverge  widely,  especially  in  the 
lower  portion.  They  surround  the 
rectum,  descend  along  the  side  of  the 
vaginal  vault,  and  spread  out  on  the 
pelvic  walh  The  upper  surface  of 
intraligamentary  exudates,  so  far  as 
it  is  covered  by  the  separated  layers 
of  the  broad  ligament,  is  perfectly 
round;  while  the  lower  portions  are 
broadened  out  and  are  gradually  lost 
in  the  horizontal  connective  tissue 
layer.  Exudates  on  the  lateral  and 
posterior  abdominal  wall  are  perfectly 
flat  and  spread  out,  while  on  the  ante- 
rior abdominal  wall  the  exudate 
becomes  thinner  and  thinner  toward 
the  body  and  ends  in  a  sharp  edge; 
below,  it  gradually  becomes  broader 
and  more  massive  and  is  lost  in  the 
horizontal  connective  tissue  layer. 
Large  exudates  in  the  folds  of  Douglas  are  also  spherical  where 
they    are    covered    with    peritoneum,    while    below    they    are    broad. 

The  conttection  of  the  exudate  with  neighboring  structures  is  one 
of  its  most  important  properties  because  it  is  the  chief  point  of  distinc- 
tion between  exudate  and  tumor.  When  the  inflammatory  process 
reaches  the  pelvis  or  one  of  the  organs,  it  spreads  around 
and  along  the  structure  into  the  meshes  of  connective 
tissue  and,  as  coagulation  takes  place,  a  broad,  intimate 
union  is  produced.  Exudates  in  the  lateral  portion  of  the 
parametrium  have  a  broad  attachment  to  the  lateral  pelvic  wall  (Fig. 
292),  The  union  with  the  uterus  is  abo  extremely  intimate  in  those 
places  in  w^hich  parametria!  connective  tissue  comBS  in  relation  with 
the  organ.  Exudate;^  in  the  horizontal  connective  tissue  liavo  a  broad 
attachment  with  the  lateral  and  posterior  surfaces  of  the  cervix,  frc- 


t:3ttJji*T&,  F,-l\  H.  (Original.)  Tbo  exuJate 
Uma  preveLited  the  {Lornud  puerpeni  desoeot  of 
the  uterug.;  I  he  fiiiidus  Ln  midway  beiwoen  um- 
bilietis  uid  fympliyKLii,  &ncl  the  VHffinaJ  port  ion 
at  the  level  ol  the  pelvic  imiet.  The  li^ht  hrrmd 
IjlC^moEtt  contiiins  an  pjcutlate  the  «iw  of  a  fetal 
hea«t  Le&vitig  the  bohfontal  pArBmetnum  free; 
the  exudate  i»  broadly  attached  to  t  he  iHae  bone. 
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qucntly  surround  the  posterior  surface,  rarely  the  anterior,  and  occa- 
sionally encircle  the  entire  structure.  Intraligamentary  exudates  attach 
themselves  to  the  lateral  aspect  of  the  uterus,  which  they  also  occasion- 
ally surround,  and  extend  to 
the  anterior  and  posterior  sur- 
faces (Figs.  294  and  295)  after 
separation  of  the  loosely  at- 
tached peritoneum.  Above,  the 
exudate  is  limited  by  the 
boundarj'  line  between  the 
loose  and  the  firm  peritoneal 
attachment  and  therefore  never 
reaches  the  fundus.  If  the  exu- 
date is  in  relation  with  the 
vagina,  which  is  usually  the 
case  posteriorly,  the  attach- 
ment is  so  intimate  that  the 
vaginal  wall  becomes  immov- 
able; when  the  condition  is 
merely  a  flat  infiltration  instead 
of  a  large  tumor,  one  gets  the  impression  that  the  posterior  vaginal 
wall  itself  is  very  firm  and  unyielding.  The  connection  with  the 
rectum   is   the  most  characteristic  of  all.     On   the   diseased   side   the 


Fio.  292. — Parametritic  Exudate  in  the  Left  Ante- 
rior Quadrant  and  Anterior  PARAUKTRirif.  P.-F.  yi. 
(Original.)  The  exudate  haa  a  broad  attachment  to  the 
anterior  and  left  wall  of  the  pelvis,  displacing  the  body  to 
the  right,  and  extending  between  the  body  and  the  anterior 
cervical  wall  to  the  other  side. 


Fio.  293. — Parametritic  Exudate  in  the  Right  Broad  Ligament  and  Anterior  Paraioetrium. 
P.-F.  Vs.  (Original.)  The  exudate  fillji  the  entire  right  ligament  and  extends  to  the  pelvic  wall.  It  forma  a 
corrl  as  thick  a^t  the  tliuinb,  which  pa.HHe.i  in  front  of  the  cer\'ix,  between  it  and  the  bladder,  to  the  other  nde  oi 
the  pelvis,  where  it  gradually  breaks  up  and  reaches  the  pelvic  wall.  The  connection  of  the  exudate  with  the 
uterus  in  front  extcud.s  as  far  as  the  line  which  marks  the  loose  attachment  of  the  peritoneum  with  the  organ. 

exudate  is  intimately  attached  to  the  structure  and  produces  a  rigid 
semicircle  which  merges  on  each  side  with  the  flat  exudate;  if  the 
exudate  also  involves  the  retro-uterine  tissue  and  the  other  quadrant, 
the   ring   around   the   rectum    becomes   complete   and    in   contracting 
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pro* luces  stenosis  of  the  lumen,  so  that  the  finger  can  only  be  intro- 
duced with  difficulty.  In  order  to  follow  its  connection  with  the  rectum, 
the  finger  must  be  inserted  above  the  fold  of  Kohlrausch*     The  mucous 
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Fm.  204,— pAftAMcmrir  Extdati:  Orrirnm^o  tTii?  Lcrt  Broad  LiaAuisNT  anp  Ihap  Bonk*  P.-F. 
H,  The  hprisantAt  Uyer  of  i^ptnncjdtive  tuaue  ii  noi  itivoLveJ  BAdi  tK«  «3iead&t«  is  bra>«dty  ndhenni  to  the 
iliae  bonei   th«  mcduti  portion  of  the  exudate  u  readily  mov&ble  with  thct  uterua. 

membrane  is  immovable  on  the  exudate.     For  the  changes  produced 
by   the  attachment  of   the    exudate    to   the   bladder  see    page    496, 

The  rti0billty  of  parametritic  exudates  depends  on  their  con- 
nection with  the  pelvis.  The  more  extensive  the  attachment,  the  more 
immovable  the  tumor;  while, 
on  the  other  hand,  the  median 
portion  of  the  exudate  may 
retain  a  high  degree  of  niobiUty 
(Fig.  294),  Intraligamcntary 
exudates  which  arc  no  longer 
attached  to  the  pelvis  may 
exhibit  a  very  great  degree  of 
mobility  with  the  uterus. 

The  consistency  is  not 
characteristic  and  may  vary 
from  succulence  to  bony  hard- 
ness. Recent  exudatci?  are  soft, 
elastic,  and  somewhat  yielding 
to  the  touch,  but  within  a  few 
days  thesueculencesubsides  and 
the  exudate  grows  hanl  and  unyielding.  The  hardness  rapidly  increases, 
the  exudate  gradually  becoming  more  and   more   firm  and  cicatriciaL 

Pain  has  no  fliagnostic  value.  On  the  contrary,  large  parametrial 
exudates  are  practically  painless,  except  when  parametritic  and  tubal 
tumors  are  asgoeiated. 


I 


f^o.  205.— The  Same  v»  Cwatm  Skcitok.  F,*F.  %^ 
Broad  ati^nhmpnt  to  th«  left  aspect  of  the  ut«inifl„  Tbe 
pxudoie  turmttrxh  and  cauan  Kpanktioa  of  ibe  pueten<}r 
deft  of  tbc  Lgnmuui, 
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C^-rtain  data  obtained  from  the  history  are  important.  Par»- 
metriti-*  always  results  from  infection:  hence  a  cause  for  infection 
should  be  sought  in  parturition,  abortion,  operations  on  the  genitalia, 
intraligamentary  uterine  manipulations,  or  some  injury 
during  menstruation.  In  doubtful  cases  the  diagnosis  may 
find  HUpr>ort  in  a  pofiitive  statement  of  this  kind,  especially  if  a  time 
relation  can  Ix*  established  l>etween  the  disease  and  the  exposure  to 
infection.  The  mo<le  of  onset  with  chill,  followed  by  a  febrile  course, 
may  establish  the  inflammatorj-  nature  of  the  condition;  but  it  must  be 
rememlx-rerl  that  a  negative  historj'  in  this  respect  does  not  exclude 
infection,  because  the  fever  maj'  be  so  short  that  the  woman  pays  no 
attention  to  it. 

Keeping  the  patient  under  observation  may  also  help  to  make 
the  diagnosis.  Fever  indicates  an  inflammatorj-  infection.  In  para- 
metritis it  is  usually  distinctly  remittent  and,  if  protracted, 
points  to  further  extension  of  the  process.  Rapid  extension 
during  the  recent  stage  and  gradual  diminution  in  the  size  of  the  tumor 
during  the  stage  of  absorption  indicate  an  exudate.  The  general 
conrlition   and    the  symptoms    furnish    no  information  of  any   value. 

Differential   Diagnosis. 

Owing  to  the  frequency  of  parametritic  exudates  and  the  great 
variety  of  physical  signs  to  which  they  give  rise  the  differential  diag- 
nosis is  extremely  important.  Exudates  may  be  mistaken  for  any  kind 
of  hard  tumor  in  the  neighborhood  of  the  uterus. 

Inspissated  exudates,  especially  the  spherical,  intraligamentary 
masses  with  broad  attachment  to  the  uterus,  may  closely  resemble 
subserous  myomata.  The  distinction  is  made  by  the  outline, 
HuJwMfroiw  which  in  the  case  of  myoma  is  everywhere  round  except 

Myonrnta.  ^^  ^j^^  pcdiclc :  whilc  a  parametritic  exudate  is  only  round 

above,  where  it  is  covered  by  two  layers  of  the  broad  ligament  (especi- 
ally when  there  is  no  complicating  perimetritis  with  intestinal  adhesions), 
and  below  and  to  each  side  flattens  out  with  the  lateral  spreading  of 
the  eonn(»ctive  tissue  and  is  firmly  attached  to  the  pelvic  wall.  Again 
th(»  conn(»etion  between  the  uterus  and  a  myoma  is  always  more  or  less 
p(^dunculated,  although  the  pedicle  may  appear  broad;  whereas  exu- 
date's are  much  more  intimately  attached  to  the  uterus,  surround  the 
organ  after  causing  separation  of  the  loosely  attached  peritoneum, 
and  i'oiuo  in  close  contact  with  the  anterior  or  posterior  wall.  Often 
the  diagnosis  is  cleared  up  by  discovering  continuations  of  the  exudate 
in  the  rectovaginal  septum  and  other  portions  of  the  pelvic  connective 
tissue.  In  (l()ul)tful  cases  a  rectal  examination  should  be  made.  In  the 
Cfise  of  myoma  the  lower  portion  of  the  tumor  is  round  and  distinctly 
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irated  from  the  pelvic  wall,  while  in  exudate  the  attachment  to  the 
pelvic  wall  is  more  easily  lecogiuM'd  through  the  rectum.  When  a 
myoma  and  an  exudate  are  present  at  the  same  time,  the  diagnosis  is 
very  cUffieult.  In  the  ease  of  intraligamentary  exudate  the  diHieulty 
h  that  the  inflammatory  mass  does  not  involve  the  horizontal  connective 
tissue  and  the  characteristic  broadening  of  the  lower  portion  is  not 
present;  the  diagnosis  in  such  a  case  may  often  be  based  merely  on  the 
presence  of  a  few  adhesions.  Mobility  is  not  necessarily  a  sign  of 
myoma,  as  intraligamentary  exudates  that  do  not  extend  as  far  as  the 
pelvic  wall  may  be  movable  with  the  uterus;  on  the  other  hand,  exudates 
limited  to  the  horizontal  connective  tissue  differ  from  myomata  by  the 
fact  that  they  are  immovable. 

Intraligamentary  peritoneal  exudates  are  much  less  likely  to  be 
mistaken  for  myomata  because  the  contents  are  fluid  and  remain  fluid 
for  some  time;  but  ultimately  they  become  inspissated,  the  consist- 
ency more  firm,  and  the  outline  at  the  same  time  irregular,  thereby 
greatly  assisting  the  diagnosis.  In  the  tlifferential  diagnosis  between 
myoma  and  intraligamentarj'  peritoneal  exudate  roundness  of  contour 
is  always  in  favor  of  myoma,  particularly  at  the  upper  portion  of  the 
tumor,  where  the  adherent  coils  of  intestine  produce  a  very  irregular 
boundary  in  the  case  of  exudate;  while  below,  where  the  exudate 
is  covered  by  the  peritoneum  of  Douglas'  space,  the  outline  may 
also  be  round. 

The  symptoms  are  practically  of  no  value  !n  the  differential  diag- 
nosis lx*tween  myoma  and  exudate.  Even  pain  may  be  completely 
absent  in  the  case  of  an  old  exudate.  On  the  other  hand,  the  statement 
that  the  disease  began  acutely  with  fever  is  of  considerable  diagnostic 
value  and  points  to  exudate.  Keeping  the  patient  under  observation 
may  as^i!>t  greatly  in  the  differential  diagnosis  between  these  two  con- 
ditions. A  myoma  retains  its  size  or  increases  very  Utile;  at  all  events 
it  never  becomes  smaller  or  at  most  very  .slowly  under  certain  favorable 
conditions^  while  an  exudate  may  disappear  altogether  in  a  short  time, 
especially  if  measures  calculated  to  promote  absorption  are  employed, 
or  it  may  diminish  considerably  in  size,  or  the  shape  may  be  altered 
in  course  of  time  and  the  exudate  is  easily  recognized  by  the  covering 
and  the  connection  with  the  neighboring  organs.  Hence  in  all  doubtful 
cases  a  second  examination  at  the  end  of  about  two  months  will  help 
to  establish  the  diagnosis* 

The  leukocyte  count  does  not  always  furnish  the  desired  informa- 
tion. Although  myoma  by  itself  never  produces  leukocytosis,  and  the 
sign  is  never  absent  in  the  recent  and  subacute  stages  of  pelvic  exudate, 
yet  an  old  exudate,  which  is  more  likely  to  be  mistaken  for  a  myoma, 
has  no  influence  on  the  number  of  leukocytes. 
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Frit«ch  reports  a  case  that  illustrates  the  importance  of  this  differential  diagnosis. — 
"  )Iany  years  ago, "  he  aays,  *'  I  did  an  ovarectomy  on  a  patient  who  had  come  a  long  disumce  on 
account  of  a  myoma  as  large  as  a  fetal  head  with  severe  hemorrhage.  The  patient  had  no  fever 
and  left  the  hoi*pital  cured.  Ten  weeks  later  severe  fever  began  and  I  discovered  a  parame- 
tritis at  the  usual  site  above  Poupart*s  ligament;  the  pus  was  discharged  and  the  tumor  disap- 
peared.   I  had  mistaken  an  old  exudate  for  a  myoma  and  the  ovarectomy  was  entirely  useless.  '* 

The  differential  diagnosis  between  parametritic  exudate  and 
pyosalpinx  is  often  exceedingly  difficult.  The  two  conditions  have 
often  been  confounded  on  account  of  the  similarity  in  the  historj', 
symptoms  and  physical  signs.  Even  at  the  present  time  there  is  no 
doubt  that  most  cases  of  pyosalpinx  are  mistaken  for  exudates  by 
inexperienced  examiners;  indeed  it  may  tax  all  our  diagnostic  resources 
to  decide  between  an  exudate  and  a  tubal  tumor,  or  to  determine 
in  a  case  of  exudate  whether  the  tube  is  also  diseased.  The  con- 
sistency is  obviously  no  criterion,  as  pyosalpinx,  unless  it  contains  a 
verj'  large  quantity  of  pus,  does  not  give  fluctuation  and  feels  quite  as 
hard  as  an  exudate;  on  the  other  hand,  the  position  of  the  tumor  with 
reference  to  the  uterus  is  important.  Exudates  in  the  main  occupy  a 
deeper  position  alongside  of  the  cervix  and  sometimes  crowd  the  vaginal 
vault  downward.  Even  when  they  are  situated  in  the  broad  ligament, 
alongside  of  the  body,  they  usually  involve  the  lower  portion  of  the 
body  and  spread  in  the  horizontal  connective  tissue.  When,  on  the 
other  hand,  the  tumor  is  situated  high  up  alongside  of  the  fundus  and 
at  the  posterior  wall  of  the  body,  it  is  probably  a  case  of  tubal  disease. 
Exudates  are  usually  flat  and  diffuse,  while  tuba!  tumors  are  rounds 
particularly  above,  and  even  when  associated  with  exudates  usually 
present  a  roundness  somewhere.  On  examining  from  below  or  through 
the  rectum  it  is  difficult  to  distinguish  between  the  two  conditions, 
for  the  reason  that  it  is  precisely  below  the  base  of  the  pyosalpinx 
that  exudates  are  most  likely  to  accumulate.  Pus  tubes  are  usually 
more  movable  with  the  uterus  than  exudates.  If  a  tumor  of  the  above- 
described  properties  is  found  on  both  sides  of  the  fundus,  bilateral 
tubal  disease  is  very  probable. 

Hematomata   in    the    pelvic    connective   tissue   give  rise 

to  physical  signs  very  similar  to  those  of  an  exudate,  and  a  positive 

distinction  is  not  always  possible.     In  the  broad  ligament  the  effusion 

of  blood   in   the   pelvic    connective   tissue,   which  usually 

Jlematomata  '-  .  . 

in  !h«  Broiui  rcsults  from  a  rupture  of  a  large  vein  or  a  gravid  tube, 
burrows  and  lacerates  the  connective  tissue  and  follows 
up  the  processes  in  a  manner  very  similar  to  that  of  an  exudate. 
The  most  common  scat  of  hematoma  is  alongside  of  the  uterus 
in  the  broad  ligament.  From  here  it  extends  to  the  pelvis,  often 
surrounding  the  posterior  surface  of  the  uterus  (Fig.  296),  and 
enters   the    parametrium    on   the    opposite   side.      Large    hematomata 
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spread  out  on  the  iliac  bone  or  produce  tumors  above  the  pelvic  inlet. 
At  first  the  consisteney  is  soft  and  ehustic.  but  coagulation  soon  takes 
plaep  and  tlie  tumor  beeomcs  harrier,  although  nevpr  uniformly  firm 
like  that  of  an  exudate.  Fluid  anil  solid  [Kirtions  alternate,  and  oeeasiou- 
ally  the  crunching  of  blood  eh>ts  can  be  detected-  The  connections 
between  a  hematoma  and  the  pelvis  anil  uterus  are  not  usually  so  extensive 
and  intimate  as  in  the  case  of  exudate;  hence  the  idiief  digtinction 
between  hrmatoraa  and  exuilate  are  the  consistency,  wliich  k  always  more 
unirormly  firm  in  exudate,  the  shape,  which  in  hL^matoma  is  generally 
Fjjeaking  round,  rarely  with  long  processes  extending  into  the  adjoining 
tii^t^ue,  while  exudates  are  usually  flatter  and  more  diffuse  and  occasion- 
ally have  broad  connections  with  atljoining  organs*     In  old  hemato^ 


X 

Fid.  26(i. — ^^nciiATouA  Tx  THE  RioRT  Broad  Ligahe?^,  P.-F.  H.  <Ongiiia].)  The  tumar  if  broorUy 
attMbiMJ  to  lUe  ncht  inteniJ  Hi^p^ci  nf  ihe  iiteruA  ajicl  haa  prcrduced  bulfdng  and  pftitJflJ  leiMrnTion  of  tlin 
potiedar  IHiyer.  'rhe  pctn^iftlency  it  iilterTiat«l^  hirfi  anil  i*jft;  the  horiiont^  connective  Luanieis  not  juvoWi^l. 
^Pour  weekft  fit^vioitfty  (Im^  wottmri  hod  &  fall.  Followed  by  trresiular  Iietnorrlimgcia.  TI10  diagtioaU  w«# 
QODflrmecl  by  the  a^piTuLion  uf  blwid. 

tnata  the  surface  is  often  round;  in  exudates  these  changes  occur  later 
and  are  always  lem  distinct.  In  some  cmcs  the  physical  signs  are  not 
sufficiently  definite  for  a  differential  diagnosis^  particularly  as  hema- 
toma is  uj<ually  accompanied  by  inflammatory  thickening  of  the  con- 
nective  tissue.  In  these  cases  the  clinical  history  must  be  consulted* 
Exudates  usually  begin  acutely  with  fever  and  possibly  with  chilln; 
while  hematoma  as  a  rule  owes  its  origin  to  traumatism,  particularly 
during  menstruation;  fever  is  absent;  and,  on  the  other  hand,  long 
continued  hemorrhages  frequently  occur,  the  patient  complaining  of  a 
sense  of  tension.  Anemia,  occas^ionally  associatetl  with  a  slight  degree 
of  jauntlice,  is  usually  present  if  tlie  hematoma  is  large. 

The  leukocyte  count  may  decide  the  diagnosis.  Leukocytosis  is 
always  absent  in  cases  of  hcmatomata  unless  the  patient  is  very 
anemic;    while  it  is  present  in  exudate^  although  somewhat  varialile. 
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Perityphlitic  and  paratyphlitic  exudates  of  long  standing 
may  be  confounded  with  parametritic  exudates  on  the  iliac  bone,  espe- 
cially if  they  extend  deep  down  into  the  broad  ligament  and  approach 
«  .  ^..  J  ^he  uterus.  Since,  on  the  other  hand,  the  connection  between 
Paratyphlitic  the  utcrus  and  a  parametritic  exudate  that  has  spread 
upward  to  the  iliac  bone  may  be  absorbed  and  disappear, 
the  physical  signs  in  the  two  conditions  may  be  quite  similar.  As  a  rule, 
however,  the  main  portion  of  the  mass  is  found  on  the  iliac  bone  in  cases 
of  paratyphlitis,  while  the  median  portion  of  the  broad  ligament  is 
entirely  free  and  soft  (Fig.  297).  Perityphlitic  exudates  are  also  char- 
acterized by  their  softness  and  the  indefinite  character  of  their  upper 
contour  toward  the  abdominal  cavity,  where  they  are  covered  with  the 


Fio.  297. — Parattphlitic  Exudate.  P.-F.  H.  (Original.)  Tumor  as  large  as*  the  fiat,  firmly  ad- 
herent to  tlie  iliac  bone  and  extending  somewhat  into  the  pelvis.  The  tumor  is  separated  by  a  coDBiderable 
interval  from  the  uterus.  At  the  periphery  the  consistency  ia  very  hard;  but  above,  where  the  tumor  is  covered 
with  intestine,  it  in  soft. 

cecum,  and  by  their  dull  tympanitic  note.  Paratyphlitic  exudates 
envelop  the  cecum,  while  parametritic  exudates  are  more  apt  to  lie 
flat  on  the  iliac  bone.  In  the  cases  of  perityphlitis  there  is  a  history 
of  intestinal  symptoms,  meteorism,  colic,  long  continued  constipation, 
especially  at  the  beginning,  and  numerous  relapses  of  acute  inflammation 
with  similar  symptoms.  If  the  formation  of  the  exudate  can  be  observed; 
it  will  be  found  that  the  cecum  is  the  starting  point  of  the  localized 
tenderness  on  the  iliac  bone.  Here  the  exudate  first  begins  to  form, 
while  the  immediate  surroundings  of  the  genitalia  are  quite  free. 

Carcinomatous  infiltrations  of  the  pelvic  connective  tissue 
such  as  follow  carcinoma  of  the  uterus,  vagina,  ovaries,  bladder  or  rectum 
produce  practically  the  same  physical  signs  as  exudates  in 
the  same  regions.  In  both  conditions  the  connective  tissue 
contains  hard  masses,  producing  circumscribed  or  extensive  tumors  in 
the  parametrium  itself  or  in  the  connective  tissue  around  the  bladder  and 


Carcinomatous 
Infiltration. 
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rectum*  Whenever  an  infiltration  is  directly  continuous  with  the 
carcinoniatous  fucus  that  can  be  felt  through  the  vagina^  or  develops 
underneath  an  ovarian  tumor  with  the  suspicion  of  malignancy,  the 
'carcinomatous  nature  of  the  infiltration  itself  will  at  once  suggest  itself. 
Not  so,  however,  in  the  case  of  carcinoma  of  the  bladder  and  rectum, 
because  these  organs  are  not  examined  routinely  when  tluTC  are  no 
symptoms*  As  a  rectal  cancer  spreads  into  the  tissue  between  the 
rectum  and  posterior  wall  of  the  cervix,  it  produces  a  tumor  at  the 
exact  site  of  a  retrocervical  exudate,  and  I  have  not  infrequently  seen 
a  rectal  cancer  mistaken  for  an  exudate  until  the  case  was  cleared  up 
by  finding  a  primary  focus  or  by  a  rectal  examination. 

Case  29. — Mrs.  M,  eame  hem  from  Ru^ia  because  odc  physio ian  told  her  that  she  had 
a  tumor  iindemeatii  the  uterus  and  another  diagnoeed  a  retroflexed  uterus  which  he  desired 
to  straighten.  Ptiysical  signs:  ttiroiigh  the  posrterior  vaginal  wall  there  is  felt  n  liard  tumor, 
aomewliai  broader  than  the  uterine  Ixkiy,  and  broadly  iiH ached  to  the  i^rvix^  in  doee  rela- 
tion witti  the  vaginal  wall,  prat'tieally  immovable^  and  attached  to  the  pel  vie  waU,  Hetro- 
I  fle^don  is  excluded  at  onee  because  the  small  senile  body  is  felt  in  front  of  the  tumor;  but 
reetal  examinaljon  reveals  an  ejtcnsive,  chiefly  penprc«ial  enrrmonm,  whicli  liaa  !>pread 
in  the  retro-uterine  parametriura  as  far  as  the  cervix.  The  starling  point  is  a  tunmr  in 
tlije  posterior  parametrium,  which  represent*  a  recurrence  after  extirpation  of  bilafjeraJ 
c&reinomatouB  ovarian  tumors. 

Similar  conditions  are  found  in  the  parametria!  tissue,  where  the 
>  carcinoma  breaks  through  the  bladder  walL 

The  diagnosis  may  be  difficult  in  cases  of  recurrence,  when  the 
primary  focus  is  absent  ami  the  history  of  a  previous  operation  sugge^^ts 
an  old  inflamniatory  focus.  If  a  correct  diagnoi^is  cannot  be  reached  by 
demonstrating  a  connection  between  the  tumor  and  a  primarj"  focus, 
one  must  judge  by  the  properties  of  the  tumor.  Carcinomatous  tumors 
have  a  hard,  cartilaginous  consistency;  while  exudates  are  fibrous  and 
firm.  In  carcinoma  there  is  a  tendency  to  concentric  enlargement, 
the  surface  is  uneven,  the  outline  more  round,  and  there  are  no  flat 
processes.  Spontaneous  neuralgic  pain,  cachexia  and  edema  of  the  legs 
occur  only  in  carcinoma* 

The  differential  diagnosis  between  perimetritic  and  para- 
fnetritic  exudate  is  often  exceedingly  difficult  and  may  be  impos- 
sible even  to  the  keenest  diagnosticians  because  the  two  conditions  are 
frequently  combined.  There  are,  however,  a  few  points  of 
distinction  which  make  the  differential  diagnosis  possible 
in  most  cases.  I^aterally  situated  tumors  usually  belong  to  the  connec- 
tive tissue,  while  median  tumors  situated  behind  the  uterus  belong  to 
Douglas*  space.  Hence  retro-uterine  exuiiates,  which  may  originate 
either  in  Douglas*  space  or  in  the  retro*uterine  cervical  parametrium, 
are  the  only  conditions  that  are  likely  to  give  rise  to  mistakes.  The 
displacement    of   the    uterus    indicates   the    position    of    the    exudate. 
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Marked  lateropositions  indicate  peritonitic  exudates  on  each  side  of 
the  uterus;  anteposition  suggests  tumors  in  Douglas'  space  or  in  the 
retrocervical  tissue.  The  parametritic  exudate  develops  underneath 
Douglas'  space  and  is  therefore  on  the  whole  somewhat  lower  down 
and  nearer  the  posterior  vaginal  wall;  as  a  result  the  vaginal  wall  is 
firmly  attached  to  the  tumor  and  immovable,  whereas  simple  exudates 
in  Douglas'  space,  provided  the  intervening  connective  tissue  is  free, 
retain  a  certain  degree  of  mobility.  The  inferior  contour  of  the  tumor 
is  of  diagnostic  value.  In  the  case  of  peritonitic  exudates  it  is  round 
or  oval,  corresponding  to  Douglas'  space,  and  sharply  defined;  whereas 
retro-uterine  connective  tissue  exudates  are  continued  downward  into 
the  rectovaginal  septum  and  accordingly  have  a  conical  lower  extremity. 
They  also  extend  further  down  than  exudates  in  Douglas'  space  and 
more  to  one  side,  as  far  as  the  pelvic  wall.  The  most  important  point 
in  my  opinion  is  the  relation  of  the  exudate  to  the  rectum.  As  the 
rectum  is  extraperitoneal  at  the  level  of  Douglas'  space  and  surrounded 
only  by  the  paraproctitic  connective  tissue,  a  tumor  in  Douglas'  space, 
whether  it  be  an  exudate  or  a  hematocele,  merely  displaces  the  rectum 
to  one  side  without  surrounding  it.  On  the  other  hand,  a  parametritic 
exudate  surrounds  the  rectum,  causing  a  circular  constriction,  and  is 
immovably  attached  to  the  mucous  membrane.  The  only  way  to 
recognize  these  diflferent  conditions  is  by  a  rectal  examination.  If  the 
tumor  merely  causes  bulging  of  the  rectal  wall  on  one  side  and  crowds 
the  rectum  over  to  the  pelvic  wall,  while  the  mucous  membrane  remains 
movable,  the  condition  is  usually  an  exudate  in  Douglas'  space;  but 
if  the  tumor  surrounds  the  rectum  like  a  ring  and  causes  a  general 
narrowing,  or  the  anus  is  represented  by  a  round  hole  which  looks  as 
if  it  had  been  punched  out,  and  the  membrane  is  immovable,  the  prob- 
abilities are  in  favor  of  a  parametritic  exudate.  The  relation  of 
the  tumor  to  the  posterior  wall  of  the  uterus  may  decide  the  diagnosis. 
The  exudates  of  pelvic  peritonitis  know  no  boundaries  and  are  attached 
to  the  posterior  wall  of  the  uterus  as  far  as  its  peritoneal  covering — 
that  is,  up  to  the  fundus  and  beyond;  while  an  extraperitoneal  exudate 
ceases  at  the  boundary  line  between  the  loose  and  firm  attachments  of 
the  peritoneum  and  leaves  the  upper  half  of  the  body  free.  The  con- 
sistency is  characteristic  unless  the  condition  is  very  old.  Peritonitic 
exudates  are  usually  soft,  cystic  and  fluctuating,  while  parametritic 
exudates  early  become  hard  and  unyielding.  In  cases  of  old,  inspis- 
sated exudates  the  distinction  is  more  difficult.  With  regard  to  the 
clinical  course,  it  must  be  stated  that  peritoneal  exudates  are  found 
to  be  more  frequently  accompanied  by  vomiting,  meteorism,  and 
spontaneous  pain;  whereas  these  symptoms,  especially  the  pain,  are 
usually  absent  in  parametritis. 
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Diagnosis  of  Certain  Special  Conditions. 
The  prognosis  in  parametritic  exudate  depends  on  whetticr  the 
exudative  process  is  arrested  and  the  exudate  absorbed,  or  suppura- 
tion takes  place  because  the  microorganisms  present  are  particularly 
viruknt  or  the  general  and  local  powers  of  resistance  are  not  sufficient. 
As  surgical  intervention  becomes  necessary  unless  the  pus  spontaneously 
finds  its  way  to  the  surface  or  into  a  hollow  organ,  the  physician  in 
charge  of  the  case  must  decide  the  following  questions: 

1.  Whether  the  exudate  is  being  absorbed. 

2.  Whether  suppuration  has  taken  place. 

3.  Whether  perforation  is  impending  or  has  alreaily  occurred. 

In  most  cases  the  question  can  be  solved  by  a  careful  examination 
or  by  keeping  the  patient  under  observation* 
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c 
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Fro.  298* — Ii^fjiAttfJA*tr?<TJi»iT  pAHAMtTwric  ExpniTii  ih  Pam-Kiyi  mr  Aimoiu^iom,  P,-F,  j^. 
(Oiicmml.)  Tht  fnaia  au»  &f  ihv  C'XUiijitp  Kilill  oc-eupiw  th«  naidille  of  tlie  tinamc^M:  the  eonnwlion  with  tlie 
uteruv  ifl  i»xn«what  tUiniipr,  nnd  the  ntlAcluoeiii  to  thm  pelvic  wall  ti«t  disftppcftnsil  ex»pt  for  A  thick  ourd  m 
ifae  infuGNdibulrtpiirlvic!  h^mneau 

Absorption  can  be  determined  objectively  by  certain  changes  in 
the  shape  of  the  exudate.  As  it  is  always  more  active  at  the  periphery 
and  in  the  thinnest  portions,  the  exudate  contracts  toward  the  main 
mass^  which  is  always  the  last  to  undergo  absorption,  that  is  to  say, 
toward  the  pelvic  wall  or,  in  the  case  of  intraligamentary  exudates, 
toward  the  uterus*  Again,  the  tumor  may  be  divided  into  several 
portions  by  absorption  of  the  connecting  bridges  of  tissue.  Absorption 
causes  a  tendency  to  increase  the  cavity  of  the  vagina  by  drawing  the 
vaginal  vault  upward.  Through  the  rectum  firm  constrictions  are  felt 
instead  of  a  bulging.  As  absorption  begins  at  the  periphtTV,  the  processes 
in  the  tumor  are  the  first  to  retractt  causing  disai>pearance  of  the  more 
slender  connections  with  the  individual  organs,  while  the  niort^  robust 
masses  of  infiltrated  tissue  at  first  persist;  as  a  result  exudates  in  the 
horizontal  portion  of  the  parametrium  may  lose  their  connection  with 
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the  uterus  and  have  a  broad,  flat,  triangular  area  of  contact  with  the 
pelvis,  while  the  median  portion  of  the  pelvic  connective  tissue  is  al- 
ready free.  If  absorption  continues,  the  exudates  retract  more  and 
more  from  the  pelvic  wall  and  simulate  pelvic  anomalies,  such  as 
obliquely  contracted  pelvis,  exostoses,  and  pelvic  tumors.  Less  fre- 
quently the  connection  with  the  pelvis  is  the  first  to  disappear,  and  the 
exudate  retracts  toward  the  uterus.  This  is  rather  more  frequent  in 
cases  of  intraligamentary  exudates  (Fig.  298),  which  often  appear  as 
round  tumors  on  the  lateral  wall  of  the  uterus  and  simulate  myomata. 
Parametritic  exudates  on  the  iliac  bones  or  in  the  abdominal  walls 
lose  their  thin  connection  with  the  uterus,  and  it  becomes  difficult  to 
demonstrate  their  origin  in  parametrial  tissue.  The  patient's  general 
condition  during  absorption  is  usually  good.  The  woman  looks  well, 
although  somewhat  debilitated;  the  appetite  is  good,  and  there  are  no 
local  symptoms.  Fever  is  usually  absent  altogether,  although  slight 
elevations  of  temperature  may  occasionally  be  present. 

Suppuration  of  the  exudate  causes  small  immovable  foci.  These 
gradually  coalesce  and  form  in  the  interior  of  the  exudate  large  and 
small  pus  foci,  which  gradually  cause  further  liquefaction  of  the  tissue 
Suppuration  of  ^^^^^  rcach  the  surface.  So  long  as  the  suppuration  is  con- 
the  Exudate.  fined  to  the  interior  of  the  exudate  it  does  not  betray  itself 
by  any  open  change.  Fluctuation  is  absent  in  this  stage  because  the 
focus  is  surrounded  by  thick,  hard  masses  of  tissue;  occasionally  a 
slight  degree  of  sensitiveness  on  deep  pressure  is  present,  and  the 
hyperemia  in  the  adjoining  mucous  membrane  is  increased. 

The  diagnosis  of  this  stage  of  suppuration  is  based  chiefly  on  the 
general  condition.  The  patient  emaciates,  becomes  weak,  loses  her 
appetite,  and  looks  pale  and  faded.  These  symptoms  are  all  due  to 
the  absorption  of  toxins.  Fever  is  almost  always  present.  As  recent 
exudates  properly  treated  rarely  suppurate  primarily,  the  fever  usually 
falls  after  from  6  to  10  days  and,  if  it  returns  after  an  afebrile  interval 
of  variable  length  and  exhibits  a  distinct  remittent  and  intermittent  char- 
acter, it  is  suggestive  of  suppuration.  Primary  suppuration  is  rare;  but  if. 
the  tumor  persists  over  two  weeks  and  is  not  explained  by  the  further 
spread  of  the  exudate,  suppuration  is  very  probable.  The  leukocytosis 
which  accompanies  suppuration  is  a  valuable  diagnostic  sign. 

In  2-1  cases  of  simple  parametritic  exudates  in  my  service  the  leukocyte  counts  were: 

In  12  cases  of  purulent  exudates  in  which  the  presence  uf  pus  was  demonstrated  by  incision 

or  perforation,  the  number  of  leukocytes  was  from  11,500  (minimum)  to  34,000  (maximum). 

The  highest  figures  showed  the  following  distribution: 

0  to  10,000  leukocytes None. 

10,000  to  20,000  leukocytes 6  times. 

20,000  to  .SO,(X)0  leukocytes 4  times. 

30,000  to  40,000  leukocytes Twice. 
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The  lowest  figures  (in  cases  counted  more  ilm,n  ont*e)  were  diatribiif^  &a  faUowe: 
0  to  lO,OfM}leukopytffs_      .  None, 

10,(MK>  tx>  20,fK)()  linikiH-yf*^«.    .  8  times, 

2a,0nfl  to  30,000  leukocytes.    .  Once. 

30,000  to  4I)/KHI  leukocytes Kom. 

H^nce  I  lie  biikocyUs  i^ount  never  fall*  lielow  lOA^O  when  fiuppuration  ia  present;  it, 
exceeds  20,000  m  attout  half  I  he  ca^es;   and  niay  in  any  case  fall  below  20,000. 

In  12  cafies  of  exudate  in  which  suppumtion  was  exrhided  hy  the  m'curreno^  of 
complete  absorption,  the  letikoeyte  t*Qiint  was  from  7000  (minimum)  to  24,800  (maximum). 

The  highest  figures  show  the  rollowing  distribution^^ — 

0  to  lO.rajj  leukocytes, ( »hce. 

10,000  to  '2i}SMK)  li>ukin-yiea  9  times, 

20,000  to  3f»,000  leukocytes.  Twice. 

30,000r to  40,000  leukocytes. ,  Kont-. 

The  lowcat  hguren  (in  casos  counted  more  tlian  onre)  wertj  distributed  aa  fnlbws: 

0  to  10,000  |eukoc>^es ,  Vnvi:, 

lO.OfH)  to  20,{M¥i  Icijkiwnnep: ^  .,♦»... .  4  times. 

2«),00n  to  30,fM*0  leukocytes ...._._ None. 

30,r)00  t^  40,000  leukocytes.  . .  .   None. 

Henc^  in  exudates  that  do  not  go  on  to  suppuration  the  leukocj'lea  never  exceed  30,(MJ0 
(very  prolmbly  2.j,tKXl);  they  rarely  fwo  alHive  20,(]00;  and  usually  fluctuate  between  10,000 
and  IKJ,0*K).    FitwUy  a  nornml  count  of  leukocytes  is  rarely  observed. 

The  following  di«.gnoatic  eoncliLsion.^  may  lie  deduced  from  my  blood  coimts:  Suppura- 
tion h  t^rtainly  present  if  llie  leukocj-tes  number  30,000,  and  very  probable  if  thty  are  as 
high  «fl  20,<K)fL  With  a  Icukocytoiis  of  from  10,000  to  20,000  suppuration  is  *|uite  as  prob- 
»hle  as  al^sorption*  A  leukocyte  count  of  less  than  10,000  excludes  suppuration;  hcntMJ 
leukocjiosis  is  a  positive  sign  only  when  the  number  obtained  is  cither  \^ery  high  or  very  low* 
It  is  almost  needless  to  say  that  in  interpreting  leukfjcytosis  all  other  conditions  winch  lend 
to  increase  t!ie  number  of  leukocytes,  such  u^  a  recent  puorperium,  anemia  and  the  hke,  and 
ftU  phj^riologic  causes  must  lie  excluded.  It  niujit  also  \x  remembered  that  in  the  case  of 
lieoent  exudate  a  great  increase  of  leukocytes  merely  represents  the  reaction  to  the  infec- 
tion and  does  not  at  that  early  period  indicate  suppuration*  Finally^  even  a  moderate 
leukof^^ioais,  if  jt  persiat^,  is  more  or  le«  suggestive  of  suppuration. 

Leukocytotfis  m  particubrly  valuable  in  the  afebrile  cmG».    .\mong  my  amcs  of  exuda- 

'  tions  tliat  were  undoubtedly  suppurative,  one  had  a  nonnal  temperatime  with  a  leukocyte 

count  of   13,000  and  in  another,  iti  wliich  the  temperature  rose  to  118*  C,  the  leukocytes 

numbered  22,000*    In  one  caae  in  which  tlie  elevation  was  moderate  and  did  not  pcjeitively 

indicate  suppuration,  the  dlagnoeis  wan  decided  by  a  leukocyte  count  of  ^14,000. 

Hence  within  certain  limits  the  leukocyte  count  is  a  useful  aid  in 
diagnosis  of  suppuration  of  a  parametritic  exudate. 
Rupture  of  the  Exudate,  If  the  pus  accumulates  in  the  exu- 
datn  and  causes  Uquefaction  at  the  periphery,  rupture  to  the  outside 
takes  place*  the  pus  following  the  shortest  path  along  the  Une  of  Irast 
resistance  thmugh  the  neighboring  connective  tissue.  There  are  accord- 
ingly a  number  of  rharacteristie  sites  of  rtipturc  for  tht>  various  situa- 
tions of  the  exudate.  An  exudate  on  tht*  iliac  bone  ruptures  above 
Pou part's  ligament.  The  same  site  is  selected  by  exudates  situated 
high  up  between  the  layers  of  the  broad  ligament,  which  have  a  tentlenry 
to  elevate  the  anterior  layer.     Exudates   situated   posteriorly   in  the 
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parametrium  rupture  into  the  rectum,  or  rarely  on  the  buttock,  at  the 
lower  edge  of  the  gluteus  maximus,  reaching  that  point  through  the 
great  sciatic  notch.  Exudates  in  the  anterior  paravesical  tissue  usually 
rupture  into  the  bladder;  while  exudates  in  the  retrocervical  tissue 
rupture  into  the  vagina  or  sometimes  on  the  perineum,  which  they 
reach  by  traveling  downward  along  the  vagina. 

During  the  preparatory  stage  of  rupture  certain  changes  take 
place  in  the  affected  organs  which  make  the  diagnosis  of  impending 
perforation  possible. 

Rupture  through  the  abdominal  walls  produces  the 
symptoms  of  simple  subcutaneous  abscess,  with  reddening  of  the  skin, 
bulging  and  fluctuation;  before  the  appearance  of  these  symptoms 
gaps  (lacunae)  in  the  tissue  may  be  palpable. 

Rupture  through  the  rectum  is  usually  preceded  for  a  few 
days  by  constant  tenesmus  and  the  discharge  of  an  abundant  glairy 
mucus.  At  this  time  the  rectal  mucous  membrane  is  tensely  stretched 
by  the  bulging  exudate,  swollen  and  edematous,  with  all  its  folds  obliter- 
ated, and  at  one  point  the  exudate  appears  soft  and  impressible. 
Rupture  is  immediately  followed  by  evacuation  of  a  large  quantity  of 
pus,  and  later  the  discharge  continues  in  small  quantities  mixed  with 
feces.  The  opening  is  often  so  small  and  fistulous  that  it  cannot  be 
felt  and  may  be  recognizable  only  by  its  edges  or  as  a  minute  retraction. 

Rupture  through  the  vagina  is  generally  preceded  by  a  marked 
bulging  of  the  posterior  wall,  which  is  livid  and  feels  soft  and  succulent. 
After  evacuation  of  the  pus  the  tumor  collapses  and  the  opening  often 
conceals  itself  among  the  folds  of  the  posterior  vaginal  vault,  where 
it  is  recognized  later  in  the  speculum  by  the  escape  of  the  pus. 

Rupture  into  the  bladder  reveals  itself  by  very  striking 
changes  in  the  bladder  wall.  Exudates  in  the  neighborhood  of  the 
bladder  cause  a  bulging  of  the  bladder  wall,  which  may  reduce  the  lumen 
to  a  mere  slit.  At  first  the  prominence  is  covered  by  smooth  mucous 
membrane;  but  as  soon  as  the  inflammation  approaches  the  bladder  wall, 
it  produces  circulatory  disturbances  and  the  mucous  membrane  is  thrown 
into  folds  of  normal  color.  In  some  cases  the  folds  become  edematous, 
swollen,  and  covered  with  small  vesicles,  due  to  separation  of  the  epi- 
thelium. The  vesicles  are  transparent  and  produce  remarkable  cystoscopic 
pictures  (Fig.  299).     Kolischer  aptly  calls  it  bullous  edema. 

Case  30. — Mrs.  L.  On  the  loft  side,  in  close  contact  with  the  bladder,  is  a  hard  tumor 
about  the  size  of  the  fist,  intimately  attached  to  the  left  wall.  Cystoscopy  shows  an  others 
wise  nonnal  vesical  mucous  meml)rane  and  striking  changes  in  the  part  immediately  adjacent 
to  the  exudate.  Tlie  wall  bulges  toward  the  interior  of  the  bladder,  and  the  mucous  mem- 
brane is  thrown  into  thick  parallel  folds;  a  few  of  these  folds  have  a  vitreous,  translucent 
appearance  and  are  covered  with  small,  transparent  vesicles.  The  mucous  membrane  is  pale 
and  in  some  places  covered  with  small  petechiie. 
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When  rupturo  takes  placo,  the  pus  is  dist'harged  with  the  uriru% 
first  in  large  (juaiitities  ami  later  only  as  a  MMlinient.  The  ey^tnsenpic 
image  changes  aet'orclingly.  Either  a  large  hollow  with  a  ragged  edge, 
or  a  Bmall  fii^tulous  opening  at  the  apex  of  a  prominence^  tlit^eharging 
a  small  stream  of  pus  (Fig,  300),  is  seen.  Before  and  after  tlie  al^nee.ss 
breaks  tin*  patient  complains  of  violent  bladder  ^ymptomj^. 

The  diagJio^is  of  various  kinds  of  parametritis  with  rrftreuee 
to  the  microorganisms  which  produce  them,  and  certain  peculiarities^ 
depending  upon  accidental  causes,  k  not  unimportant  because  it  has  a 
considerable  influence  on  tlu^  prognosis. 

Septic  puerperal  parametritis,  due  to  infection  with 
streptococci  ami  staphylococci,  is  characterised  by  a  marked  tendency 


Flo.  299. — Mf col  R  MtMFiKANi  or 
TMit  Hi, A II Lt KB  IS  llupTiriit.  or  ^s  Exo- 
jj  AT*i,   TJ  It  m  lU'otw  nipRi  hmiii'  i » 1 1 1  tywn 

etJfmA.    iMoclii^d  after  ZAngeinci«t«rj 
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to  spread,  which  is  made  possible  by  the  softening  of  the  tissue  and 
abundant  production  of  tissue  juices  Extensive  exudates  result,  loeaMzed 
preferably  in  the  broad  ligament,  and  extending  from  that  situation 
to  the  iliac  bone.  Under  suitable  treatment  the  tendency  to  Huppuration 
is  slight;  in  most  cases  rapiil   and  complete  absorption   takes  place. 

Septic  n  on -puerperal  parametritis  is  rarely  localized 
in  the  broad  ligament  and  on  the  iliac  bone.  The  exutlate  is  usually  in 
the  inrmediate  m^igtihorhood  t^f  the  organ  or  wouuil  from  which  it  origi- 
nated. There  is  much  less  tendency  to  extension,  and  the  exudate  is 
accordingly  smaller.  Suppuration  is  much  more  frequent  than  in  the 
puerperal  form.  Absorption  occurs  later,  runs  a  slower  course,  and  is 
rarely  complete. 

Gonorrheal  parametritis  has  the  least  tendency  to  spreafL 
The  exudates  are  usually  small  and  run  a  ,4ow*  course.  They  cannot 
be  distinguished  from  the  preceding  by  palpation^  but  absorptiun  is 
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vfrr;/  slow  an^I  iRCo:i^i/l*.-te.  Th'.-  «iiazri':r^b  of  gonorrheal  parametritis 
frari  :>:  riAa-'i'r  oijIv  by  the  a^^^^K-iatioii  w-i;h  pyc»?alpinx  and  by  demon:- 
ft*Th*ir:z  the  existence  of  gonorrhea  in  :he  genital  organs. 

IL   Parametritis  Retrahens. 

Parametritis   retrahens   U   a   chronic   inflammation   of   the    pelvic 

connective  tbrjfue  which  at  the  ver>'  outlet  manifests  thickening  and 

cicatricial  contraction.     It  is  Irx-alized  almost  exclusively  in 

xhf  posterior  pr>rtions  of  the  parametrium,  especially  in  the 

two  folds  of  Doudas    ^posterior   parametritis^.     There  is  rarely 

any  tendency  to  spread,  although  the  adjacent  connective  tissue  and 

that  of  the  infundibulopelvic 
ligament  are  frequently  attacked 
along  with  the  folds  of  Douglas. 
Displacement  of  the  uterus,  due 
to  traction  on  the  cervix,  is  a 
constant  result  of  this  form  of 
parametritis  and  is  the  most 
prominent  change  observcni  by 
palpation.  In  bilateral  parame- 
tritis retrahens  the  uterus  is  in 
retroversion:  if  the  process  is 
^;s^      ^y<P  confined  to  one  side,  or  at  least 

^•JU^  one  side  is  chiefly  afifected,  the 

Fio  301— PARAMrTKiTtt  Retrahens    R-F.  H-     ccrvix  is  displaced   backward  to 

(On$[iiM.)     The  ri^nt   loM  of  LKjui^laA  and  the  con-  ^  *  , 

fMelive  tvwiui  in  frtmt  of  it   are  c^ntract^  and  the        thc     sidc     of     the     IcsloU    With    the 

eervix  in  accordingly  difplaced  to  the  riglit.  .  .  .  ,  .  .      _ 

production  of  lateroversion  of  the 
uterus  and  rarely  torsion.  If  the  connectivet  issue  in  the  infundibulo- 
pelvic ligament  is  attacked,  the  ligament  contracts  and  the  ovarj'  is 
fixed  to  the  pelvic  wall.  I  have  designated  this  condition  para- 
oophoritis.  In  rare  cases  the  entire  horizontal  layer  of  connective 
tissue  contracts  and  there  is  atrophy  of  the  genital  organs  (para- 
metritis  atrophicans,    Freund,  Sr.). 

Diasmosis.  The  first  thing  that  is  noticed  in  bimanual  examination 
is  the  displacement  of  the  uterus.  If  it  is  found  that  the  uterus 
is  also  fixed  in  its  abnormal  position,  it  must  be  determined  whether 
the  fixation  has  taken  place  in  the  body  or  in  the  cervix. 
In  uncomplicated  parametritis  retrahens  Douglas'  space 
is  entirely  free  and  the  body  is  movable  in  all  directions;  but  if  the 
posterior  vaginal  vault  is  pushed  upward  and  brings  the  cervix  forward, 
we  find  the  structure  fixed  either  posteriorly  or  on  one  side  (Fig.  301), 
and  the  stretching  of  the  adhesions  causes  pain.  The  direction  in  ivhich 
the  movement  of  the  cervix  is  impeded  and  painful  will  indicate  the 
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seat  of  the  infection.  The  parametrium  on  the  affected  nide  is  very  much 
shortened  and  thickened,  in  recent  cases  somewliat  doughy  ami  Bwnlhn^ 
and,  when  the  prot-eas  has  rxiste<l  for  some  time,  tense  and  fihrous.  The 
vaginal  vault  is  often  quite  unyidding,  as  if  it  also  were  in  filtrated.  In 
typieal  eases  of  double  posterior  parametritis  we  find  the 
entire  posterior  vaginal  vault  tense  an<lt  if  the  folds  of  Douglas  are  put 
on  a  streteh  with  the  internal  lingers  after  pushing  the  vaginal  portion 
forward  and  at  the  same  time  forcing  the  vaginal  vault  u|>waril,  two 
rigid  cords  uniting  at  an  acute  angle  behind  the  cervix  are  distinctly 
felt.  These  eonls  are  felt  very  much  more  easily  by  introducing  the 
finger  high  up  through  the  rectum,  especially  under  anesthesia;  they 
appear  as  tightly  stretched  folds  that  come  together  behind  the  cervix, 
and  are  usually  joined  in  front  by  several  diffuse  adhesions.  The  diag- 
nosis of  posterior  parametritis  is  much  more  easy  if  the  examination 
is  maile  through  the  rectum.  In  para-oophoritis  the  ovary  is  found 
attached  to  the  pelvic  wall  by  a  single  cord  of  the  contracted  infundibulo- 
pelvic  ligament,  leaving  a  certain  degree  of  mobility;  traction  on  the 
contracted  ligament  causes  pain.  Quite  often  both  foltls  of  Douglas 
and  both  infuntlihulopelvic  ligaments  are  diseased^  probably  as  a  result 
of  the  simultaneous  extension  of  chronic  inflanimatorj^  processes  from 
the  uterus  to  these  four  lymphatic  regions.  In  these  eases  four  charac- 
teristic painful  zones  are  present— in  the  two  fohls  uf  Douglas  and  in 
the  tissue  between  each  ovary  am!  the  pelvic  walh 

When  the  entire  mass  of  pelvic  connective  tissue  undergoes  cica- 
tricial contraction,  the  entire  liorizontal  layer  of  connective  tissue  is 
tense  and  fibrous,  and  often  as  hard  as  a  board.  The  uterus  is  displaced 
somewhat  upward  and  completely  fixed.  It  appears  small  and  atrophic 
(parametritis    atrophicans). 

In  exudative  parametritis  after  perforation,  evacuation  or  incom- 
plete absorption,  cicatricial  brawny  thickening  of  the  connective  tissue 
may  remain  anc!  cause  displacement  of  the  uterus;  but  the  adhesions 
are  not  so  strictly  limited  to  the  posterior  quadrants  antl  the  two  folds 
of  Douglas,  being  found  wherever  there  is  exudate.  They  arc  also  less 
cord-like,  more  flat,  diffuse  and  usually  quite  hard  and  unyielding, 
occupying  large  portions  of  the  parametriunu 

The  diagnosis  of  this  exceedingly  common  disease,  which  is  very 
troublesome  on  account  of  the  many  symptoms  to  which  it  gives  rise, 
produces  very  slight  |>aIpatory  changes,  and  the  diagnosis  is  not  as  a 
rule  matle  by  the  general  practitioner.  Failing  to  find  any  gross  lesions 
of  the  genilaLia  such  as  he  is  familiar  with,  he  puts  the  patient  down  as 
nervous  and  hysterical  and  treats  her  accordingly,  liut  a  knowletlge 
of  the  symptoms  alone  is  often  enough  to  indicate  the  diagnosis  of  this 
disease.     The  patient  complains  chiefly  of  pain  coming  on  in  positions 
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and  during  occupations  which  cause  displacement  of  the  uterus  on 
account  of  the  traction  on  the  diseased  ligaments  with  which  they  are 
associated;  for  example,  the  pain  is  brought  on  by  jumping,  or  bringing 
the  feet  down  forcibly  on  the  ground,  lifting,  reaching  out,  turning, 
during  coitus  and  defecation.  In  these  cases  the  patient  should  be 
carefully  examined  for  disease  of  the  above-mentioned  ligaments  by 
pushing  the  posterior  vaginal  vault  upward  and  at  the  same  time  forcing 
the  vaginal  portion  forward.  The  lateral  portion  of  the  parametrium 
and  the  two  infundibulopelvic  ligaments  must  also  be  examined.  In 
this  way  the  cause  of  the  symptoms  is  found  very  much  more  frequently 
than  is  generally  believed  in  changes  which  are  exceedingly  slight  and 
seem  to  have  no  direct  connection  with  the  symptoms.  Sometimes 
it  is  impossible  to  make  out  any  changes  in  the  tissues,  and  one  must 
be  content  with  finding  definitely  localized  pain  on  pressure. 

Differential    Diasfnosis.     Mistakes    are    made    more    often    in    the 
direction  of  overlooking  this  commonest  of  all  abdominal   infections 
than  in  mistaking  it  for  other  conditions.     Nevertheless  mistaken  diag- 
noses do  occur.     The  pain  produced  in  the  diseased  folds  of  Douglas 
by  displacing  the  vaginal  portion  is  sometimes  erroneously  referred  to 
the  vaginal  portion  itself,  or  to  the  vaginal  vault,  because  the  delicate 
changes  in  the  ligaments  are  not  detected  by  palpation.    Pain  produced 
in  the  infundibulopelvic  ligament  may  be  erroneously  referred  to  the 
ovary,  which  the  examiner  holds  between  his  fingers  at  the  time  the 
ligaments    are   stretched.      Not   infrequently   one    has   to    distinguish 
between  parametritic  and  perimetritic  adhesions.     The  latter  may  be 
situated  anywhere  in  the  neighborhood  of  the  uterus,  especially  near 
the  adnexa;    while  the  former  are  always  around  the  cervix  and  very 
close  to  the  vaginal  vault.     The  former  are  more  numerous,  while  in 
posterior  parametritis  only  the  two  cords   corresponding  to    Douglas' 
folds  can  be  felt.     Parametritic  adhesions  are  very  tense,  tendinous, 
cicatricial,  and  cannot  be  torn,  while  perimetritic  bands  are  delicate, 
often  as  fine  as  a  spider's  web,  and  tear  at  the  slightest  touch.    Cervical 
parametritis  caus(»s  fixation  of  the  cervix,  which  is  attached  by  con- 
nective tissue;    while  in  perimetritis  the  body  of  the  uterus  is  fixed  at 
some  point  where  it  is  covered  with  peritoneum. 
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Diagnosis  of  Uterine  Catarrh. 

Definition.  Catarrh,  or  inflammation  of  the  mucous  membrane, 
is  a  term  applied  to  a  grtitip  of  disease's  charactcriztHl  pathologically  by 
hyperemia  and  the  dt*pos5ition  of  inflammatory  products  in  the  form 
of  exudates  or  young  embryonal  eells  in  or  upon  the  mucous 
membranes^  ami,  in  chronic  conditions!,  accompanied  by 
multiplication  and  enlargement  of  the  constituent  elements  of  the 
mucous  mendjrane.  Clinicall}^,  catarrh  manifests  it^sell  in  an  inereased 
activity  of  the  nmcous  membrant^  and  its  imlividual  constituent?^,  and 
in  a  number  of  symjttoms  which  ari.^^e  directly  or  reflexly  from  tlie 
altered  mucous  membrane  or  its  inflammatory  proiluets. 

Classification.  Catarrh  may  occur  in  any  jjortion  of  the  mucous 
membrane,  from  the  vulva  to  the  abdominal  extremity  of  the  tube. 
The  various  forms  are  cla.s.sified  as  follows: 

Vulvitis,    or  catarrh  of  the  mucous  membrane  of  the  vesti* 

bulc  and  introitus  vaginic. 
Colpitis    or  vaginitis,  catarrh  of  the  mucous  membrane  of 

the  vagina^  fiom  the  hymen  to  the  external  os. 
Endometritis^  or  catarrh  of  the  mucous  meTtd>rane  of  the 
uterus,  from  the  external  os  to  the  uterine  orifices  of  the 
tube.     This  is  further  subdivided  into: 

Cervical     endometritis     or    catarrh,    wlien    the 
mucous  membrane  from  the  external  <js  to  the 
internal  os  is  diseased,  and 
Corporeal     endometritis     w iien    i t    affects    t he 
mucous  membrane  from  the  extt*rnal  os  to  the 
uterine  orifices  of  the  tubc*s. 
£ndoBalpingitis,    or  inflammation   of   tlie    mucous   mem- 
brane of  the  tube. 

Catarrh  is  rarely  limited  to  one  of  these  subdivisions  of  the  genital 
tract  and  ha^  a  great  tendency  to  spread  from  below  upward,  or,  if  it 
lK*gins  above,  downward  to  the  lower  segments*  For  this  reason 
catarrh  of  the  mucous  membrane  most  be  regarded  as  a  connected 
entity;  but,, owing  to  distinct  structural  and  pliysiologie  differences  in 
the  various  portions  of  the  mucous  membrane,  the  pathologic  and 
clinical  pictures  produced  in  them  are  c|uite  different.  For  this  reason 
we  shall  first  describe  the  individual  sections  separately,  and  later  discuss 
the  disease  as  a  whole  from  the  common  standpoint.     While  I  shall 
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and  during  occupations  which  cause  displacement  of  the  uterus  on 
account  of  the  traction  on  the  diseased  ligaments  with  which  they  are 
associated;  for  example,  the  pain  is  brought  on  by  jumping,  or  bringing 
the  feet  down  forcibly  on  the  ground,  lifting,  reaching  out,  turning, 
during  coitus  and  defecation.  In  these  cases  the  patient  should  be 
carefully  examined  for  disease  of  the  above-mentioned  ligaments  by 
pushing  the  posterior  vaginal  vault  upward  and  at  the  same  time  forcing 
the  vaginal  portion  forward.  The  lateral  portion  of  the  parametrium 
and  the  two  infundibulopelvic  ligaments  must  also  be  examined.  In 
this  way  the  cause  of  the  symptoms  is  found  very  much  more  frequently 
than  is  generally  believed  in  changes  which  are  exceedingly  slight  and 
seem  to  have  no  direct  connection  with  the  symptoms.  Sometimes 
it  is  impossible  to  make  out  any  changes  in  the  tissues,  and  one  must 
be  content  with  finding  definitely  localized  pain  on  pressure. 

Differential  Diagnosis.  Mistakes  are  made  more  often  in  the 
direction  of  overlooking  this  commonest  of  all  abdominal  infections 
than  in  mistaking  it  for  other  conditions.  Nevertheless  mistaken  diag- 
noses do  occur.  The  pain  produced  in  the  diseased  folds  of  Douglas 
by  displacing  the  vaginal  portion  is  sometimes  erroneously  referred  to 
the  vaginal  portion  itself,  or  to  the  vaginal  vault,  because  the  delicate 
changes  in  the  ligaments  are  not  detected  by  palpation.  Pain  produced 
in  the  infundibulopelvic  ligament  may  be  erroneously  referred  to  the 
ovary,  which  the  examiner  holds  between  his  fingers  at  the  time  the 
ligaments  are  stretched.  Not  infrequently  one  has  to  distinguish 
between  parametritic  and  perimetritic  adhesions.  The  latter  may  be 
situated  anywhere  in  the  neighborhood  of  the  uterus,  especially  near 
the  adnexa;  while  the  former  are  always  around  the  cervix  and  very 
close  to  the  vaginal  vault.  The  former  are  more  numerous,  while  in 
posterior  parametritis  only  the  two  cords  corresponding  to  Douglas' 
folds  can  be  felt.  Parametritic  adhesions  are  very  tense,  tendinous, 
cicatricial,  and  cannot  be  torn,  while  perimetritic  bands  are  delicate, 
often  as  fine  as  a  spider's  web,  and  tear  at  the  slightest  touch.  Cervical 
parametritis  causes  fixation  of  the  cervix,  which  is  attached  by  con- 
nective tissue;  while  in  perimetritis  the  body  of  the  uterus  is  fixed  at 
some  point  where  it  is  covered  with  peritoneum. 
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Diagnosis  of  Uterine  Catarrhi. 

Definition.  Catarrh,  or  inflammatioji  of  the  mucous  membrane, 
is  a  term  applied  to  a  grouj>  of  diseases  charaeteriised  patlinlogically  by 
hyperemia  and  the  deposition  of  infJammator}^  products  in  the  form 
of  exudates  or  young  embryonal  eells  in  or  upon  the  mucous 
membranes,  and,  in  ehnmie  conditions,  accompanied  l>y 
multiplication  and  enlargement  of  the  constituent  elements  of  the 
mucous  membrane.  Clinically,  catarrli  manifests  itself  in  an  increased 
activity  of  the  mucous  membrane  and  its  individual  eonstituc^tit;^,  and 
in  a  number  of  symptoms  whieh  arise  ilirectly  or  reflexly  from  the 
altered  mucous  membrane  or  its  inflammatory  products- 
Classification.  Catarrh  may  occur  in  any  portion  of  the  mucous 
membrane,  from  the  vulva  to  the  abdonunal  extremity  of  the  tul>e. 
The  various  forins  are  clas.sified  as  follow?^: 

Vulvitis,    or  catarrh  of  the  mucou??  membrane  of  the  vesti- 
bule and  introitus  vagi  me. 
Colpitis    or  vaginitis,  catarrh  of  the  mucous  membrane  of 

the  vagina,  from  the  hymen  to  the  external  o^. 
Endometritis,  or  catarrh  of  the  mucous  membrane  of  the 
uterus,  from  the  external  os  to  the  uterine  orifices  of  the 
tube.     This  is  further  subtiivided  into: 

Cervical     endometritis     or    ealarrh,    when    the 
mucous  mend>rane  from  the  external  os  to  the 
internal  os  is  diseased,  and 
Corporeal     endometritis     when    it    affects    the 
mucous  membrane  from  the  external  os  to  the 
uterine  orifices  of  the  tubes, 
Endosalpingitis,    or   inflammation   of  the   mucous   mem- 
brane of  the  tube- 
Catarrh  is  rarely  limited  to  one  of  these  subdivisions  of  the  genital 
tract  and  has  a  great  temlency  to  spread  from  IjcIow  upward,  or,  if  it 
iK'gins   above,   downwanl    to    the    lower   segments.       For  tins    reason 
catarrh  of  the   timeout  membrane  must  be  regarded   as  a  connected 
entity;    but,, owing  to  distinct  structural  and  physiologic  differences  in 
the   various   portions   of   the   mucous   membrane,    the   |>athologic   and 
clinical  pictures  produced  in  them  are  quite  different.     For  this  reason 
we  shall  first  describe  the  individual  sections  separately,  and  later  discuss 
the  disease  as  a  whole  from  the  common  standpoint.     While  I  shall 
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begin  with  the  upper  portion  of  the  tract,  I  shall  for  the  present  omit 
endosalpingitis,  because  it  is  the  most  important  of  the  tubal  diseases 
and  has  already  been  discussed  in  the  chapter  devoted  to  that  subject. 

Endometritis. 

The   term   endometritis   embraces   a   number   of   conditions    with 
entirely    different    pathologic    and    clinical    pictures,   with   such    great 
differences    in    their    etiology,   pathology,    and    symptomatology    that 
their  localization  in  the   endometrium   is  their  only  connecting  link. 
Hence,   for   didactic  as   well  as  for  practical   purposes,  a  subdivision 
of  endometritis  would  be  most  desirable  and,  apart  from  the  obvious 
classification  into  acute  and  chronic,  circumscribed  and  diffuse  forms, 
attempts  have  been  made  to  base  a  classification  on  general  principles. 
The  most  obvious  and  logical  is  the  anatomic  classification  suggested 
by  Ruge,  who  subdivides  endometritis  into  glandular,  interstitial  and 
diffuse,  besides  the  minor  forms — decidual,  post-abortum,  and  exfoliat- 
ing endometritis.     But  for  diagnostic  purposes  and  for  general  practice 
this   classification   is  useless,  chiefly    because  it  presupposes  a   micro- 
scopic  examination,   which  cannot   be   made   for  diagnostic   purposes, 
but  must  be  delayed  until  treatment  (in  the  form  of  operation  or  curet- 
tage) has    been   applied,  and  because   the  various    pathologic  pictures 
have  no  corresponding  definite  clinical  conditions.     Winckel  proposes 
an  etiologic  classification  of  endometritis.     There  is  no  doubt  this  is 
the  most  correct  from  the  scientific  standpoint;    but,  aside  from  the 
fact  that  many  of  his  twelve  varieties  are  not  as  yet  generally  accepted, 
an  etiologic  division  is  for  the  present  useless  for  diagnostic  purposes 
because  it  is  either  impossible  to  recognize  the  cause,  or  its  detection 
requires  complicated  methods  of  examination.     For  practical  purposes 
a    classification    based    on    the    three    main    symptoms, — hemorrhage, 
pain  and   discharge — into   hemorrhagic,   dysmenorrheic   and   catarrhal 
endometritis  would  be  satisfactory,  were  it  not  that  many  cases  present 
several  symptoms  in  equal  severity,  and  that  a  change  from  one  symp- 
tom to  another  is  often  observed.     In  the  present  state  of  gynecologic 
diagnosis  it  seems  to  me  better  to  abandon  all  attempt  at  classification 
and  to  view  endometritis  as  a  whole,  except  those  forms  which  our 
present  knowledge  of  diagnosis  enables  us  to  separate  from  the  general 
picture  of  endometritis,  such  as  gonorrheal,  exfoliating,  and  fungous 
endometritis,  which  will  be  treated  separately  in  the  appropriate  place. 

Diag^nosis. 

In  the  diagnosis  of  endometritis  we  have  to  pursue  a  different 
method  from  that  used  in  other  diseases.  Relying  less  upon  the  physi- 
cal signs,  we  base  our  diagnosis  chiefly  upon  the  symptoms.    The  reason 
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for  this  is  that  endometritis  has  no  physical  signs,  the  changes  in  the 
uterine  cavit)^  being  quite  insignifirant;  while,  on  the  other  hanrt^  the 
sjMiiptoms  are  so  characteristic  and  may  produce  su(*h  a  ch'ar  rUnical 
pifture,  that  the  iliagnosis  is  often  po>ssiljle  without  examining  tlie 
patient*  I  shall,  therefore,  reverse  my  usual  method  in  the  case  of 
endometritis,  and  liegin  with  the  symptoms  iiLsteail  of  the  physical  signs. 
It  should  be  emphasixtul,  however,  that  the  patients  statements  are 
not  always  reliable,  particularly  in  the  matter  of  hemorrhage  and 
leucorrhea,  which  must  be  demonstrated  objectively  w^henever  possible. 

The  most  prominent  symptom  is  hemorrhage,  which  u^sually 
takes  the  form  of  a  menorrlmgia,  rarely  occurring  between  the  periods. 
The  quantity  of  blood  lost  during  the  menses  may  be  increased  or  dimin- 
ished; since  the  quantity  varies  between  wide  limits  in  per- 
fectly healthy  w^omen,  it  is  difficult  to  say  what  quantity  is 
'*too  much.''  If  the  patients  state  that  the  flow  has  become  considerably 
more  profuse  than  formerly,  or  that  it  takes  a  number  of  days,  often  from 
one  to  two  weeks,  to  recover  from  the  loss  of  blood,  or  that  the}^  ''bleed 
very  freely,''  that  it  ** pours/'  "comes  in  a  rush/'  or  that  they  ''float 
away/'  the  hemorrhage  may  be  regarded  as  pathologic.  Blood  clot^  are 
also  a  sign  of  ver}-  excessive  hemorrhage.  The  duration  of  menstruation 
may  be  prolonged  in  endometritis.  As  here  again  we  have  no  definite 
standard,  and  the  period  varies  from  two  to  eight  dayi<  in  healthy 
women,  this  symptom  can  be  regarded  as  pathologic  only  if  the  period 
exceeds  the  above  extreme,  if  the  l>leeding  tloes  not  cease  at  all,  or  the 
period  lasts  considerably  longer  than  had  previously  been  the  case. 
Menstruation  rarely  begins  at  the  normal  time;  usually  the  intermen- 
strual periods  are  shortened,  and  the  flow  recurs  every  three  weeks*  or 
every  two  weeks,  instead  of  four  weeks ^^" twice  a  month."  This  may 
sometimes  alternate  with  periods  of  amenorrhea  lasting  from  two  to 
three  months,  particularly  after  a  severe  hemorrhage.  Intermenstrual 
hemorrhage  is,  on  the  whole,  more  rare,  but  may  occur  after  coitus, 
psychic  emotion  or  bodily  exertion.  The  patient  usually  states  that 
the  trouble  has  developed  slowly,  and  increased  gradually  during  a 
period  of  months  or  years;  more  rarely  there  is  a  history  of  severe 
menorrhagia  oeeurring  immediately  after  a  normal  menstruation. 

A  less  common,  but  no  less  important  symptom  of  corporeal 
endometritis  is   leticorrhea. 

While  the  normal  endometrium  has  no  characteristic  secretion, 
simple  corporeal  catarrh  is  accompanied  by  a  seropurulent  discharge. 
In  acute  conditions  the  discharge  is  serojrurulent  mixed  w^ith  blood, 
and  may  consist  entirely  of  pus;  but  in  the  chronic  catarrhal  forms 
the  discharge  is  always  more  thin  and  purulent  (seropurulent).  Mucus 
is  entirely  absent  in  simpk*  corporeal  catarrh,  and  occurs  only  when  tlie 
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cervix  is  also  diseased.  The  quantity  of  discharge  is  extremely  variable; 
there  are  some  forms  of  endometritis  with  violent  symptoms  in  which 
there  is  verj''  little  secretion,  while  in  other  cases  the  flow  is  quite  profuse. 
The  most  abundant  secretion  is  seen  in  the  gonorrheal  forms,  particularly 
(luring  pregnancy.  The  discharge  is  usually  increased  before  and  after 
menstruation;  at  times  it  may  be  altogether  absent,  or  at  least  cease 
for  a  time.  As  a  rule  there  is  no  odor;  but  sometimes,  owing  to  the 
presence  of  the  metabolic  products  of  microorganisms,  the  discharge 
is  verj''  oflfensive.  If  the  endometritis  is  associated  with  catarrh  of  the 
cervix  and  of  the  vagina,  the  corporeal  secretion  becomes  mingled  with 
the  secretions  of  these  two  structures  and  loses  its  characteristic  prop- 
erties. In  cases  of  this  kind  it  is  particularly  difficult  to  identify  the 
discharge  as  corporeal  secretion.  To  begin  with,  it 
is  not  easy  to  determine  whether  a  discharge  which 
is  found  in  the  vagina  has  been  secreted  by  the 
vaginal  mucous  membrane  or  has  come  down  from 
the  uterus,  particularly  as  the  secretion  of  the 
body  and  that  of  the  vagina  may  be  quite  similar. 
If  the  inspection  with  the  speculum  happens  to 
be  made  at  the  instant  when  the  secretion  escapes 
Fio  302.— scHULTZK's      from  the  external  os,  the   question  is  decided  at 

(DiAONOSTic)  Tampon.  ^  '  * 

once;  but  in  the  majority  of  cases  special  methods 
must  be  resorted  to  in  order  to  obtain  this  information.  If  it  is 
to  be  decided  whether  the  uterine  secretion  is  a  product  of  the  body 
or  of  the  cervix,  it  becomes  imperative  to  separate  it  from  the  vaginal 
secretion,  so  as  to  be  able  to  investigate  its  special  properties.  For  this 
purpose  Schnitzels  tampon  (Fig.  302)  is  employed.  It  consists  of  loose 
cotton,  sufficiently  broad  and  not  too  thick,  tied  crosswise  in  both 
directions  with  a  thread;  it  is  better  not  to  leave  the  thread  long  for 
the  purpose  of  removing  the  tampon.  The  tampon  is  employed  as 
follows:  The  vaginal  parts  having  been  exposed  with  a  Simon  speculum, 
the  secretion  adhering  .to  the  outer  surface  of  the  entire  vagina  is  gently 
removed,  taking  care  not  to  make  the  mucous  membrane  bleed  because, 
if  the  secretion  obtained  for  the  purpose  of  examination  is  mixed  with 
blood,  the  diagnosis  is  obscured.  The  tampon  is  then  placed  in  front 
of  the  vaginal  portion  so  that  the  os  is  exactly  opposite  the  intersection 
of  the  threads,  and  pressed  firmly  into  the  vaginal  vault,  so  that  its 
position  shall  vary  as  little  as  possible.  If  the  secretion  is  very  abun- 
dant, the  tampon  loosens  prematurely;  if  the  vagina  is  very  wide  and 
relaxed,  it  is  apt  to  fall  out.  Under  these  circumstances  it  is  better 
to  place  a  second  tampon  in  front  of  the  first.  After  twenty-four  hours 
the  tampon  is  removed  by  exposing  the  cervix  as  before  in  the  Simon 
speculum,  and  seizing  the  lower  extremity  of  the  tampon  with  forceps. 
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NfyrE.  Schultze  recommends  tliat  the  tantpon  lie  saturatetl  wilh  a  20  to  25  per 
eent,  solution  of  tannin  in  glytwn.  Aft-pr  nunierous  experiments,  1  liave  $atisfie<i  myself 
that  it  is  bptt<er  to  use  a  dry  tiimpon  for  ihv  following  neaeone;  In  the  first  pkt^e  the  ah^indant 
wutery  ^et^retion  indueed  by  tht*  glycerin  is  disturbing;  and  in  the  seeonti  plii<^  ^nmU  qiianti- 
tiea  of  mucus  become  ao  Lnfipiasafed  that  ihcy  cannot  be  rcoognisieil  with  certaiuty.  Another 
reason  is  that  the*  glyfemtannin  irritates  the  v^t^tm  and  causes  a  dcrtciuamatlon  of  abundant 
sfjuamous  epithelium,  wliich  renciem  the  see  ret  ion  cknjdy,  and  makes  it  iJifficult  to  deriite 
how  far  tfie  desquamation  m  due  to  the  catarrh.  Mucus  and  puH  are  difhcult  to  distingnish, 
and  it  is  not  easy  to  determine  whether  the  cervical  secretion  is  glairy,  or  turbid  from  tlie 
presence  of  pus  and  epithelium. 

In  normal  genitalia  the  spot  in  front  of  the  pxternal  os  where  the 
tamiion  wa*s  plart'*!  will  be  covunMl  with  a  small  quantity  of  glairy 
mueus,  and  the  cotton  will  be  attained  light  yellow,  while  the  periphery 
of  the  tampon  is  covered  with  a  glistening  layei*  of  destjuaniatetl  vaginal 
epithelium.  With  the  aid  of  the  tampon  it  is  easy  to  tleeide  whether 
the  secretion  is  flerived  from  the  uterus  or  the  vagina.  The  former  is 
alwa}'??  near  the  intersection  of  the  threa*is,  while  the  vaginal  secretion 
is  depositctl  only  at  the  periphery.  A  more  difficult  question  to  decide 
is  whether  the  cervix  or  the  body  is  the  source  of  the  secretion.  Up 
to  a  certain  point  this  can  be  determined  by  tlie  character  of  the  material. 
Mucus  is  always  derived  from  the  cervix,  whereas  pure  pus  is  secreted 
by  the  body.  It  is  to  be  remembered,  however,  that  erosions  or  pure 
cervical  pus  around  an  erosion  may  produce  a  slightly  yellow  purulent 
discoloration  of  that  part  of  the  cntton  whieli  was  in  contact  with  the 
erosion.  The  diagnosis  is  most  tlifiicult  when  the  tampon  contains  both 
mucus  and  pus.  If  the  two  materials  are  intimately  mixed,  it  is  probable 
that  they  were  both  secreted  at  the  same  time  by  the  cervix  and  that 
the  case  is  one  of  purulent  cervical  catarrh;  but  if  pure  pus  and  pure 
nmeus  are  present  and  not  intimately  mixed,  it  is  a  positive  sign  that 
both  the  body  and  the  cervix  are  disea^^ed;  and  if^  in  chronic  cases, 
there  is  much  more  pus  than  would  correspond  to  the  quantity  of  mucus, 
a  combination  of  corporeal  and  cervical  catarrh  is  probable.  If  the 
vaginal  portion  presents  erosions,  ovula  Nabothi  or  ectro|>ion,  cervical 
catarrh  is  probably  present;  although,  on  the  other  hand,  the  absence 
of  these  change.^  does  not  t*xclude  it.  The  ([uantity  of  pus  tliat  is  found 
on  the  tampon  in  corporeal  catarrh  varies  considerably,  indeed  pus  may 
be  altogether  absent  in  untloubted  cases  of  the  disease;  hence  corporeal 
catarrh  must  never  be  excluded  on  the  strength  of  a  single  negative 
examination,  and  the  latter  must  be  repeated,  jireferalily  at  times  when 
the  secretion  is  usually  more  abundant,  as  before  and  after  menstruation, 
or  at  the  time  (»f  the  intermediate  pain.  It  is  unnecessary  to  examine  the 
secretion  for  pus  niicroscopieally;  but  if  there  is  any  suspicion  of  uterine 
gonorrhea,  it  is  a  favorable  material  for  the  demonstration  of  gonococci. 

Another  symptom  of  some  value  for  the  diagnosis  is  uterine 
pain.      It    ha.^    the    character   of    labor    pains    and    is   describeil    by 
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the  patient  as  a  suddenly  occurring,  intermittent,  cramp-like   pain,  or 

as  a  dull  pressure  associated  with   bearing  down  and  pressure   on  the 

bladder.     As  a  rule,  the  pain  is  directly  referred  to  the  region   of  the 

uterus;   although  some  women  refer  the  pain  more   to  the 

Uterine  Pains.  i»i«i  •  i  'iii  i  i» 

umbihcal  region,  and  occasionally  also  underneath  the  arch 
of  the  ribs.  These  labor-like  pains  are  undoubtedly  due  to  uterine 
contractions,  which  are  painful  on  account  of  the  inflammation  of  the 
endometrium,  and  occasionally  that  of  the  entire  uterine  walk  The 
pains  are  characteristic  of  endometritis  only  when  they  are  associated 
with  the  function  of  the  uterine  mucous  membrane,  i.e.,  with  menstru- 
ation; while  uterine  cramps  due  to  other  causes  frequently  occur  before 
and  during  the  menstruation.  (For  the  i)eculiarities  of  this  endometritic 
dysmenorrhea,  see  the  chapter  on  '^Causes  of  Dysmenorrhea"  in  the 
part  devoted  to  analytical  diagnosis.) 

Much  less  fre(iuently  uterine  pain  in  endometritis  occurs  in  the 
form  of  intermediate  pain,  ?.e.,  it  occurs  midway  between  two 
menstruations,  and  is  often  associated  with  the  periodically  appearing 
Intermediate  Icucorrhca.  Somctimes  uterine  pain  occurs  quite  irreg- 
^'^»°-  ularly  during  the  intermenstrual  periods,  and  is  in   that 

case  probably  due  to  retention  of  the  secretions.  Some  women  who 
do  not  complain  of  distinct  pain  mention  all  kinds  of  unpleasant  sen- 
sations in  the  abdominal  organs,  such  as  persistent  bearing  down,  a 
feeling  of  ''swelling'*  and  ''thickness  in  the  abdomen'';  they  "feel  the 
womb'';  they  have  an  increased  desire  to  defecate  and  urinate;  they 
complain  of  pain  in  the  abdomen,  in  the  back  and  in  both  legs.  These 
symptoms  are  considerably  increased  a  few  days  before  menstruation, 
or  they  occur  only  at  that  time,  and  are  certainly  associated  with 
the  process  of  menstruation.  As  compared  with  menorrhagia  and 
leucorrhea,  uterine  pain  is  a  purely  subjective  symptom  for  the  inter- 
pretation of  which  we  must  depend  solely  on  the  sensations  and  state- 
ments of  the  patient.  It  should  therefore  be  utilized  with  great  caution, 
and  in  those  forms  of  endometritis  in  which  pain  is  the  only  symptom 
every  effort  should  be  made  to  obtain  some  objective  signs. 

Aside  from  these  symptoms,  which  are  cjuite  definite  and  frequently 
constitute  the  only  basis  for  the  diagnosis  of  endometritis,  there  is 
another  symptom-complex  to  be  mentioned,  which  must  be  referred 
Premenstrual  to  thc  ncrvous  systcui  and  the  psychic  condition  of  the 
Symptoms.  paticut.     It  is  important  for  the  diagnosis  of  endometritis 

because  it  is  most  intense  during  functional  activity  of  the  uterine 
mucous  membrane,  i.e.,  during  menstruation.  From  four  to  six  days 
before  menstruation  the  patient  begins  to  feel  languid,  miserable, 
"completely  done  out,"  complains  of  dragging  pains  in  all  the  limbs 
as  if  she  had  been  beaten;  she  becomes  nervous,  irritable,  easily  excited 
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ami  timorous;  Bleop  is  restlei^s  ami  intermi>t(Hl  by  dreams,  and  the 
patifvnl's  entirp  temperament  and  disposition  change.  Women  who  are 
othorwii^e  riuiet  and  peacable  complain  that  during  this  time  they  are 
quarrelsome,  vicitm.s,  and  *'not  fit  for  anyone  to  live  with'*;  they  ali^o 
complain  that  they  art?  unable  to  concentrate  their  thought.'^.  Some 
women  become  profoundly  melaneholie,  lose  all  interest  in  life  and 
even  have  thoughts  of  suicide.  These  psychic  phenomena  are  sometimes 
observed  in  a  milder  form  during  the  intermenstrual  period  also.  The 
premenstrual  s  y  m  p  t  o  m  s ,  as  they  are  called ,  represent  an  ex agge  r- 
ated  degree  of  what  healthy  women  feel  before  and  during  their  menstrual 
periods,  and  their  explanation  is  found  in  the  premenstrual  engorge- 
ment of  the  diseased  endometrium;  or,  in  the  case  of  infectious  catarrh, 
in  the  increased  absorption  of  toxins.  It  is  very  iliffieult  to  distinguish 
between  what  is  normal  and  abnormal,  particularly  in  psychic  symp- 
toms. It  should  also  be  emphasized  that  these  coniUtions  are  not 
exclusively  symptomatic  of  endometritis,  and  that  they  occur  also  in 
metritis  anti  in  diseases  of  tlio  tubes  ami  ovaries;  they  are^  howan^r, 
more  pronounced  in  endometritis,  especially  the  catarrhal  form,  and 
have  a  diagnostic  value  from  the  fact  that  they  point  to  disease  of  the 
uterine  mucous  mendjrane.  Gastric  symptoms — nausea  and  vomit- 
ing— which  are  frequent  concomitants  of  endometritisj  are  some- 
times the  only  symptoms  complained  of,  to  the  entire  exclusion  of 
abdominal  discomfort.  When  they  are  present*  the  endometrium 
should  receive  attention  if  no  gastric  cause  can  be  found. 

The  above-mentioned  symptoms  have  a  very  great  value  for  the 
diagnosis  of  endometritis,  but  they  are  not  pathognomonic.  With 
the  exception  of  leucorrhea,  definitely  proved  to  be  derived  from  the 
body,  they  are  symptoms  that  occur  also  in  other  diseases,  nb;.fctjve Si«M 
For  this  reason  an  attempt  should  always  be  made  to  obtain  **^  i^n'*«"»triti», 
some  objective  signs,  and  for  this  purpose  the  uterine  cavity  is 
examined  witli  a  sound.  The  fingt*r  is  not  so  well  adapted  for  discover- 
ing insignificant  changes  in  the  uterine  mucous  membrane  as  the  small 
head  of  a  sound  in  the  hands  of  a  skilful  examiner.  In  a  large  number 
of  cases  the  uterine  cavity  is  greatly  dilated^  as  shown  by  the 
large  excursions  and  rotations  in  all  directions  that  can  be  jterformed 
without  difficulty  with  the  sound.  Dilatation  of  the  cavity,  it  is  true,  is 
not  found  so  frequently  when  the  uterus  contains  abnormal  mattersj  such 
as  polyps  or  remains  of  abortions.  In  cases  of  subinvolution  after  oper- 
ation^ or  labor,  or  in  chronic  relaxation  of  the  muscle  the  value  of  this 
sign  is  rather  limited.  Irregularities  of  the  surface,  which 
are  found  most  frequently  in  the  fundus  and  adjoining  portions  of  the 
body,  are  much  more  important;  but  this  sign  also  is  not  pathogno^ 
monic,    partly    because   irregularities   are   found   also   with   carcinoma 


508  GYNECOLOGICAL   DIAGNOSIS 

and  the  retention  of  decidual  tissue,  and  partly  because  a  normal  endo- 
metrium   may    occasionally   show   slight   irregularities   in   its    surface. 
On  the  other  hand,  the  mucous  membrane  may  be  perfectly  smooth 
in  cases  of  extreme  hyperplasia.    Sometimes  the  examiner  has  a  feeling 
as  if  the  sound  were  sinking  into  the  soft  uterine  mucous  membrane, 
like  the  foot  sinking  into  moss.     Severe  hemorrhage  immediately  after 
sounding  also  points  to  changes  in  the  endometrium.     The  sense   of 
roughness  in  the  mucous  membrane  is  most  distinct  in  the  fungous 
forms  of  endometritis,  and  is  due  to  the  gliding  of  the  head  of  the  sound 
over  the  prominences  of  the  mucous  membrane.     A  very  important 
objective  sign  is   marked    tenderness    of  the  endometrium    during 
sounding.     The  tenderness  is  most    frequently  confined  to  the  fundus 
or  to  the  roughened  areas  and  manifests  itself  as  an  intense,  stabbing 
or  spasmodic  pain  in  the  region  of  the  uterus,  around  the  umbilicus, 
or  in  the  sacrum.     The  pain  is  sometimes  so  intense  that  the  woman 
cries  out,  shrinks  from  the  sound,  or  faints.    The  value  of  the  symptom 
is  impaired  by  the  fact  that  nervous,  timorous,  and  hyperesthetic  women 
complain  of  pain  even  when  the  endometrium  is  healthy,  and  because 
perimetritic    and    parametritic    pain,    which   is   sometimes   excited    by 
sounding,  is  frequently  mistaken  for  endometritic  pain.    To  avoid  this 
mistake  the  examiner  should  remember  that  the  former  is  produced 
by  the  displacement  of  the  uterus  and  the  traction  on  adhesions  incident 
to  the  introduction  of  the  sound;   whereas  endometritic  pain  is  elicited 
only  when  the  head  of  the  sound  comes  in  contact  with  the  mucous 
membrane.     Hence  in  doubtful  cases  the  sound  should  be  allowed  to 
remain  for  a  moment  in  the  uterine  cavity  after  its  introduction,  and 
then  slowly  and  cautiously  advanced  until  it  touches  the  mucous  mem- 
brane.   The  sound  must  not  be  employed  for  the  diagnosis  of  all  forms 
of  endometritis.    The  method  is  most  suitable  for  those  associated  with 
severe    hemorrhage    and    dysmenorrhea.      In    cases    characterized    by 
discharge,   particularly   purulent  discharge,   the  sound  should   not   be 
employed,  and  its  use  is  strictly  contra  indicated  in  all  cases  with  a 
suspicion  of  gonorrhea.     As  endometritis  is  frequently  associated  with 
perimetritis  and  parametritis,  as  well  as  with  disease  of  the   adnexa, 
the  latter  must  be  carefully  examined  before  the  sound  is  introduced. 
There  are  no  distinctive  bimanual  signs  in  endometritis,  with  the 
exception  possibly  of  a  sHght  softening  of  the  mucous  membrane  of  the 
vaginal  portion,  particularly  in  the  fungous  forms,  and  quite  frequently 
a  slight  thickening  of  the  body,  due  to  associated  metritis.    The  object 
of  combined  examination  in  the  diagnosis  of  endometritis  is  rather  to 
exclude  any  other  possible  causes  for  the  symptoms.     These  are  chiefly 
carcinoma,  myoma,  disease  of  the  adnexa,  and  inflammation.   It  may  serve 
to  confirm  the  diagnosis  of  endometritis  by  yielding  a  negative  result. 
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The  most  iTliablt?  method  of  making  a  tUagnosis  of  cndometntis 
IB  by  means  of  a  micros c  o  p  i  c  e  x  a  ni  i  r i  a  t  i  o  n  of  the  uterine  niueous 
membrane.  As  the  symptoms  on  account  of  their  ul)i<jiiity  have  ho 
little  tUagnostie  value,  and  the  objeetive  findings  are  negative  in  endo- 
metritis, it  would  Ije  of  great  advantage  if  we  eouKl  make  the  diagnosis 
more  certain  by  resorting  to  this  methoil;  but  the  general  employment 
of  ex[)loratory  euretinge,  or  even  the  removal  of  a  few  particles  of 
mucous^  membrane  for  purposes  of  examination^  is  impractieabli*  for 
the  general  practitioner  because,  aside  from  the  very  great  di^eomfort 
to  the  patient,  there  is  danger  of  injuring  the  uterine  wall^  or  ev**n  caus- 
ing infection.  Hence,  except  pos.sibly  in  a  few  cases  of  special  impor- 
tance, we  are  forced  to  advise  against  this  method,  unless  there  is  a  sus- 
picion of  malignant  disease.  On  the  other  hand,  if  the  uterus  has 
been  curetted  for  therapeutic  purposes,  the  mucous  membrane  should 
immediately'  be  subjected  to  microscopic  examination,  the  result  of  w^hich 
will  determine  the  subsequent  treatment  to  be  administered.  Digital 
exploration  of  the  uterus  through  an  artificially  dilated  cervix  is  open 
to  the  same  objections;  it  is  much  too  painful  to  the  patient,  and  not 
infrequently  causes  infection,  hence  its  general  employment  for  the 
diagnosis?  of  endometritis  is  not  to  be  recomnientled.  Another  disad* 
vantage  is  that  the  palpating  finger  is  not  ahvays  capable  of  recognizing 
irregularities  in  the  surface,  which  can  easily  be  felt  with  the  sound; 
although  occasionally  the  finger  feels  the  reflected  surface  of  the 
swollen  and  softened  mucous  membrane,  Henee  digital  exploration 
should  be  perfirrmed  oidy  when  some  special  cause  for  ttie  endometritis 
is  suspected  in  the  uterus,  such  as  a  submucous  myoma. 


Differential    Diagnosis. 

As  the  palpator}^  findings  in  endometritis  are  entirely  negative,  they 
cannot  give  rise  to  diagnostic  errors.     The  source  of  error  which  may 

arise  mXh  the  sound,  in  the  matter  of  pain  especially,  has  already  lx?en 
discussed.  Clinieally  the  differential  diagnosis  in  emlometritis  is  btvsed 
on  the  symptoms,  because  these  also  form  the  foundation  of  the  diagnosis. 
In  the  main,  therefore,  it  will  have  to  be  determined  whether  the 
hemorrhage  may  not  be  explicable  by  some  other  cause,  j^uch  as 
carcinoma,  myoma,  or  tubal  inflammation.  If  all  these  diseases,  which 
are  characterized  by  definite  physical  signs,  can  be  excluded — in  other 
words,  if  the  objective  examination  yields  the  negative  result  which  is 
characteristic  of  endometritis— it  will  have  to  be  determined  further 
whether  the  hemorrhage  may  not  be  a  purelj'  symptomatic  phenomenon 
due  to  some  internal  trouble,  or  a  circulatory  tlisturbanee  of  a  local 
or  general  nature.  The  etiologic  diagnosis  of  uterine  hemorrhage  is 
so  difficult  and  so  important  that  I  have  discussed  it  in  a  special  chapter 
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under  Analytical  Diagnosis,  and  as  I  have  there  shown  under  what 
conditions  endometritis  may  be  held  responsible  for  the  hemorrhage, 
I  shall  not  discuss  the  point  in  detail  in  this  place. 

The  same  course  is  pursued  with  regard  to  the  other  symptom  of 
endometritis — the  uterine  pain.  Again  we  must  exclude  by  careful 
bimanual  examination  all  the  causes  of  dysmenorrhea  which  are  char- 
acterized by  definite  physical  signs,  such  as  myoma,  disease  of  the  ova- 
ries and  of  the  tubes;  and  if  the  result  of  the  objective  examination  is 
negative,  we  shall  have  to  incjuire  whether  the  dysmenorrhea  is  due 
to  endometritis  or  to  some  other  local  or  general  disturbance.  This 
important  question  rs  also  discussed  in  the  part  devoted  to  Analytical 
Diagnosis,  and  I  shall  therefore  not  dwell  on  it  in  this  place. 

In  those  cases  in  which  the  diagnosis  of  endometritis  has  to  be 
made  chiefly  by  the  increase  in  the  uterine  discharge,  the  tampon 
must  be  used  in  order  to  demonstrate  that  the  discharge  is  derived 
from  the  uterus  (see  page  505).  From  hypersecretion,  due  to  tem- 
porary functional  disturbance,  endometritis  may  be  distinguished  by 
the  duration  of  the  symptoms,  and  its  association  with  local  and  general 
subjective  symptoms   (see  above). 

For  the  microscopic  differential  diagnosis  of 
endometritis  see   page  540. 

Diag^nosis  of  the  Various  Forms  of  Endometritis. 

I  have  already  given  my  reasons  for  treating  endometritis  as  a 
whole  from  the  diagnostic  standpoint  instead  of  subdividing  it  into  its 
various  forms.  Nevertheless  a  number  of  varieties  can  be  separated 
from  the  general  picture  of  endometritis,  with  definite  etiologic,  as  well 
as  pathologic  and  clinical  characteristics,  so  that  it  is  possible  to  describe 
them  as  separate  diseased  conditions  of  the  endometrium.  As  it  is 
important  for  the  physician  to  know  these  forms,  and  to  be  able  to 
identify  them  in  a  given  case,  I  shall  try  so  far  as  possible  to  define 
these  individual  varieties  and  to  give  their  diagnostic  features. 

Acute  septic  (non-puerperal)  endometritis  is  an  infectious  inflam- 
mation of  the  endometrium,  due  to  the  entrance  into  the  uterine 
mucous  membrane  of  microorganisms  (streptococci,  staphylococci, 
Acute se  tic  bacteHum  coli,  and  saprophytes).  The  diagnosis  is  based 
Non-Puerperal  chicfly  ou  the  profusc  dischargc  from  the  body,  which 
may  be  serous,  bloody,  purulent,  dirty  from  the  admixture 
of  tissue  particles,  and  offensive  or  putrescent;  and  secondarily  on 
general  constitutional  disturbances,  more  particularly  fever.  There  are 
no  characteristic  physical  signs,  except  mockrate  tenderness  of  the  uterus 
and  slight  softening  of  the  vaginal  portion  and  vagina. 

Catarrhal  endometritis  is  a  chronic  inflammation,  the  cause  of  which 
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must  also  be  an  infection  of  the  uterine  cavity  with  microorganisms, 

prohal)Iy  tht^  above-mentionorl  mieroorganisms  of  wnuinl  infection. 
It  is  frequuntiy  ^econtlary  to  the  above  form.  The  pathologic  changes 
consist  merely  in  hyperemia  and  infiltration  of  the  mueous  cafuMnJ 

membrane.  The  diagnosis  is  based  chieHy  on  the  presence  Emiomciriui. 
of  a  .^rropunilent  secretion  from  the  body»  and  in  many  eases  on  well- 
markt*d  premenstrual  syniijtoms,  wliile  munorrliagia  and  dysmenor- 
rhea are  more  rare.  Palpation  and  sounding  yield  negative  results; 
roughness  and  endometrial  tenderness  are  almost  regularly  absent. 
In  thrse  forms  the  use  of  the  tampon  is  indispensable, 

Gonorrtieal  endometritis^  due  to  infection  with  gonococci,  is  an 
inflammation  accompanied  by  profuse  purulent  discharge,  which  usually 
begins  acutely  and  runs  a  chronic  course.  The  patliology  is  approxi- 
mately the  same  as  that  of  catarrhal  endometritis.  The  G«uorrh*mi 
clinical  diagnosis  is  based  on  the  finding  of  a  purulent  ^^do^^^^iHUE. 
secretion  from  the  body  containing  gonococci,  or  at  least  on  the  positive 
clinical  demonstration  of  gonococci  in  every  portion  of  the  genitalia 
{see  page  523).  Hemorrhage  may  occur  during  the  acute  stage,  and 
may  be  absent  after  the  disease  has  become  chronic.  Premenstrual 
symptoms  are  almost  never  observed.  Tliere  are  no  objective  signs; 
sounding  is  contrain<licated.  On  the  other  hand,  if  there  is  tubal 
disease,  gonorrheal  endometritis  may  be  suspected. 

Tuberculous  endometritis  is  caused  by  infection  of  the  uterine 
mucous  mendjrane  with  tubercle  bacilli.  A  positive  diagnosis  demands 
the  demonstration  of  tubercles  and  tubercle  bacilli  in  scrapings  of  the 
mucous  membrane.  The  disease  may  be  suspected  in  the  Tuh«^rpuiou» 
presence  of  endometritic  symjitoms  occurring  in  a  tul>er-  Knaometritis. 
culous  woman,  particularly  if  the  existence  of  tuberculoui?  peritonitis 
and  salpingitis,  or  of  tuberculous  ulcere  in  the  vaginal  portion,  can 
be  demonstratetL  The  symptoms  are  not  characteristic,  with  the 
exception  possibly  of  a  cheesy,  granular  discharge.  In  advanced  cases 
amenorrhea  is  frequently  observed. 

Fungous  endometritis  is  charaeterized  pathologically  by  extreme 
hypertrophy  of  the  mucous  membrane  of  chronic,  interstitial^  glandular, 
or  diffuse  character;  clinically  it  is  distinguished  from  other  forms 
by  the  severity  and  frequent  recurrence  of  menorrhagia,  fuhkoi^ 

the  comparative  rarity  of  dysmenorrhea,  ami  the  regular  EDdoin<?iriiiA* 
absence  of  leucorrhea.  The  diagnosis  is  based  on  menorrhagia 
associated  with  the  demonstration  of  irregularities  at  the  fundus, 
dilatation  of  the  uterine  cavity  and,  occasionally,  bogginess  or  softening 
of  the  mucous  membrane  of  the  vaginal  portion.  Endometrial  tender- 
ness is  usually  absent;  no  iuformation  is  to  be  obtained  with  the  tampon. 
Exploratory   curettage    is  permissible    only  if   there  is  a  suspicion  of 
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malignancy.  A  positive  diagnosis  frequently  recjuires  a  microscopic 
examination  of  portions  of  the  mucous  membrane  removed  during  a 
therapeutic  curettage.     The  adnexa  are  usually  free  from  disease. 

Dysmenorrheic  endometritis  is  characterized  clinically  b}''  pain 
which  is  chiefly,  or  even  exclusively  uterine  in  character — particularly 
dysmenorrheic  and  intermediate  pain — and  by  the  absence  of  hemor- 
Dy«menoiTheic  fhagc  aud  dischargc.  The  pathologic  process  is  usually  a 
Endometritis.  chronic  interstitial  exudation,  but  glandular  forms  are 
also  observed.  The  diagnosis  is  based  on  the  existence  of  a  uterine 
dysmenorrhea,  extreme  tenderness  on  pressure  in  the  endometrium, 
irregularities  in  the  mucous  membrane,  and  occasionally  contraction 
of  the  uterine  cavity.  The  tampon  gives  no  information  and  the 
palpatorj'^  findings  are  negative. 

Exf oliati  ng  endometritis  (dysmenorrhoea  membranacea) 
represents  a  chronic  inflammation  of  the  uterine  mucous  membrane, 
characterized  clinically  as  a  rule  by  severe  dysmenorrhea  and  always 
Exfoliating  by  thc  dischargc  of  the  uterine  mucosa,  in  small  pieces  or 

Endometritin.  cohcrcnt  mcmbranes,  between  the  second  and  fifth  day  of 
menstruation. 

The  diagnosis  is  based  on  the  expulsion  of  an  organized 
membrane  during  menstruation.  In  the  difTerential  diagnosis 
we  must  exclude  membranous  clots  and  croupous  membranes,  which 
are  distinguished  by  their  friabihty  and  the  fact  that  they  disintegrate 
spontaneously,  especially  when  placed  in  water.  If  the  expelled  mem- 
brane is  definitely  identified  as  a  piece  of  organized  mucous  membrane, 
it  may  be  menstrual  decidua,  or  the  decidua  of  uterine  or  extra-uterine 
pregnancy.  The  distinction  may  be  very  diflScult.  If  menstruation 
occurs  at  the  regular  time,  and  the  membranes  are  expelled  repeatedly 
at  these  times,  the  case  is  one  of  endometritis;  but  if  a  membrane  is 
expelled  only  once,  or  only  at  very  long  intervals  after  menstruation 
has  been  delayed,  even  if  only  for  a  few  days,  the  condition  is  more 
probably  abortion  or  extra-uterine  pregnancy.  In  many  cases  micro- 
scopic examination  is  necessary  to  establish  the  diagnosis  (see  page  529). 

Note.  Exfoliating  endometritis  in  its  symptoms  and  pathology  closely  resembles 
dysmenorrheic  endometritis,  of  which  it  forms  a  subvariety.  I  have  seen  dysmenorrheic 
endometritis,  after  a  considerable  duration,  converted  into  exfoliating  endometritis. 

Decidual  endometritis   is  an  inflammatory   disease  of  the  uterine 

mucous  membrane  which  occurs  during  pregnancy.  The  diagnosis  of 
Decidual  tliis  fomi  of  endometritis  is  particularly  diflBcult,  because 

Endometritis..  examination  of  the  uterine  cavity  is  impossible  at  this 
time,  and  sole  dependence  must  therefore  be  placed  on  the  symp- 
tomatology.     The    symptoms    also   consist  of  hemorrhage,  discharge, 
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and  uterine  pain*  The  hemorrhage  often  occiti's  before  it  is 
possible  to  recognize  thf  anienorrhca  of  pregnancy,  and  may  persii^t 
often  for  several  months;  the  severity  is  variable;  the  blood  at  timos 
recent  and  venoufij  at  others  of  a  brownish  color  and  mixed  with 
mucus  m  the  result  of  retention*  Sometimes  the  discharge  consists 
merely  of  a  pinkish  mucus.  The  secretion  of  the  corpureal  cavity 
is  asualty  purulent  and,  in  the  case  of  gonorrheal  forms,  very 
abundant;  occasionally  a  profuse  watery  flow  is  observed  (hydror- 
rhea uteri  g r a  v  i  d  i ) .  The  tarn pon  must  be  e m ployed  in  ord er 
to  determine  the  uterine  nature  of  the  discharge.  Persistent  pain 
of  a  distinctly  uterine  character  may  be  present,  or  the  labor  pains 
of  pregnancy.  The  latter  are  decidedly  the  most  important 
symptoms  of  decidual  endometritis,  and  for  many  months  may  consti- 
tute the  patient's  chief  complaint.  All  the  symptoms,  particularly 
hemorrhage  and  discharge,  are  most  prominent  during  the  first  half  of 
pregnancy  and  disappear  after  the  dreidna  vera  and  refiexa  have  united- 
The  diagnosis  of  decidual  endometritis  is  rendered  more  jirobable  if 
endometritis  is  positively  known  to  have  been  present  before  the  begin- 
ning of  pregnancy,  or  appears  at  least  verj^  probable  from  the  patient's 
statements.  Clinically,  it  is  impossible  in  those  eases  in  which  no  symp- 
toms whatever  are  complained  of  liuring  pregnancy,  or  before  pregnancy 
began.  Cases  of  this  kind  are  not  very  rare,  and  abortion  is  then  the  only 
expression  of  the  disease;  l>ut  the  diagnosis  is  probable  only  if  repeated 
abortions  occur,  particularly  during  the  early  months.  Examination  of 
the  expelled  fetal  membranes  is  the  only  certain  method  of  arriving  at  the 
diagnosis,  and  they  must  therefore  always  be  subjected  to  both  macro- 
scopic and  microscopic  examination  if  there  is  a  suspicion  of  this  disease. 

Cervical  Catarrh. 

Definition,  Cervical  catarrh,  or  emlometritis  eervicis,  ia  an 
inflammation  of  the  cervical  mucous  membrane  from  the  external  os 
to  the  internal  os,  in  the  course  of  which  inflammatory  manifestations 
may  also  appear  on  the  outer  surface  of  the  vaginal  portion* 

Diagnosis.  The  diagnosis  of  cervical  catarrh  is  easier  than 
that  of  endometritis,  because  part  at  least  of  the  dii*eased  mucous 
membrane  can  frequently  be  seen,  and  because  the  changes  in  the  outer 
surface  of  the  vaginal  portion,  which  are  easily  recognized, 
occur  only  as  the  result  of  ccrvieal  catarrh.  When  the 
cervix  is  brought  down  into  a  Simon  Bpecutum,  and  the  two  lips  everted 
with  a  tenaculum  for  the  purpose  of  obtaining  a  better  view,  the  mucous 
mend^rane  appears  bright  red  in  color,  soft  and  velvety.  The  outer 
surface  of  the  vaginal  portion,  where  the  changes  to  be  mentioned 
develop,  is  then  inspected,  as  these   clianges  are  a  positive   sign  of 
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an    existing   cervical    catarrh.      They   consist    of    erosions,     ovula 
Nabothi,  mucous  polyps,  and  ectropion  with  metritis  colli. 

Erosions  are  changes  of  the  mucous  membrane  that  cover  the 
vaginal  portion,  consisting  in  exposure  of  the  cylindrical  epithelium 
after  separation  of  the  thick  squamous  epithelium  which  normally 
covers  the  structure.  The  diagnosis  is  very  easy.  The 
external  os,  which  is  usually  somewhat  dilated,  is  sur- 
rounded by  a  glistening  surface  of  variable  extent  and  continuous 
with  the  cervical  canal,  instead  of  by  the  normal,  pale-violet  squamous 
epithehum;  the  color  ranges  from  a  delicate  pink  in  general  anemia, 
to  an  intense  scarlet  in  the  presence  of  recent  catarrh,  or  even  purple 
if  the  condition  is  complicated  by  pregnancy.  The  surface  is  slightly 
roughened  or  furrowed;  not  sharply  outlined  at  the  periphery,  but 
merging  in  an  irregular  manner  with  the  surrounding  squamous  epithe- 
lium. In  reparative  processes  islands  of  epithelium  are  occasionally 
seen  at  the  centre  of  the  erosion,  or  the  entire  area  may  be  com- 
pletely covered  with  a  delicate  squamous  epithelium;  but  a  healed 
erosion  is  much  more  purple  in  color  than  the  more  robust  normal 
epithelium.  The  surface  is  covered  with  a  mucoid  secretion;  erosions 
are  often  covered  with  a  yellowish  exudate  and  exhibit  superficial 
ulcerations  when  the  epithelium  is  lost.  They  Weed  easily,  sometimes 
spontaneously,  and  always  when  the  surface  is  wiped  off. 

We  distinguish  simple  erosion,  with  uniform,  fairly  smooth 
surface  and  without  deep  depressions;  papillary  erosion,  in  which 
the  surface  is  irregularly  nodular  or  marked  by  ridges  with  deep,  regular 
depressions  of  glandular  tissue  into  the  vaginal  portion;  and  follic- 
ular erosion,  the  entire  surface  of  which,  especially  the  peripheral 
portion,  presents  follicles  in  the  form  of  yellow  points  or  small  cysts 
the  size  of  lentils,  which,  when  opened,  discharge  inspissated  mucus  or 
form  small,  roundish  dimples,  representing  the  remains  of  ruptured  cysts. 

Ovula  Nabothi  are  small  retention  cysts  which  develop  from 
the  fundus  of  the  glands  of  the  cervical  mucous  membrane  or  of  the 
erosion  after  constriction  of  the  duct.  At  first  situated  more  deeply, 
Ovula  they  become  distended  and  reach  the  surface,  being  found 

Nabothi.  most    frequently    around    the    healing    erosion;     they    are 

frequently  felt  as  small,  circumscribed  nodules  which,  when  conglomer- 
ated, project  above  the  level  of  the  vaginal  portion.  To  the  eye  they 
appear  as  circumscribed,  small  prominences,  and  the  pale  or  yellowish 
contents  are  visible  through  the  mucous  membrane.  If  these  retention 
cysts  remain  in  the  depths  of  the  tissue  they  produce  a  circumscribed 
or  general  thickening  of  the  vaginal  portion;  if  the  interglandular 
tissue  also  becomes  hypertrophied,  the  condition  is  known  as  a 
follicular   hypertrophy. 
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In  connection  with  chrome  cervical  catarrh  there  are  found 
mucous  polyps  consisting  of  circumscribed  hyperplasiie  of  the  cer- 
vical mucous  membrane*  If  they  are  situated  in  the  lower  Mycoun 
portion  of  the  cervix,  or  project  from  the  external  os,  poIj-ps. 
they  are  both  palpable  and  visible.  The  size  varies  from  that  of  a  pea 
to  that  of  an  egg,  and  the  pedicle  also  varies  in  length.  The  surface  is 
rarely  smooth,  usually  lobulated,  with  a  suggestion  of  division  into 
several  portions;  lacuna*  and  large  or  small  retention  cysts  are  present. 
The  consistency  is  soft;  the  mueoud  membrane  glistening,  of  a  bright 
red  color,  bleeding  easily,  and  covered  with  mucus.  Old  polypi  pro- 
jecting  into  the  vagina  may  be  covered  with  squamous  epithelium,  but 
always  retain  a  purplish  color  like  that  of  a  healing  erosion* 

The  sequels  of  cervical  catarrh  in  the  form  of  chronic  induratefl 
processes  in  the  cervical  substanee,  known  as  metritis  colli,  are 
easily  recognized  by  palpation*  The  entire  surface  becomes  firm  and 
hard,  fibrous  and  unyielding,  and  the  vaginal  portion  thick  M«tria«  c<iuj 
and  shapeless.  If  there  are  bilateral  ciTvical  tears,  the  »w*i  Ectropion. 
hypertrophied  submucous  tissue  protrudes  from  the  cervical  canal 
and  produces  an  ectropion,  which  is  easily  recognized  by  the  broad^ 
thick,  shapeless  vaginal  portion,  and  the  turned-over,  mushroom-shaped 
lips,  the  anterior  lip  being  often  elongated  like  a  snout*  In  the  speculum 
the  bilateral  lacerations  and  the  exposed  cervical  raucous  membrane 
with  its  catarrhal  changes,  and  the  epidermidalization  beginning  at  the 
margin,  are  seen.  In  bilateral  lacerations  the  external  os  is  felt  and 
seen  on  one  side  elongated  as  far  as  the  vaginal  vault.  The  two  edges 
of  the  lacerations  are  thickened  and  the  seat  of  ectropion,  and  the 
cervical  mucous  membrane  is  exposed  on  one  side  only. 

Cervical  catarrh  in  nulli parous  women  with  contracted  external 
OS  produces  a  peculiar  picture.  The  small  external  os  appears  as  a  black 
point,  because  the  cervix  is  filled  with  mucus  and  does  not  reflect  the 
light.  The  mucus  is  retained,  becomes  inspissated,  and  dilates  the  cervi- 
cal canal.  The  ampuUary  dilatation  is  easily  recognized  with  the  sound, 
and  the  inspissated  mucus  can  be  evacuated  by  pressing  on  the  cervix. 

In  all  cases  of  cervical  catarrh,  and  particularly  in  those  in  which 
the  changes  j ust  desc ribed  are  absent ,  e x a m i n a t i o n  of  the  secre- 
tion plays  an  important  role;  unless  the  secretion  is  found  to  be 
abnormal,  a  diagnosis  of  cervical  catarrh  is  not  admissibie.  Esftminatiofi  of 
The  cervical  secretion  is  obtained  by  bringing  the  cervix  the  see^iiion, 
into  the  speculum  and  waiting  until  it  flows  from  the  external  os,  or  by 
compressing  the  cervix  with  thi^  two  blades  of  a  Simon  siieculum.  If 
the  secretion  is  scanty,  it  is  better  to  insert  a  tampon;  after  twenty- 
four  hours  it  will  contain  a  quantity  of  secretion  sufficient  for  diagnosis, 
and  after  its  removal  a  larger  quantity  will  be  seen  to  flow  out  of  the 
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cervix.  Normal  cervical  secretion  is  a  glairy,  viscid  mucus.  In  catarrh 
various  changes  take  place.  In  the  first  place,  the  quantity  is  altered, 
it  may  be  increased  and  accumulate  in  the  vagina,  or  stain  the  external 
genitalia  and  clothing;  on  the  other  hand,  the  secretion  ma3''  become 
inspissated,  so  that  there  is  no  discharge  whatever,  or  only  a  few  par- 
ticles are  obtained.  From  the  diagnostic  standpoint  the  quantity  of 
mucus  contained  in  the  secretion  is  most  important.  The  cervix  is  the 
only  portion  of  the  genitaha  that  secretes  genuine  mucus,  hence  if  an 
abnormal  quantity  of  mucus  is  found,  the  cervix  must  be  exclusively 
or  chiefly  diseased.  The  cervical  secretion  is  viscid  and  forms  threads 
from  the  edge  of  the  external  os  to  the  speculum,  or  may  be  wiped 
off  in  long  threads  with  cotton;  it  may  be  clear  and  watery,  with- 
out any  turbidity  whatever,  but  is  usually  somewhat  grayish  from 
the  presence  of  epithelial  cells  and  leukocytes.  Pus  is  the  most 
frequent  admixture,  particularly  in  cases  of  infectious  catarrh;  the 
color  of  the  mucus  is  changed,  and  may  vary  from  a  slightly  yellowish 
tinge  to  a  dark,  yellowish-green  color.  Sometimes  the  quantity  of  pus 
is  so  abundant  that  the  mucus,  and  with  it  the  viscosity  of  the  secretion, 
practically  disappears.  Occasionally  a  little  blood  is  found  in  the 
secretion.  In  the  catarrh  of  nuUiparous  women  with  contracted  external 
OS  it  is  difficult  to  make  a  diagnosis  by  the  secretion. 

Differential  Diagnosis.  An  abundant  secretion  from  the  cer- 
vical canal  may  be  a  symptom  of  inflammation  or  genuine 
change  of  the  mucous  membrane,  or  the  production  of  a  functional 
Differential  disturbancc — a  hypersecretion.  The  above-mentioned 
DiaKnoi.i«.  inflammatory  changes  of  the  cervical  mucous  membrane, 

especially  erosions  and  ovula  Nabothi,  always  point  to  catarrh,  as  does 
also  the  admixture  of  pus;  but  if  the  secretion  consists  solely  of 
clear  mucus,  the  diagnosis  is  more  difficult.  Pure  hypersecretion  is 
observed,  for-  example,  in  pregnancy  with  tumors  of  the  cervix,  with 
inflammations  in  the  neighborhood  of  the  cervix,  in  congestive 
conditions   of   the   abdomen,    and    very   often   in   chlorosis. 

An  erosion  may  be  mistaken  for  a  number  of  other  afifections 
of  the  vaginal  portion.  In  cases  of  ectropion  the  everted  cervical 
mucous  membrane  is  often  mistaken  for  an  erosion,  because  in  the 
speculum  the  external  os,  which  forms  the  boundary  between  the 
cervical  canal  and  the  outer  surface  of  the  vaginal  canal,  is  overlooked. 
The  diagnosis  between  these  two  conditions  depends  on  the  position  of 
the  os;  whatever  is  outside  of  the  os  is  erosion,  and  whatever  is  behind 
it  is  cervical  mucous  membrane.  To  determine  the  position  of  the 
external  os,  the  two  lips  of  the  cervix  arc  seized  at  their  outer  surface 
with  a  double  tenaculum,  and  then  brought  together  again,  restoring 
the  shape  of  the  vaginal  portion;  as  this  is  done,  the  cervical  mucous 
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mcmbrant*  disappears  from  view  in  the  interior  of  the  uterus*  In  simple 
eroRiorLs  the  external  os  is  usually  much  smaller,  and  the  vaginal  portion 
is  not  mushroorn-shaped.  The  cireumscribed  redneKg  whieh  devT^ops 
on  the  outer  surface  of  the  vaginal  portion  in  eases  of  colpitis,  bean^ 
a  certain  resemblance  to  an  erosion;  but  it  h  usually  arranged  eon- 
cent  rically  around  the  os^  the  surface  is  less  velvety  than  that  of  an 
erosion  J  the  condition  representing  merely  a  redijes.s  of  part  of  the 
mucous  membrane,  with  thinning  of  the  epithelium.  These  areas  bleed 
very  easily,  and  a  small  fpiantity  of  pus  is  abo  found  on  the  tampon. 
For  the  flifferentiai  diagnosis  between  erosions  and  carcinomatous, 
tuberculous  and  syphilitic  ulcers,  see  page  352  d  seq. 

Colpitis. 

Definition.    Colpitis  is  a  catarrhal  inflammation  of  the  mucous 
membrane  of  the  vagina  from  the  hymen  to  the  external  os< 

The  diagnosis  of  colpitis  is  based  on  the   changes  in  the   mucous 
membrane  and  the  character  of  the  vaginal  secretion*    It  is  quite  easy 
except  in  those  cases  in  which  the  speculum  cannot  be  introduced,  as 
in  children,  when  the  hvmen  is  intact,  or  if  there  is  vag- 
inismus.      In   the   acute    form   the    mucous   membrane   is  n„.Aiiii^ui 

diffusely  r  e  d  d  e  n  e  d ,  t  he  color  va  ry i  ng  fro  m  pale  ret! 
to  flaming  scarlet,  and  sometimes  slightly  purplish;  the  discoloration 
is  uniforndy  distributed  over  the  entire  vagina,  except  in  colpitis  second- 
ary to  infectious  cervical  catarrh,  in  which  the  discoloration  may  be 
confined  to  the  posterior  vaginal  wall  in  contact  with  the  external  os. 
The  diffuse  redness  is  usually  associated  with  a  linear  and  patchy  hyper* 
emia,  produced  by  excessive  injection  of  the  papillary  body.  Very 
pronounced  red  patches  are  seen,  especially  in  the  upper  portions 
of  the  vagina— the  structures  look  as  if  they  had  been  spattered  with 
red  ink^ — or  red  lines,  or  stripes  ctjrresponding  tothe  elevation 
of  the  folds-  In  mild  and  chronic  forms  these  red  patches  are  the  oidy 
manifestations  of  the  changes  in  the  mucous  membrane.  When  the 
vaginal  walls  are  separated  with  the  speculum,  a  small  drop  of  blood 
may  escape  from  the  red  patches,  or  the  surface  may  bleed  when  it  is 
wiped  ofT,  or  ecchymoses  may  be  seen.  These  patches  and  ecchy- 
moses  are  seen  most  distinctly  in  okl  women  in  whom  the  squamous 
epithelium  is  attenuated.  The  circumscribed  hyperemia  often  leails  to 
hemorrhages  during  examination;  when  the  inflammation  is  more 
intense,  the  papillary  body  swells  and  the  folds  as  well  as  the  papilla? 
project  at  the  level  of  the  mucous  membrane;  these  changes  are  more 
conspicuous  in  pregnant  women.  The  inflammatory  swelling,  in  asso- 
ciation with  the  hypertrophy  of  pregnancy,  produces  thick  granular 
proliferations  on  the  mucous  membrane  (colpitis    granularis). 
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Occasionally  chronic  hypertrophy  develops  in  the  inflamed  papillae  and 
condylomata  acuminata  are  produced,  forming  small,  wart-like 
prominences,  with  a  rough  white  surface,  which  usually  occur  singly 
in  the  vagina  or  on  the  outer  surface  of  the  vaginal  portion.  In  one  case 
I  saw  minute  warts  springing  from  each  papilla.  The  outer  surface  of 
the  vaginal  portion  is  also  covered  with  red  patches  which  bleed  easily 
and  throw  off  their  epithelium  (erosion  of  the  vaginal  type).  In  preg- 
nant women,  rarely  in  the  non-pregnant  state,  vesicles  containing  gas 
develop  in  the  mucous  membrane  under  the  action  of  gas-forming 
microorganisms  (colpitis  emphysematosa).  These  are  found 
singly  or  in  groups,  usually  on  the  posterior  wall;  in  the  speculum 
they  are  readily  distinguished  from  swollen  papilla?  by  the  thin  and 
desquamated  epithehal  covering;  when  they  are  punctured  under 
water,  gas  is  liberated. 

In  the  rare  cases  of  diphtheritic  colpitis  the  vaginal  wall, 
either  in  places  or  in  its  entirety,  is  discolored  a  dark  gray  or  green, 
alternating  with  purpHsh  portions,  and  later  comes  away  in  shreds. 

The  palpatory  signs  are  of  secondary  importance  to  those 
obtained  by  inspection.  In  diffuse  acute  catarrh  the  mucous  membrane 
feels  uniformly  soft  and  velvety,  and  i^  quite  sensitive  if  the  condition 
is  acute.  Swelling  of  the  papillae,  especially  in  pregnancy,  and  the 
vesicles  of  emphysematous  colpitis  are  also  felt  without  diflBculty. 
In  senile  colpitis  cicatricial  bands,  the  result  of  adhesions  of  the  two 
vaginal  vaults,  or  obliteration  of  the  vaginal  vault  produce  peculiar 
palpatory  signs.  On  moderate  pressure  with  the  finger  the  adhesions 
tear  with  the  production  of  a  slight  hemorrhage. 

Examination  of  the  secretion  is  important  for  the  diag- 
nosis. Whereas  normally  the  vagina  merely  desquamates  small  quantities 
of  epithelial  cells,  qualitative  and  quantitative  changes  in  the  secretion 
Examination  ^rc  fouud  iu  cvcry  form  of  vaginal  catarrh.  The  squamous 
of  the  Secretion.  epithcUum  may  be  desquamated  in  excess,  forming 
small  masses  and,  in  the  absence  of  fluid,  appearing  in  the  form  of  thick, 
white  particles  on  the  surface  of  the  cervical  mucous  membrane.  When 
these  are  removed,  the  mucous  membrane  underneath  appears  intensely 
reddened.  In  other  cases  serum  is  secreted  from  the  vascular  loops 
in  the  papilhe  and,  mingling  with  the  desquamated  epithelial  cells, 
becomes  whitish  and  more  or  less  viscous.  If  cervical  mucus  is 
present,  the  epithelial  cells  appear  as  white  particles;  the  serous  fluid 
is  derived  from  the  vagina,  while  mucus  is  always  of  cervical  origin. 
A  milky,  serous  secretion  is  characteristic  of  the  vagina. 
In  acute,  and  especially  in  infectious  forms,  pus  is  superadded,  and 
the  secretion  assumes  a  slightly  yellowish  color.  The  more  acute  the 
process,  the  yellower  and  more  purulent  the  secretion.  Pure  pus    in 
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very  large  quantities  is  secreted  in  gonorrheal  granular  colpitis  during 
pregnaJicy;  if  gas-forming  microorganisms  are  present,  the  secretion 
becomes  spongy.  Purulent  secretion  is  not  charaeteristic  of  the  vagina 
alone,  as  it  maj^  also  be  derived  from  the  uterus.  In  most  cases 
inspection  of  the  mucous  membrane  suffices  to  determine  whether 
part  of  the  secretion  comes  from  the  vagina,  but  in  doubtful  cases 
the  uterine  cavity  must  be  shut  off  with  a  tampon.  In  colpitis  the 
tampon  will  be  found  more  or  less  saturated  with  fluid,  and  the 
surface  presenting  toward  the  vagina  covered  with  pus*  In  macular 
colpitis  the  tampon  is  covered  with  yellowish  dots,  each  corresponding 
to  a  patch  on  the  vagina. 

Differential  Diagnosis.  The  differential  diagnosis  between  col  pi* 
tis  and  simple  hypersecretion  may  be  difficult.  The  latter 
is    found    in    pregnancy^    with    inflammations,    exudates,  tHffe^n  • 

and  tumors  in  the  neighborhood  of  the  vagina,  in  chlorosis      wiNtnoew  fmm 
and  other  forms  of  anemia,  after  excessive  irritation  by 
coitus,  and  masturbation.     The  presence  of  pus,  or  severe  hyperemia 
of  the  mucoas  membrane,  always  renders  inflammatory  changes  of  the 
mucous  membrane  more  probable. 

Thrush  of  the  vaginal  mucous  membrane  produces  a 
picture  similar  to  that  of  colpitis  with  desquamation  of  epithelium. 
The  disease  occurs  most  frequently  in  pregnancy  and  also  leails  to  the 
production  of  whitish  patches  on  the  mucosa.  The  patches,  however, 
are  not  verj^  extensive  and  usually  occupy  the  top  of  the  fohls;  they  are 
not  so  readily  wiped  off,  and  stick  fast  in  the  uppermost  layers  of 
epithelium,  hence  their  forcible  removal  is  foUowetl  by  hemorrhage. 
Examination  of  the  white  patches  in  diluted  caustic  potash  shows  large 
quantities  of  epithelial  cells  only  in  the  case  of  colpitis,  and  the  mycelium 
of  oidium  albicanjs  if  thrush  is  present. 

In  rare  cases  part  of  the  mucous  membrane  sloughs  off  in  colpitis 
and  is  discharged  in  large  coherent  shreds.  This  frequently  occurs  after 
cauterization  with  iodin.  It  is  practically  impossible  to  mistake  such 
membranes  for  uterine  products  because  they  represent  merely  a  layer  of 
squamous  epithelial  cells  and  not  a  complete  mucous  membrane;  under  the 
microscope,  the  large  cells  with  their  central  nuclei  are  easily  recognized. 

Vulvitis* 

Catarrhal  vulvitis  is  an  inflammatory  disease  of  the  mucous  mem- 
brane of  the  inner  surface  of  the  labia  majora^  the  labia  minora,  clitoris^ 
and  vestibule,  as  far  as  the  hymen.  It  is  frequently 
combined  with  inflammations  of  the  mucous  canals  that 
open  into  the  vestibule,  i.e.,  the  urethra,  the  ducts  of  Bartholin's  glands, 
and  Skene's  ducts.    The  diagnosis  is  based  almost  exclusively  on  the 
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changes  in  the  mucous  membrane,  which  are  easily  recognized  by 
inspection.  In  recent,  and  particularly  in  infectious  cases,  the  mucous 
membrane  is  diffusely  reddened,  pale,  or  bright  scarlet  in  color,  especially 
at  the  introitus;  in  chronic  cases  it  is  paler,  but  marked  with  red 
patches  and  stripes  at  the  border  of  the  hymen,  immediately  around 
the  urethral  orifice,  on  the  outer  surface  of  the  hymen,  and  at  the 
excretorj'  duct  of  Bartholin's  glands.  The  mucous  membrane  bleeds 
when  roughly  handled  (2ls  during  the  introduction  of  a  speculum), 
especially  at  the  above-mentioned  hyperemic  places;  touching  the 
inflamed  parts  too  frequently  elicits  contractions  of  the  constrictor 
cunni  and  the  muscles  of  the  pelvic  floor.  In  acute  cases  the  greater 
and  lesser  labia  are  swollen. 

The  discharge  in  acute  cases  is  purulent  and  mixed  with  the 
viscid,  tenacious  mucus  of  Bartholin's  glands.  In  vulvitis  macu- 
losa there  is  no  secretion  whatever,  and  the  mucous  membrane  is 
covered  with  shreds  consisting  of  desquamated  squamous  epithelium; 
on  the  other  hand,  milky  or  purulent  secretion  can  sometimes  be 
expressed  from  the  small  recesses  in  the  membrane. 

Vulvitis  pruriginosa  or  pruritus  vulvs  is  a  chronic  inflammation 
of  the  vulvar  mucous  membrane,  with  intense  itching  as  the  most 
prominent  symptom.  In  recent  cases  the  mucous  membrane  shows 
no  alteration,  but  in  protracted  conditions  the  mucous  membrane,  as 
well  as  the  surrounding  skin,  as  a  result  of  the  scratching  and  rubbing, 
appears  relaxed,  withered,  and  puckered,  especially  around  the  pre- 
puce and  clitoris,  and  the  color  is  a  bluish-gray;  here  and  there  scratch 
marks  are  seen.  The  pruritus  is  secondary,  due  to  the  constant  irrita- 
tion of  abnormal  secretions  which  accompany  various  conditions,  such 
as  endometritis,  carcinoma,  menstruation;  or  of  urine  containing 
abnormal  constituents,  as  in  diabetes  mellitus,  nephritis,  icterus;  or 
the  irritation  of  parasites;  in  rare  cases  the  cause  is  a  venous  hyperemia 
accompanying  tumors  or  a  cardiac  lesion.  Hence  the  most  important 
part  of  the  diagnosis  consists  in  discovering  the  cause  of  the  itching, 
because  its  removal  is  also  the  most  important  therapeutic  indication. 
The  most  frequent  causes  are  endometritic  secretions  and  diabetes. 
The  urine  should  always  be  examined  for  sugar  in  well  marked  cases  of 
vulvitis.  It  is  quite  common  for  diabetes  to  be  discovered  first  in  the 
gynecologist's  office. 

Craurosis  vulvae  is  an  atrophic  condition  affecting  the  corium  of 
the  mucous  membrane  covering  the  labia  majora  and  minora  and  the 
craurohiM  introitus.     The  greater  labia  appear  flat,  while  the  labia 

\uiviB.  minora  may  be  entirely  wanting,  or  merely  suggested  by 

two  flat  longitudinal  ridges;    the  clitoris  is  small  and  usually  completely 
hidden  underneath  the  folds  of  the  atrophic  mucous  membrane;    the 
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introitus  is  contracted;  the  mucous  membrane  is  wiritbh,  with  gray 
spots,  ami  atrophic.  The  diffrrcnfre  between  eraurof^is  vulvte  and 
pruritus  vulvtc  consists  in  the  contraction  of  the  introitus  aad  the 
atrophic  condition  of  the  skin  in  the  former,  as  compared  with  the 
relaxation  observed  in  the  latter. 


Diagnosis  of  the  Extension  of  the  CatarrK. 

Catarrhal  disease  of  each  segment  is  definitely  limited  by  its  own 
physical  signs  and  symptoms.  Frequently,  however,  the  physical 
sign:^,  either  the  secretions  or  tht^  changes  in  the  mucous  raembrane^ 
are  mixed  because  several  segments  arc  attacked  at  the  same  time,  or 
because  the  catarrh  spreads  secondarily  to  neighboring  organs;  hence 
it  becomes  the  physician's  duty  to  determine  the  extent  and  extension 
of  the  catarrh  in  the  genitalia.  From  the  standpoint  of  treatment 
it  is  particularly  important  to  ascertain  whether  the  uterus  as  well  as 
the  vagina,  or  the  body  as  well  as  the  cervix,  is  diseased;  the  treatment 
must,  if  possible,  include  tlie  highest  portions  affected;  otherwise  they 
will  constantly  reinfect  the  lower  segments  after  the  catarrhal  process 
has  been  arrested  in  the  latter.  For  practical  purposes  it  is  always 
best  to  examine  from  below  upward.  If  a  patient  consul ts  her  physician 
for  leucorrhea,  the  first  point  to  ascertain  is  the  quantity  of  the  dis- 
charge, as  shown  by  the  appearance  of  the  clothing  and  the  external 
genitalia.  At  the  same  time  the  effects  of  the  irritating  secretions  are 
noted  in  the  vulva  and  on  the  inner  aspect  of  the  thighs  in  the  form  of 
redness,  eczema,  and  cutaneous  ulcers,  Xext,  the  vulva  i^^  insj^ected 
and  if  the  findings  are  positive,  and  particularly  if  the  innanimation  is 
acute,  the  urethra,  the  glands  of  Bartholin  and  the  small  tnucous  canals 
are  included  in  the  exanunation.  In  cases  of  gonorrheal  catarrh  the 
presence  or  absence  of  infection  of  the  rectum  must  be  determined  by 
inquiring  about  the 'discharge  of  pus  and  rectal  symptoms,  as  well  as 
by  inspection  with  a  rectal  speculum.  The  next  ste]»  is  the  introduc- 
tion of  the  speculum  for  the  purpose  of  examining  the  vagina,  the  outer 
surface  of  the  vaginal  portion,  and  the  cervical  mucous  membrane  as 
far  as  it  can  be  seen.  It  is  extremely'-  important  to  iletermine  whether 
the  catarrh  is  limited  to  the  vagina  or  involves  the  uterus  also.  If  on 
repeated  examination  the  vagina  is  found  to  contain  only  a  white, 
milky,  serous,  or  granular  secretion,  disease  of  the  uterus  may  be  ex- 
cluded; if  mucus  is  found  in  the  vagina,  it  is  a  positive  sign  of  cervical 
involvement.  If,  on  the  other  hand,  the  secretion  in  the  vagina  is  puru- 
lent, either  pure  pus  or  seropurulent,  it  may  be  derived  from  the  vagina, 
or  may  have  escaped  from  the  uterine  body^  The  first  point  is  easily 
determined  by  inspecting  the  vaginal  mucous  membrane,  ami  by  noting 
whether  abnormal  secretion  escapes  from  the  external  os  it  can  be  deter- 
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mined  whether  some  of  the  discharge  is  produced  in  the  uterus.     A  still 
better  method  of  deciding  the  question,  however,  is  the  application  of 
the  Schultze  tampon,  which  must  always  be  employed  if  the  vagina  is 
found  to  contain  pus.    As  a  rule  it  is  cjuite  easy  by  this  means  to  decide 
whether  the  uterus  is  diseased  in  addition  to  the  vagina;   on  the  other 
hand,  it  is  much  more  difficult  to  make  out  whether  the  uterine  body 
alone,  or  both  together,  are  concerned  in  the  catarrhal  processes.     In 
typical  cases  it  is  easy  to  recognize  whether  the  secretion  on  the  tampon 
is    purulent    or   scropurulent    (corporeal    catarrh),    o.r   simply    mucous 
(cervical  catarrh);    but  in  most  cases  the  secretion  is  a  mixture  of  pus 
and  mucus,  and  its  origin  is  difficult  to  determine  (see  page  505).    Hence 
the  tampon  sometimes  fails  to  yield  the  important  information  whether 
the  catarrh  has  involved  the  uterine  body  or  has  not  extended  beyond 
the  internal  os.    In  doubtful  cases  of  this  kind  the  following  symptoms 
are  in  favor  of  corporeal  disease:     Severe  dysmenorrhea  or  intense 
menstrual   pain,   as  described   above,   point  to  endometritis.     Severe 
menorrhagia   in   cases    of   recent,  and    particularly    purulent   cervical 
catarrh,  cannot  always  be  regarded  as  a  sign  that  the  catarrh  has  extended 
to  the  body,  as  it  may  be  merely  the  expression  of  a  concomitant  hyper- 
emia of  the  uterus.     In  the  latter  case  it  ceases  with  the  acute  stage. 
If,  however,  the  menorrhagia  persists  for  some  time  into  the  chronic 
stage,  there  is  strong  reason  to  suspect  that  the  body  also  is  involved. 
If  tubal  disease  is  found  associated  with  cervical  catarrh,  it  is  a  positive 
sign  that  the  infection  has  passed  through  the  body,  but  not  necessarily 
that  it  has  produced  a  permanent  change  in  the  mucous  membrane. 
Sounding  cannot  be  employed  for  the  diagnosis  of  corporeal  disease 
in  most  cases,  because  it  is  too  dangerous. 

Diagnosis  of  Gonorrhea. 

After  the  seat  and  extent  of  the  catarrh  in  the  genital  organs  and 
adjoining  regions  have  been  determined,  the  next  question  to  decide 
is  whether  the  process  is  gonorrheal.  Although  certain  other  causes 
are  not  without  importance,  particularly  as  regards  prophylaxis  and 
treatment,  the  demonstration  of  gonorrhea  is  by  far  the  most  important 
point  on  account  of  the  frequency  of  the  disease,  the  danger  of  its 
spreading  upward,  the  fact  that  it  is  contagious,  and  the  radical 
differences  in  the  treatment  of  this  infectious  disease. 

The  diagnosis  of  gonorrhea  may  be  made  by  demonstrating  the 
presence  of  gonococci  and  the  specific  changes  which  they  produce  in 
the  affected  membranes. 

The    presence    of    gonococci   is   positive   proof  that  the  infection  • 
is  gonorrheal  and  is  not  approached  in  importance  by  any  clinical  sign; 
but  the  biologic  peculiarities  of  the  gonococcus,  and  the  peculiar  condi- 
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tions  existing  in  the  mucous  membrano  of  thf^  female  genital  organs, 
greatly  impair  the  value  of  bsetcrioscopic  diagnosis,  la  the  first  place, 
the  goiiof*Gccus  can  be  sati^sfaetoril}*  rlemonst rated  only  in  those  por- 
tions of  the  mucous  membrane  in  which  it  is  present  ah>ni%  or  aByociated 
with  a  few  other  niicroorgani^'^nis.  It  is  found  most  easily  in  the  ure- 
thral secretion^  in  the  vulvovaginitis  of  children,  and  in  the  cervical 
secretion  of  niilliparous  women:  while  it  h  much  more  difficult  to 
demonstrate  in  the  eervical  secretion  of  multipani*  with  patulous 
external  os,  and  can  very  rarely  be  found  in  the  vaginal  secretion  of 
adult  indivifluals.  Another  limitation  of  the  value  of  baeterioscopic 
diagnosis  is  the  rapitl  deRtruction  and  elimination  of  the  gonococci  in 
the  affectefl  tissue.  Their  numbers  begin  to  diminish  considerably  after 
a  short  time,  and  those  that  remain  may  occupy  the  deeper  layers  of 
the  epithelium  or  hide  themselves  in  the  recesses  an{l  folds  of  the 
eervical  mucous  membrane,  so  that  they  can  no  longer  be  demon- 
strated. But  whenever  the  conditions  are  favorable,  as  during 
menstruation  or  the  puerperium,  or  after  severe  mechanical  irritation 
of  the  affected  mucous  membrane,  the  gonococci  may  suddenly  begin 
to  multiply  again.  Hence  the  failure  to  find  gonococci  in  no  sense 
excludes  the  presence  of  gonorrhea.  Unless  repeated  examination  after 
menstruation  or  during  the  puerperiuni,  or  after  mechanical  or  chemical 
provocation^  has  failed  to  reveal  the  presence  of  gonococci,  the  tliagno- 
sis  of  gonorrhea  must  still  be  considered;  hence  an  attempt  should 
always  be  made  to  demonstrate  the  microorganisms,  if  great  importance 
attaches  to  the  diagnosis.  In  medicolegal  cases,  and  for  the  inirpose 
of  deterndning  whether  the  secretions  are  capable  of  causing  infection, 
a  bacteriologic  examination  is  indispensable. 

The  urethral  secretion  is  obtained  by  slowly  passing  the  index 
finger  along  the  canal  from  behind  forward  through  the  vagina^  and 
exerting  gentle  pressure,  several  hours  after  the  last  urination.  The 
cervical  secretion  Is  obtained  directly  with  a  loop  from  the  cervical 
,  canah  {For  the  method  of  demonstrating  the  presence  of  gonococci 
see  page  640 

The  dInicaJ  diagnosis  of  fconorrhea  is  based  on  the  presence  of 
changes  in  the  tissues  that  have  been  produced  by  the  gonococci.  These 
changes  are  not  pathognomonic  as  they  may  also  be  produced  by  other 
microorganisms  or  irritants.  Depending  on  the  preponderance  of  the 
gonorrheal  ctiologj"  in  these  tissue  changes,  they  may  be  divided  into 
positive,  probable,  and  uncertain  signs  of  gonorrhea. 

I.  Positive  signs  of  gonorrhea  are  tissue  changes  produced 
exclusively,  or  at  least  almost  exclusively,  by  gonococci, 

(a)  Recent  purulent  urethritis.  Infection  with  other 
microorganisms,  such  as  bacterium  coli,  is  extremely  rare. 
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(b)  Purulent  processes  in  Bartholin's  glands.  These 
include  recent  adenitis  in  which  pus  can  be  expressed  from  the  exere- 
torj'  duct;  recent  painful  swelling  of  the  gland  due  to  occlusion  of  the 
duct  and  retention  of  pus;  and  abscesses  of  Bartholin's  glands  (suppu- 
ration of  Bartholin's  glands  due  to  other  microorganisms  are  so  rare 
that  they  may  be  disregarded). 

II.  Probable  signs  are  tissue  changes  which  may  be  produced 
by  other  microorganisms  or  irritants,  but  are  much  more  frequently 
gonorrheal  in  nature.    These  include 

1.  Old  urethritis  with  moderately  abundant,  milky  discharge 
and  possibly  periurethral  infiltration. 

2.  Small,  hard,  non-sensitive  swelling  of  Bartholin's 
glands;  cysts  of  Bartholin's  glands;  redness  and  a  flea-bitten  appear- 
ance of  the  mucous  membrane  surrounding  the  excretory  duct  (macula 
gonorrhoeica). 

3.  Condylomata   acuminata. 

4.  Acute  colpitis  with  profuse  purulent  secretion  and  marked 
swelling  of  the  folds  and  papillae. 

5.  Acute  cervical  catarrh,  in  which  the  secretion  is  chiefly 
purulent. 

6.  Pyosalpinx.-  It  has  never  been  definitely  determined  that 
this  may  be  due  to  some  other  infection,  such  as  tuberculosis. 

III.  Uncertain  signs  are  tissue  changes  which  may  be  due  to 
gonorrhea  as  well  as  to  some  other  cau^e.    They  include 

1.  Slight  milky  secretion  from  the  urethra  and  Skene's  ducts. 

2.  Redness  appearing  in  patches  at  the  top  of  the  folds  and 
caruncles  of  the  urethra,  in  the  neighborhood  of  the  urethra,  and 
around  Skene's  ducts. 

3.  Colpitis  maculosa  (see  page  517). 

4.  Cervical  catarrh  with  mucopurulent  discharge. 

5.  Suppurative  endometritis. 

6.  Hydrosalpinx. 

7.  Adnexal  tumors  (see  page  461). 

8.  Perisalpingitis  and  perioophoritis. 

The  importance  of  the  bactcrioscopic  diagnosis  is  inversely  pro- 
portionate to  the  value  of  the  clinical  signs.  If  positive  signs  are  present, 
it  is  absolutely  unnecessary  and  can  do  no  more  than  confirm  the  clinical 
diagnosis.  In  the  presence  of  probable  signs  it  is  a  very  welcome  con- 
firmation of  the  diagnosis.  When  the  signs  are  uncertain,  a  positive 
diagnosis  is  impossible  without  it.  Unfortunately,  however,  bactcrio- 
scopic diagnosis  very  often  fails,  even  in  cases  which  only  present  prob- 
able signs;  and  when  the  signs  are  uncertain  and  it  is  most  needed,  it 
almost  always  proves  negative.    We  may  say,  therefore,  that  bacterio- 
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scopic  diagnosis  is  usually  unnecessary  when  it  is  successful,  and  in 
cases  in  which  it  would  be  necessary  the  results  are  rarely  positive. 
Nevertheless,  the  method  should  be  employed  even  for  purposes  of 
diagnosis  alone. 

The  only  fact  in  the  history  that  has  any  positive  value  is  the 
occurrence  of  gonorrheal  ophthalmia  in  one  of  the  patient's  children. 
The  statement  that  the  disease  began  with  acute  symptoms  in  the 
vulva  and  urethra  immediately  after  coitus  or  after  marriage,  is  strong 
presumptive  evidence  that  the  infection  is  gonorrheal,  as  is  also  the 
discovery  of  a  recent  gonorrhea  in  the  husband.  The  fact  that  the 
patient  has  had  a  previous  attack  of  gonorrhea  is  less  significant. 
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Microscopic  Diagnosis  of  Endometritis. 

Without  an  accurate  knowledge  of  the  changes  that  occur  in  the 

inflamed  endometrium,  the  microscopic  diagnosis  of  material  obtained 

by  curettage  is  impossible.    The  inexperienced  may  mistake  a  benign 

alteration  for  a  malignant,  and  vice  versa,  and  the  treat- 
Necessity  of  .      ,  . 
Examining  the     mcut   may   accordingly   prove   disastrous  to  the   patient. 

An  injustice  may  be  done  to  the  patient  by  giving  an 
incorrect  prognosis,  and  the  physician's  reputation  may  suffer.  Micro- 
scopic examination  of  scrapings  should  never  be  neglected,  because  the 
physician  may  mistake  a  benign  condition  for  mahgnant  changes,  or 
vice  versa,  on  the  strength  of  his  clinical  examination.  In  many  cases  a 
positive  diagnosis  is  impossible  without  microscopic  examination.  Endo- 
metritis of  the  uterine  body,  being  the  most  important  and  most  frequent 
form,  will    be   treated   first,  and  next  in  order  cervical  endometritis. 


Fio    303. — Scheme:  (a)  Cross-section  of  five  normal  uterine  glands.     (6)  As  the  result  of  oeUular   multi* 
plication  of  the  stroma  the  glands  are  forced  apart  and  compressed. 

Corporeal  Endometritis. 

The  diagnosis  of  corporeal  endometritis  requires  a  knowledge 
of  the  composition  of  the  normal  endometrium,  particularly,  (a)  the 
epithelium  and  its  structures;  and  (b)  the  stroma.  Both  constituents 
may  share  in  the  inflammatory  disease,  either  separately  or  together, 
or  one  more  than  the  other.  Inflammation  of  the  epithelium  and  its 
structures  (uterine  glands — glandular  endometritis),  and  inflammation 
of  the  stroma  (interstitial  endometritis),  have  this  in  common,  that 
they  depend  in  the  main  on  a   cellular    multiplication, 

(A).  In  the  acute  or  usual  form  of  interstitial  endometritis  (e. 
interglandularis)  a  considerable  cellular  multiplication  often  takes 
place.  The  number  of  stroma  cells  in  the  intervals  between  the  glands 
may  be  increased  to  twice,  three  times,  or  ten  times  the  normal.  As 
a  result  of  this  the  glands  are  forced  apart,  and  compressed  by  the  pro- 
liferation in  the  stroma,  which  completely  surrounds  them.    The  changes 
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are  most  easily  seen  in  cross-sections  (Fig.  303).  The  acute  cellular 
multiplication  causes  a  thickening  of  the  entire  mucous  membrane. 
In  acute  interstitial  endometritis  the  increased  stroma  oelb  are 
seen  in  the  microscopic  picture  as  round  elements  completely  filled 
by  their  nuclei  so  that  no  cell  body  can  be  seen,  and  closely  packed. 
The  glands,  as  compared  with  the  normal 
(Fig-  303 » 6),  appear  compressed  and  Eorceil 
apart.  In  the  more  chronic  types  of 
interstitial  endometritis,  or  after  several 
relapses,  the  accumulation  of  small  round 
cells  is  replaced  by  the  appearance  of 
numerous  spindle-shaped  elements,  giving 
the  effect  of  cicatricial  or  fibrous  tissue, 
or  cirrhosis.  In  chronic  interstitial  endo- 
metritis the  uniform  arrangement  seen  in 
the  acute  process  becomes  irregular^ 
strands  of  connective  tissue  alternating 
with  round-celled  infiltration  (Fig.  W5), 
In  the  exudative  forms  an  albuminous 
fluid  is  fouml  among  the  circular  stroma  ccUr,  which  becomes  coagulated 
by  the  preliminary  treatment  of  the  microscopic  specimen  and  pret^ents 
a  finely  granular  appearance  (Fig.  306),  In  extreme  cases  of  exudative 
endometritis  the  stroma  cells  appear  wide  apart,  and  the  individual 
elements  somewhat  compressed  and  diminished  in  size.  As  the  exudate 
docs  not  take  the  stain,  a  striking  difference  is  seen  in  the  micro- 
scopic picture  between  interstitial 
endometritis    with    its    abundance 
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%ittM>M.wrmtTtR.    A   finely    Emiiil»r   «xu- 


of  cells,  and  the  exudative  form;  the  former  Is  dark  red  when  alum- 
carmine  is  used,  while  the  latter  appears  pale  and  translucent. 
In  exudative  endometritis  the  cells  of  the  stroma  are  sometimes 
rendered  even  more  prominent  by  the  presence  of  the  exudate;  spindle- 
shaped  and  stellate  elements  with  numerous  processes  are  seen  con- 
nected together,  producing  a  fine  meshwork.    The  exudative  forms  are 
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Combination  of 
Various  Forms. 


FiQ.  307. — Combination  of  pronounced  inter- 
stitial, perif^landular  endometritis,  with  exudative 
endometritis. 


usually  encountered  with  dysmenorrheic  affections,  the  most  typical 
picture  being  seen  in  the  dysmenorrheic  membranes.  The  connective 
tissue  structure  of  the  stroma  formed  by  the  processes  of 
the  stroma  cells  (see  under  normal  histology)  may  appear 
greatly  thickened  and  fibrous;  although  in  the  main  the  same  inflam- 
matory process  always  produces  the  same  microscopic  pictures  in  the 

endometrium,  the  interstitial  cellular 
character  may  be  more  prominent 
in  some  cases  than  the  exudative, 
and  vice  versa. 

In  this  connection  so-called  peri- 
glandular interstitial  endome- 
tritis (comp.  Fig.  307  and  Fig.  264,  a) 
is  interesting.  The  interstitial  tissue 
forms  a  marked  cellular  accumulation 
only  in  the  parts  immediately  sur- 
rounding the  glands,  while  the  more 
remote  portions  look  more  like  exu- 
dative endometritis.  If  carcinomatous  degeneration  develops  in  the 
cellular  layers  surrounding  the  glands,  which  occasionally  happens,  a 
periglandular  sarcoma  is  produced  (comp.  Fig.  264,  b).  In  the  microscopic 
section  exudative  endometritis  often  appears  in  patches,  on  account 
of  the  irregular  alternation  of  cellular  accumulation  with  exudate. 
In  addition  to  the  increase  in  the  stroma  elements  and  the  exudate 
observed  in  the  exudative  form,  the  inflammatory  process  in  inter- 
stitial endometritis  produces  a  change  in  the  shape  of 
the  stroma  cells.  Even  in  inflamed  processes  the 
stroma  cell  is  a  small  round  cell 
entirely  filled  with  its  nucleus,  so  that  ^-^  '5)       »^ 

no  part  of  the  cell  body  is  seen.  The 
nucleus  stains  intensely.  Occasion- 
ally in  severe  inflammatory  condi- 
tions, and  particularly  in  exudative 
processes  (also  when  the  glands  in 
the  mucous  membrane  perforate),  the 
stroma  cell  becomes  larger,  the  cell  body  more  distinct,  the  nucleus 
slightly  oval  and  not  so  intensely  tingible,  and  often  finely  granular. 
^^  ^  This  conversion  of  the  stroma  cell  into  an  element  with  a 

The  Stroma 

C4>iis  Resemble     distinct  ccIl  body  is  also  found  in  glandular  endometritis, 

Decidual  Cells  ir-ii  I'l  i  inl- 

and often  in  the  hypertrophied  mucous  membrane  which  is 

seen  with  myomata.     The  changes  are  most  distinct  in  the  superficial 

layers  of  the   mucous   membrane  and,  owing  to  their  spindle  shape, 

the  cells  often  resemble  decidual  cells. 


1 


J7f 


Fio.  308.— Diagrammatic:  1.  Normal  stromA 
cell.  2.  A  cell  from  the  lowest  layer  of  a  dy»- 
menorrheic  iiienihrane.  3.  Conversion  of  stroma 
cell  into  an  element  resembling  the  decidual  cell. 
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Simllar  changes  are  encountered  in  tlysmenorrhcic  membranes, 
whereas  in  ordinary  preparations  interstitial  endonietrltis  with  its 
small  round  cells  is  found  in  the  upper  layers,  the  deep  portions  of  the 
mucous  membrane^  where  laceration  has  taken  place ,  present  small 
round  oval  elements  with  distinct  cell  body  and  circular  nucleus*  The 
cell  body  does  not  stain  welL  In  rare  eases  the  enlargement  of  the 
stroma  cells  is  so  great  that  the  alteration 
cannot,  at  the  first  glance,  be  distinguished 
from  that  uf  pregnancy  (endometritis 
interstitialis  deciduacellularis,  Fig. 
309).  It  may  be  exceedingly  difficult  to 
make  a  positive  microscopic  diagnosis  in  such 
a  case.  (See  differential  diagnosis  under 
changes  of  pregnancy.)  The  fact  that  the 
elements  are  not  always  quite  regular  some- 
times makes  the  diagnosis  of  the  non-gravid 
alteration  somewhat  easier. 

Exudative  interstitial  endometritis  more 
often  than  any  other  form  leads  to  atrophy  of  the  mucous  membrane, 
instead  of  ending  in  recovery  or  going  on  to  the  chronic  form.  The 
mucous  membrane  becomes  exceedingly  thin,  and  the  glandular  struc- 
tures, as  a  result  of  the  atrophy,  are  displaced  in  some  sca^ctniia. 
places,  and  in  others  reflected  on  themselves,  producing  ^tm^. 

the  picture  of  premature  senility.  Curettage,  which  may  have  l>een 
performed  on  account  of  distinct  clinical  symptoms  for  the  special 
purpose  of  making  a  diagnosis  in  cases  of  this  kind,  yields  a  very  small 

quantity  of  material  for  examination* 
(B).  In  glandular  endometritis  a 
numerical    increase   in   the   epithelial 
cells,   either   those   which   cover   the 
a  b  e  surface  of  the  uterine  mucous  mem- 

...S^'J^^I^l^rirr^i^  '>^^"^  «^  ^^ose  which  form  the  uterine 

id  tii«  «»  of  tii«  fun-Jyi  ibh  or  to  mi  mer««     giands    withiu    the    membrane,   takes 

place.  The  effect  of  this  epithelial 
multiplication  will  be  appreciated  by  studying  the  normal  processes  of 
epithelial  proliferation.  A  number  of  epithelial  celk  (cylindrical  cells, 
Fig.  310,  o),  since  multiplication  always  takes  place  hori-  tihj  e  ifftHmi 
zontally,  cannot  retain  the  same  base,  as,  in  order  to  Muitipi 
accommodate  the  increased  number  of  cells,  even  if  the  End^r 
latter  are  somewhat  narrower  than  the  original  normal  p^piuuy  chmnei} 
cells,  the  base  must  become  larger  and  longer  (Fig.  310,6).  »"*«"»- 
As  the  multiplication  increases,  a  still  larger  base  or  foundation  is 
required  for  the  cells,  which  is  effected  by  increasing  the  curvature 
M 
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Fio.  311. — The  Cellular  Multiplication  loads  to 
elongation  and  widening  (6)  of  the  normal  glands  (a) 
as  well  as  to  tortuosity  (6,  c). 


of  the  base  (Fig.  310,  c). — At  the  surface  of  the  endometrium  the 
epithelial  multiplication  produces  slight  elevations  and  depressions 
which  are,  of  course,  accompanied  by  corresponding  elevations  of  the 

mucous  tissue — the  surface  be- 
*|^i«        comes    shghtly    papillary. — In 
/^i        the  uterine  glands  the  epithelial 
'^*  multiplication  takes  place  in  all 

directions,  and  thus  produces 
two  different  effects — the  gland 
becomes  elongated  and  the  cross- 
section  distinctly  enlarged  (Fig. 
312). — Macroscopically  the  epi- 
thelial proliferation  produces  an 
increase  in  the  thickness  of  the 
mucous  membrane;  while  in  the 
microscopic  picture,  aside  from 
the  elongation,  the  increase  in 
the  width  of  the  glandular  lumen 
reduces  the  intervals  between  the  glands  (Fig.  312,  c).  If  the  curva- 
ture of  the  fundus  is  increased  by  the  cellular  multiplication,  tortuosity 
is  added  to  the  elongation  and  widening  of  the  glands.  In  the 
microscopic  picture  the  tortuosity  appears  exceedingly  uniform;  the 
glands,  which  are  in  the  main  parallel,  retain  their  relative  directions 
even  after  cellular  multipli- 
cation has  rendered  them 
r.,   J  I  tortuous    (Fig. 

Glandular  ,  ,T 

Endometritis  313).       In    addl- 

with  Tortuosity.      , .  .  .  , 

tion  to  Simple 
tortuosity  in  the  direction  of 
a  pendulum,  so  to  speak,  i.e., 
in  one  plane,  a  spiral,  or,  as 
it  is  usually  called,  ''cork- 
screw'' figure,  may  be  pro- 
duced. The  glands  thereby 
appear  to  approach  one 
another  and  the  lumen  also 
becomes  wider  as  a  result  of 
the  cellular  multiplication. 
In  the  microscopic  picture  the  glands  may  retain  their  parallel  course 
for  a  long  distance.  Corkscrew  glands  are  obviously  not  seen  in  the 
section  in  their  entire  length,  since  they  do  not  occupy  the  same  plane. 
When  the  epithelial  proliferation  is  very  great,  the  sinuosities  of  the 
glands    are    correspondingly  greater   and    more   numerous  in  a  given 


•>^ 


Fio.  312, — Diaorammatic:  As  a  result  of  cellular  multi- 
plication the  uterine  gland  {a)  becomes  wider  and  larger  (6)  ; 
the  intervals  between  the  glands  apparently  become  smaller 
(c)  as  compared  with  the  normal  (d). 
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section  of  the  structure.  The  tortuosity  merges  into  the  appearance 
of  papillip,  and  the  epithelial  layers  appear  papillary;  in  longitudinal 
section,  owing  to  the  projections,  they  suggest  tlio  teeth  of  a  8aw 
(Fig.  314),  while  in  transverse  sections  the  picture  is  stellate  or  indented. 

All  these  changes  are 
observed  in  glandular  endo- 
metritis— elongation,  dilata- 
tion, and  tortuosity  and  saw- 
tooth formation-  The  two 
first  usually  affect  the  entire 
thickness  of  the  mucous 
membrane  uniformlj^  while 
in  the  saw-tooth  formation 
the  epithelial  proliferation 
and  the  resulting  papillary 
structure  is  seen  only  in  the 
deeper  portions  of  the  gland, 
the  upper  portion  remaining 
unchanged,  rather  thinner  than  normal,  as  though  drawn  out  (Fig. 
314,  a).  The  deeper  portions  of  the  mucous  membrane  often  appear 
spong}-^  (endometritis  glandularis  profunda).  Of  course 
tortuosity  as  w^ell  as  the  dilatation  may  also  occur  in  the  latter  form. 
.  Glandular  endometritis,  which  wc  have  just  described,  like  every 

other  form  of  endometritis, 
consists  in  a  celhilar  mul- 
tiplication which  leads  to 
dilatation,  elongation^  tor- 
tuosity, or  the  saw-tooth 
formation  of  the  gland^ 
and»  since  the  change 
chiefly  affects  the  gland 
itself,  is  called  a  hyper- 
trophy; or  in  other 
words,  endometritis  glan- 
dularis hypertrophica. 

In  addition  to  the 
hypertrophy*  or  enlarge- 
ment of  the  glandular  apparatug,  we  also  have  hyperplasia,  or  an 
increase  in  the  number  of  the  glands*  Hyperplasia  rarely  occurs  without 
hypertrophy,  although  the  latter  may  be  present  without  the  former. 
Hyperplasia  is  due  to  the  same  processes  as  hypertrophy,  namely, 
cellular  multiplication;  but  in  this  case  the  gland  tubes  increase  either 
by  an  actual  increase  in  the  glands,  or  by  division  of  Jhe  glands,  or  by 


■^^ 
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Pro.  315. — The  Proliferation  or  the  Glandular  Epi- 
thelium Leads  to  Hyperplasia:  1 .  The  glands  proliferate  into 
the  mucous  membrane.  2.  Diffufle  ramification  of  the  glands. 
3.  They  penetrate  into  the  muscularis. 


an  extension  of  the  glands  beyond  their  normal  site  into  the  adjoining 
tissue  (muscularis)  (Fig.  SlSg).  In  genuine  multiplication  of  glands 
the  surface  epithelium  grows  into  the  tissue  (Fig.  SloJ  and  forms  new 

glands.      This     process     of 
^^  hyperplasia  is  to  be  observed 

chiefly  in  polypoid  prolifer- 
ation. The  increase  in  the 
number  of  gland  tubes  is 
effected  by  evaginations  of 
the  gland  tubes,  by  ever- 
sions  along  the  course  of 
the  glandular  shaft  (Fig. 
Sloj),  and  these  eversions 
may  give  origin  to  secondary 
eversions  (secondary  divi- 
sion). At  first  the  ever- 
sions or  evaginations  are 
smaller  than  the  original 
gland,  and  in  sections  ob- 
tained at  the  beginning  of 
the  process  the  groups  of  smaller  gland  openings  are  found  near  the 
inner  lumina;  in  the  place  of  one,  we  see  many  cross-sections  of  glands 
(Fig.  316).  A  third  form  of  hyperplasia  is  produced  by  the  glands' 
encroaching  on  the  muscularis.  The  uterine  glands,  which  in  normal 
tissue  usually  cease  abruptly  at  the  edge  of 
the  muscularis,  push  their  way  in  between 
the  muscle  bundles  in  the  form  of  thin 
mucous  glands,  and  this  occurs  even  when 
the  deepest  portions  of  the  mucous  mem- 
brane are  the  seat  of  marked  papillary 
(saw-tooth)  proliferation.  The  uterine 
glands  may  extend  from  one  to  two  centi- 
meters, or  even  farther  into  the  muscularis. 
The  glands  are  seen  in  groups  in  various 
portions  of  the  section. 

In  order  to  recognize  the  inflamma- 
tory processes  it  is  very  important  to 
have  the  ability  to  distinguish  between 
hypertrophic  and  hyperplastic  conditions, 
although  hypertrophy  cannot  always  be  sharply  separated  from 
hyperplasia.  Most  cases  present  sufficient  differences  to  enable  one 
to  apply  the  two  terms  correctly  to  the  two  different  forms  of 
cell   multiplication. 


Fio.  316. — Endometritis  Glaxdu- 
L\Ki8  Hypkrplastica.  The  gland?  that 
undergo   divi<tion   at    first    present   small 

division-glanda. 
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Uacomplicated     forms    of   glandular    endometritis,    whether 
hypertrophic  or  hyperplastic,  and  pure  forms  of  interstitial  endometritis 

are  rarely  seen.    The  two  are  usually  associated;    either  the  epithelial 
and  connective  tissue  portions  of  the  uterine  mucosa  are    ^    ,.    . 

,    ,       ,  Oombjnaliona  of 

attacked  together,  or  a  glandular  endometritis  is  super-  varmu!.  Fomui 
added  to  an  interstitial,  or  vice  versa.  The  mucous  mem- 
brane also  appears  thickened  to  the  naked  eye,  even  more  so  than  in 
uncomphcatcd  forms.  Microscopically  the  intervals  between  the 
dilated  glands  are  larger  in  the  combined  form  than  in  pure  glandular 
endometritis  (Fig,  317,  6  and  c).  In  a  ease  of  interstitial  endometritis 
it  may  be  assumed  that  the  glandular  apparatus  is  involved  in  the 
inflammatory  processes  if  the  glands  are  both  forced  apart  and  greatly 
dilated,  or  if  tortuosity  or  saw-tooth  formation  is  present.  The  term 
'endometritis    interstitialis    glandularis'    is   then   employed. 


Fio*  317.— CoMBTWATtosf  OF  Gi*AWBVLA*  AXU  IfrTEBvtTnAL  Kiwt>oM  umiJTia*  lo  ntBopl*  slAndtilAr  c^tlo* 
metritui  ib}  the  kWd^"  atmm  to  be  dcoer  tmcetlier  than  id  DMrnial  iiwoit  {a}i  wbea  it  i»  combined  willi 
mUf^Utial  endometriti**  tbe  ghmdn  sre  foreed  «.|Mkrt  (e). 

Another  combination  may  be  produced  by  the  development  of 
the  exudative  form — endometritis  interstitialis  glandularis 
exudativa*  In  the  combined,  as  well  as  in  the  simple  forms  of 
endometritis  the  process  may  be  found  cither  in  the  super- 
ficial, or  in  the  deeper  portions  of  the  mucous  membrane. 
In  glandular  endometritis  the  deeper  layers  often  appear 
more  glandular^  while  the  superficial  present  more  inter- 
stitial changes — ^a  condition  which  might  be  termed  endo- 
metritis glandularis  profunda  interstitialis 
superficialis.  Above,  the  mucous  membrane  appears  compact; 
while  the  deeper  portions  appear  to  be  of  a  spongy  nature,  producing 
a  similarity  to  decidua  vera  in  the  first  month.  Endometritis  with 
a  glandular  change  above,  and  an  interstitial  change  below,  has 
probably  never  been  observed. 

In  the  combined  forms  of  endometritis  also  the  entire  mucous 
membrane  in  the  main  falls  a  victim  to  the  inflammatory  process,  and 
the  microscopic  pictures  are,  generally  speaking,  the  same  everywhere. 


Varioui 
CcaibinaliunA  of 
ItitffiitfiiiaJ, 
GlaJidiU^r, 
ExudMtiv«i, 
D«ei»,  and 
Stip«rfieiml 
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So  far  we  have  spoken  only  of  acute  or  subacute  inflammatoiy 
processes.  Complete  recover}'  may  take  place,  with  complete  regenera- 
tion, although  usually  more  or  less  irregularity  remains  both  in  the 
glands  and  in  the  interstitial  portion.  Dilatations  may  persist  in 
the  glands,  and  cellular  increase  may  be  arrested  in  the  intersti- 
tial tissue.  It  is  needless  to  say  that  relapses  produce  even  greater 
and  more  extensive  changes  on  the  already  impaired  soil 
Inflammatory  than  wcrc  produccd  by  the  first  acute  inflammatory  pro- 
cesses. The  interstitial  tissue  in  relapses  shows  more 
fibrous  material  and  more  spindle-shaped  elements,  giving  the  picture  the 
character  of  chronic  inflammation.  This  must  be  regarded  as  the  result 
of   incomplete    regeneration    and    constitutes    cicatricial    contraction. 


Fig.  318. — (n)  Exdometritis  Glavdularis  iNTERSTmALis  Ectatica  {chroniea\  (5)  Escdo! 
Intebstitialis  Glandularlh  Ectatica.  In  the  latter  the  interstitial  and  in  the  former  the glaDdular 
is  chiefly  involved  Uungous  endometrititf;. 

In  chronic  inflammatory  processes,  spindle-shaped,  fibrous  and 
cicatricial  masses  are  produced  in  the  stroma,  causing  cicatricial  con- 
traction, kinking  and  constriction  of  the  glands  in  the  connective  tissue 
portions  of  the  mucous  membrane.  This  leads  to  saccular 
dilatations  containing  mucus  and  fluid — ectasiae,  or  to 
absolute  constriction — cysts.  The  dilatations  encroach 
on  the  neighboring  tissue,  producing  another  alteration 
known  as  endometritis  glandularis  ectatica 
inters titialis  chronica  (Fig.  318).  If  the  irritation 
continues,  and  renewed  cellular  proliferation  takes  place,  the  cysts  and 
dilatations  may  send  out  additional  gland  tubes  by  eversion,  producing 
a  structure  with  enormous  rootlets  (Fig.  319).  The  shaft  of  the  gland 
may  be  covered  by  a  whole  series  of  ectasire. 

Macroscopically  the  mucous  membrane  may  become  greatly  thick- 
ened, from   one-half   to   one,  or   even   one  and   one-half  centimeters, 
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projecting  from  the  cut  surface  like  a  mushroom,  and  producing  the 
picture  of  fungous  endometritis.  The  glan«!ular  dilatation  may  reveal 
itself  to  the  naked  eye  by  the  spong}^  (ar*tually  sponge*  F«nwiu«* 

like),  cribriform  appearance  of  the  mucous  membrane,  EaciofaMntm, 
The  presence  of  ectasisB  and  cysts  in  the  microscopic  picture  may 
decide  whether  the  process  is  acute  or  chronic,  as  both  changes  are  in 
favor  of  chronic  or  relapsing  processes. 
In  acute,  as  well  as  in  chronic 
glandular  endometritis,  as  in  the  case 
of  the  interstitial  form,  regeneration 
may  lead  to  atrophy  of  the  mueou.s 
membrane,  which  is  converted  into 
a  thinj  cicatricial  layer  of  connective 
tissue  containing  a  few  remains  of 
glands.  The  latter  are  narrow,  irreg* 
ular  in  shape,  and  often  in  process 
of  disintegration  ( e  n  d  o  m  e  t  r  i  t  i  s 
atropliieans).  It  is  practically 
indistinguishable  from  the  senile  or 
atrophic  endometrium,  and  is  very 
probably  due  to  a  precocious  senility 
which  has  its  beginning  in  the  middle  of  the  fourth  decade  of  life* 
Another  peculiar  change  occasionally  seen  in  glandular  endometritis 
is  an  apparent  stratification  of  the  epithelium,  although  the  epithelial 
layer  retains  its  regularitj^  and  is  arranged  in  two  uniform  layers.  On 
careful  inspection  this  arrangement  in  two  layers  is  explained  by  the 
peculiar  grouping  of  the  cells;  one  with  a  broad  Ijase  and  narrow  upper 
extremity  is  found  next  to  a  cell  with  a  narrow  base  and  broad  head- 

piece.  In  the  eh  ments  with  broad 
bases  the  nuclei  are  more  basaUy  situ- 
ated. This  formation  is  the  result  of 
an  attempt  on  the  part  of  the  cells 
to  equalize  one  another  as  they  increase 
(Fig.  320),  In  rare  cases  two  layers 
of  cells  are  actually  present.  Another 
change  concerns  the  tingibility  of  the  elements.  While  the  nucleus  still 
stains  fairly  well,  the  cell  body  is  often  quite  pale,  and  a  ontnitem 

certain  similarity  to  cervical  epithelium  is  thus  produced.  *Jw Tinitjbiiiiy* 
A  very  interesting  epithelial  change,  w^hieh  is  often  observed  in  the 
saw-tooth  formation,  closely  resembles  the  Opitz-Gebhard  glands  of 
pregnancy.  The  cylindrical  epithelium  becomes  more  round  and  piles 
up  in  several  layers  on  the  papillary  ledges,  becoming  almost  like 
squamous  epithelium*      The  cells  are  grouped  in  bunches  and   their 


Fia.  320. — ArPAiHc^rr  SraATi^cATiow  (i^ 

Two  LA,vi:Ka)  OF  THi;  Efithkuuh.  prtuXudv^ 
by  tlio  mutufti  ad*pi«iinii  of  (he  ^WoifaiH 
wUicU  iLce^oDipaiiiQi  Tiiarkind  prolif«ralifti3. 
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connections  are  loosened.  Often  the  picture  of  desquamation  is  seen. 
The  tingibility  of  the  cells  is  diminished.  It  appears  as  if  a  metaplasia 
of  the  cylindrical  epithelium  took  place,  and  the  stratification  may 
even  arouse  a  suspicion  of  beginning  carcinoma. 

The  same  picture  is  produced  by  the  irritation  of  pregnancy,  and 
this  glandular  change  is  therefore  somewhat  characteristic  of  pregnancy, 
but  is  in  no  sense  pathognomonic  (see  Fig.  258).  Similar  changes  in 
the  glands — stratification,  conversion  of  cylindrical  into  squamous 
epithelium  (metaplasia) — may  occur  in  simple  inflammatory  processes 
also.  Large  portions  of  the  gland  wall,  however,  may  retain  their  cylin- 
drical epithelium;  the  tunica  propria  is  lost  (comp.  Fig.  259),  suggesting 
the  possibility  of  carcinomatous  change.  It  is  probable 
p^^*\nthe  that  the  alteration  is  due  to  a  necrobiotic  process,  char- 
S^troph^"^  acterized  chiefly  by  enlargement,  or  by  a  peculiar  swelling, 
of  the  glandular  epithelium.  An  epithelial  change  which 
is  found  in  large  cysts,  and  in  which  the  epithelium  becomes  shortened, 
cuboidal,  or  even  like  squamous  epithelium,  must  be  ascribed  to  mutual 
pressure  and  dilatation. 

It  is  exceedingly  important  to  become  familiar  with  these  epithelial 
changes  in  order  to  avoid  making  an  erroneous  diagnosis  of  pregnancy 
or  carcinoma. 

The  changes  that  take  place  in  the  arteries  and  veins,  so  far  as  they 
may  be  judged  by  the  microscopic  picture,  vary  greatly.  In  many 
cases  it  seems  as  if  the  blood-vessels  took  no  part  in  the  process  what- 
changeflin  cvcr.     The   most   marked   inflammatory  proliferations   do 

theVcsaeifl.  j^^^  show  a  Corresponding  increase  in  the  blood-vessels; 
on  the  other  hand,  some  preparations  distinctly  show  dilatation  of  the 
vessels,  and  the  thickness  of  the  vessel  wall  may  indicate  the  extent  to 
which  the  arteries  take  part  in  the  inflammation.  They  present  a 
cirsoid,  grapevine  arrangement  in  the  mucous  membrane,  the  reflec- 
Hemorrhagic  tions  of  the  vcsscls  and  the  many  adjacent  transverse  sec- 
Endometritis.  tions  of  the  samc  vessels  producing  a  pretty  picture  in 
the  microscopic  section.  In  hemorrhagic  endometritis  numerous 
extravasations  of  blood  in  the  superficial  layers  are  seen  in  addition 
to  the  dilatation  of  the  vessels,  like  small  apoplexies  with  bloody 
infiltration — pictures  like  those  seen  in  menstruation,  or  even  small 
subepithehal  hematoma. 

The  involvement  of  the  lymph  vessels  is  difficult  to  determine  in 
microscopic  preparations.  In  mild  cases  dilatation  of  the  lymph  vessels 
Changes,  in  the  or  clcfts  may  bc  seen,  but  nothing  of  the  kind  appears  in 
Lymph  vewieiB.  u^qj^q  scvcrc  cascs.  Occasionally  in  malignant  cases  the 
lymph  vessels  are  thrombosed  with  a  cleft-like  arrangement,  hanging 
together  like  a  meshwork,  and  filled  with  small  cells. 
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With  regard  to  nomenclature,  the  designation  should  be  such  as 
to  suggest  at  once  to  the  bearer  the  corresponding  macroscopic  and 
microscopic  picture*  We  speak  of  an  interstitial  and  glandular  endo- 
metritis. When  the  two  conditions  arc  rouibined,  the  term  enrlometritis 
interstitiaUs  glandularis  is  appropriate,  if  the  interstitial  changes  pre- 
dominate; or  endometritis  glandularis  intei'stitialis,  if  the  glandular 
changes  are  more  prominent.  Next  we  have,  for  special  conditionsj 
exudative,  or  even  hemorrhagic,  interstitial  or  glandular  endometritis. 
Endometritis  glandularis  ectatica,  cystica,  hypertrophica  or  hyperplas- 
tica  necil  no  further  explanation.  Finally ♦  the  duration  of  the  process 
is  indicated  by  the  adjectives  acute,  chronic,  or  subacute. 

When  it  is  impossible  to  determine  whether  the  interstitial  or  the 
glandular  hypertrophy  predominates,  the  term  diffuse  endometritis 
may  be  employed. 

In  pmetice  an  at^cwate  aod  descriptive  acientific  mieroscopic  diagnosis  Is  not  as  Impor- 
tatit  aA  it  is  for  the  proper  reeogrution  o(  the  condition.  The  point  to  determine  i^  whether 
the  disease  is  benign  or  maUgnant,  wlieiher  treatment  is  necessary,  and  if  so,  what  tiiera- 
peutic  mea^ujies  are  indicated.  U  should  not  Jje  forgotten^  however,  that  in  benign  changes 
the  prognosis  with  regard  to  the  possibility  of  recurrence  can  be  determined  by  the  micro- 
scopic picture.  Certain  glandular  ectatic  hj^rpJastic  fcnriii  of  endometritis  are  e?(fe©dingly 
prone  to  recur  in  a  very  short  time.  If  there  is  a  marked  tendency  to  rejK^ted  hemorrtiage^ 
total  e,vtirpation  may  be  considered  and  may  indeed  be  absolutely  necessary,  even  when  the 
microscope  shows  that  the  changes  in  ihe  mucous  membrane  are  benign.  It  is  more  partic^ 
ularly  in  easesj  of  l>enign  but  marked  recurrences,  winch  in  ihemflelves  are  an  indicatioii  for 
extirpation  of  the  organ,  that  a  microacopic  examination  is  very  desirable,  so  that  at  least 
a  definite  prognosis  may  be  given  after  the  operation.  In  simple  endometritis  an  lib^olutely 
favorable  prognosis  may  be  given  after  total  extirpation,  while  after  a  radical  operation  per- 
formed on  account  of  ntalignsnt  degeneration  the  prognosb  is  aU^ys  somewhat  doubt  fd  on 
account  of  the  poKsihitity  of  mahgnant  metastascfi.  Inspection  alone,  to  determine  the 
quantity  of  the  scrapings  obtained,  can  never  decide  the  diagnosis,  furnishes  uncertain 
therapeutic  indications  and  is  of  doubtful  value  in  making  the  prognosis. 

In  addition  to  the  above-mentioned  designations,  a  few  others  are 
in  use  which  are  permissible  only  within  certain  Umits,  In  so-called 
endometritis  fungosa — a  most  descriptive  term  for  the  micro- 
scopic appearance  of  the  mucous  membrane — ^the  hyper-  r*msttna 
trophied  mueou.e  membrane,  one  centimeter  thick  or  mtjre,  t^o^iomptniw. 
projecta  from  the  cut  surface  of  the  organ  like  a  mushroom;  whole 
handfule  of  material  are  often  obtained  by  curettage.  While  the 
word  "fungus''  is  macroscopicalJy  dLScriptive,  a  mieroweopic  examina- 
tion is  necessary  to  determine  whether  the  condition  is  malignant;  con- 
versely, an  apparently  fungtms  endometritis  may  seem  to  be  clinically 
malignant  and  later  may  he  shown  to  be  benign  by  the  microscope. 
After  macroscopic  examination  an  entlometritis  may  be  called  'fungous/ 
for  the  sake  of  brevity.  It  should,  however,  be  further  characterized 
by  the  terms  *  glandular  interstitial, '  or  '  hyperplastic, '  'ectatic, '  'cystic, ' 
'hemorrhagic/  or  'exudative  interstitial  glandular/  as  the  case  may  be. 
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The  adjective  'chronic'  is  not  necessary  if  ectatic  has  been  used,  as 
multiple  ectasiaD  in  themselves  indicate  that  the  process  has  existed 
for  some  time. 

The  term  'adenoma'  has  often  been  used  instead  of  glandular 
endometritis;  but  we  are  verj'  apt  to  associate  the  notion  of  malignancy, 
or  at  least  of  something  suspicious,  with  adenoma;  hence  the  designa- 
BeniKn  Adenoma  tion  benign  adcnoma — in  contradistinction  to  malignant 
of  the  Body.  adcnoma—was  introduced.  Again  the  suflSx  'oma'  usually 
indicates  some  form  of  tumor.  Some  authors  use  adenoma  only  for 
polypoid  proliferations  and  polyps.  The  term  'benign  adenoma'  has 
not  met  with  approval. 

A  knowledge  of  the  changes  that  are  produced  in  the  uterine 
mucous  membrane  as  a  whole  is  even  more  important  for  the  microscopic 
diagnosis,  which  must  be  made  by  scrapings  from  the  uterine  cavity. 
The  picture  of  the  uterine  mucous  membrane  as  a  whole 
the  Mucosa  has  to  bc  constructcd  from  a  small  particle.  In  the  scrap- 
Diw^^of  ings  particles  obtained  from  the  surface  alternate  with 
Scraping-.  material  removed  from  the  deeper  layers,  and  the  micro- 

scopic picture  contains  horizontal  and  oblic|ue,  as  well  as  transverse 
sections.  A  large  number  of  sections  must  be  prepared  in  order  to  make 
sure,  for  example,  that  all  the  particles  are  free  from  malignant  change. 
If  a  preparation  derived  from  the  deeper  layers  of  the  mucous  mem- 
brane is  markedly  glandular,  while  another  from  the  same  lot  of 
scrapings  is  markedly  interstitial,  the  diagnosis  of  endometritis 
glandularis  profunda  interstitialis  supcrficialis,  which  is 
so  common  with  myomata,  will  be  made. 

The    mistakes   that  are  apt  to  be  made  in  the  microscopic  diag- 
nosis of  endometritis  remain  to  be  mentioned.     Difficulties  may  arise 
from  the  great  enlargement  of  the  round  cells  of  the  stroma  which 
accompanies    inflammatory    processes,    and    which    gives 
DiS^ii^n        them  a  more  decidual  character  on  account  of  the  size  and 
stro'JS^cdu^*     the  distinctness  of  the  cell  body;    it  is  often  impossible  to 
distinguish  an  individual  cell  from  a  stroma  cell  altered 
by  gestation.    In  interstitial  endometritis  the  enlarged  cells  are  usually 
not  so  uniformly  distributed  throughout  the  mucous  membrane  as  in 
the  case  of  the  genuine  decidua.     In  many  cases  they  are 
SiL'^ii'^bie     encountered   only  in  the  superficial  layers;    nor  are  they 
KiemlTtl  s^   uniformly   converted    into   larger   elements   with   large 

nuclei  as  in  the  case  of  the  decidua;  the  irregularity  which 
is  seen  here  and  there  in  interstitial  endometritis  decides  the  diagnosis. 
The  intercellular  substance  also  appears  more  homogeneous  during 
pregnancy;  the  cells  appear  to  be  embedded  in  a  soft  mass,  while  in 
interstitial  endometritis  the  intercellular  substance  appears  more  fibrillar, 
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and  the  ceUs  lie  loosely  scattered  in  the  tissue.    In  cases  of  interstitial 

endometritis  in  which  the  entire  mucous  membrane  contains  greatly 
enlarged  decidua-likc  chnnents,  the  tUfferential  diagnosis  between  the 
changes  of  pregnancy  and  inflammatory  products  is  sometimes  veiy  diffi- 
cult; but,  as  already  stated,  it  is  decided  by  the  irregular  structure 
which  characterizes  interstitial    (deci  duacellaris)    endometntii^. 

The  large  decidua-Iike  cells  of  interstitial  cntlonietritis  have  also 
given  rise  to  confusion  with  sarcomatous  degeneration*  The  important 
points  arc  the  occasional  conversion  of  the  stroma  cells 
into  large  cells  with  a  distinct  cell  body,  arranged  in  a  LJieguo-if*  in 
fairly  uniform  manner  and,  on  the  other  hand,  the  atypical  tijr  Kpithdiiii 
arrangement,  which  is  charaeteristic  of  sarcoma.  The 
importance  of  avoiding  this  mistake  is  shown  at  once  by  the  thera- 
peutic measures  that  are  demanded  by  a  diagnosis  of  sarcoma.  The 
prognosis  also  is  quite  different. 

In  the  other  cases,  in  which  almost  the  entire  uterine  membrane 
shows  tlecidual  changes  and  the  difTerential  diagno*«is  between  preg- 
nancy am]  inflammatifm  is  particularly  difficult,  there  is  less  danger  of 
confusion  with  sarcoma;  here  again  the  absence  of  the  atypical,  as 
compared  with  sarcoma,  decides  the  question. 

Diagnostic  difficulties  maj*  also  be  occa,sioned  by  the  epithelial 
changes  that  occasionally  take  place  in  glandular  endometritis.  Whereas 
ordinarily^  even  when  the  inflammatory  changes  are  very  considerable^ 
the  typical  arrangement  of  the  epithelium  in  a  single  row 
of  cells  IS  preserved,  peculiar  proliferations  of  the  epithe-  Diii«iio*.i*  t»- 
lium,  piling  up  of  the  cells  and  stratification,  may  be  itTtiL- si'J^™ 
obser\'ed.  The  epithelial  cells  change  their  shape  (meta-  *"  ™™* 
plasia);  the  tingibility  is  modified,  and  with  this  is  not  infrequently 
associated  glarulular  enlargement.  This  peculiar  epithelial  change, 
whieh  is  observed  in  glandular  endometritis  with  saw-tooth  formation, 
may  give  rise  to  error  in  two  different  ways:  The  changes  may  be 
mistaken  for  the  specific  changes  of  pregnancy,  since  alterations  of  this 
kind  oceur  quite  frequently  in  gestation.  In  the  seeoiid 
place — and  this  is  what  chiefly  interests  us  here — the 
epithidial  changes  may  be  mistaken  for  carcinoma  {com- 
pare section  on  the  Diagnot^is  of  Malignant  Diseases  an<l 
that  on  the  Diagnosis  of  Pregnancy),  Practice,  and  the 
fact  that  this  peculiar  epithelial  change  in  the  gland  usually  does  not 
progress  beyond  a  certain  stage  and  never  forms  genuine  eancer  nestS| 
which  are  sure  to  be  produced  in  one  place  or  another  in  cancer, 
serve  to  prevent  the  error.  The  finiling  of  these  changes  should  be  a 
warning  to  the  examiner  to  think  of  tlie  changes  of  pregnancy,  simple 
inflammatory  processes,  or  a  beginning  carcinoma. 
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Errors  may  also  arise  when  the  arrangement  in  a  single  row  of  cells 
is  apparently  replaced  by  stratification  in  two  layers  in  glandular  endo- 
metritis (see  Fig.  320).  The  condition  is  sufficiently  clear  in  thin  sec- 
tions, but  the  peculiar  regularity  and  constancy  of  the  two-layer  arrange- 
ment, which  does  not  go  on  to  further  stratification,  is  also  of  value  in 
the  differential  diagnosis.  It  is  a  not  inconsiderable  point  of  distinction 
between  glandular  carcinoma  of  the  cervix,  especially  malignant  ade- 
noma of  the  cervix,  and  carcinoma  of  the  body.  In  the  body  uniform 
arrangement  in  two  layers  is  not  direct  evidence  of  malignant  degenera- 
tion; whereas  in  carcinoma  of  the  cervix  a  uniform  arrangement  in  two 
or  three  layers,  without  going  on  to  further  stratification,  does  occur. 
The  cervix  has  a  carcinoma  with  a  single  layer  of  cells  (malignant 
adenoma),  a  malignant  adenoma  with  stratified  cylindrical  epi- 
thelium (two  to  three  rows),  and 
a  malignant  adenoma  with  strati- 
fied (two  to  three  rows)  more 
round  or  cuboidal  epithelial  cells 
(comp.  Figs.  243,  244,  245). 

Oblique  or  flat  sections 
through  the  glands  may  be 
responsible  for  a  mistaken  diag- 
nosis of  cancer,  as  they  form 
apparently  solid  nests  of  cells,  or 
cellular  structures,  which  appear 
stratified  and  therefore  malignant 
(Fig.  321).  Having  one's  attention  called  to  the  possibility,  and  famil- 
iarity with  the  pathogenesis,  as  shown  in  the  scheme  on  page  526,  will 
enable  one  to  make  the  diagnosis.  The  irregularity  in  the  arrangement  of 
the  cells  and  the  peculiar  round  or  oval  boundary  line  are  also  suggestive. 
The  papillary  invaginations  seen  in  glandular  endometritis 
may  be  mistaken  for  beginning  malignant  adenoma,  and  the  same 
mistake  may  arise  through  the  closely  packed  gland  tubes,  when  the 
glands  arc  greatly  hypertrophied.  The  deeper  portion  of  the  mucous 
membrane  in  glandular  endometritis,  which  is  known  as  the  spongy 
portion,  may  give  trouble  if  an  insufficient  number  of  sections  are  studied 
under  too  low  a  power.  On  the  other  hand,  if  the  specimen  is  examined 
only  under  high  power,  the  closely  packed  glands  in  the  spongy  portion 
may  be  mistaken  for  carcinoma. 

A  well-marked  endometritis  glandularis  papillaris  with  saw-tooth 
formation  may  be  mistaken  for  beginning  inverting  malignant 
adenoma.  In  fact,  it  is  difficult  in  the  beginning  to  recognize  invert- 
ing malignant  adenoma,  since  it  goes  through  exactly  the  same  develop- 
ment  as   endometritis    glandularis    papillaris.      The   decision 


Fio.  321. — Oblique  Section  (flat  section)  through 
the  fundus  of  a  uterine  gland.  The  incision  includes 
epithelial  layers,  but  not  the  lumen. 
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must  be  made  by  the  gtaining  propertit*s  of  the  ppithdiuiii.  In 
malignant  adenoma  the  staining  is  peculiar  and  diffuse;  in  glanthilar 
endometritts  there  is  a  diminution  in  the  tingiliilit)^  of  tlie  epithelial  ceils. 
Finally,  in  inverting  malignant  adenoma  the  i^haracten&tic  type  of  the 
gland  is  destroyed;  whereas  in  endometritis  the  glantl  as  an  individual 
unit  is  preserved-  In  malignant  adenoma  no  glands  and  no  glandular 
lumina  are  seen,  only  epithelial  cords  arranged  back  to  back. 
The   everting  form  of  malignant  adenoma  is  also  at  first  ^S^^^di 

difficult  to  distinguish  from  hyperplastic  glandular  endo-  4,5l'i^Ell?jumem- 
metritis,  but  the  occasional  presence  of  beginning  stratifi-  ^^^Jld^^^^ 
cation  may  serve  as  an  aid*  If  necessary,  a  number  of 
sections  must  be  examined.  A  source  of  error  for  the  beginner  is  found 
in  the  peculiar  pictures  produced  by  cutting  all  the  epithelial  ledges  that 
proliferate  into  the  lumen  of  the  gland— it  looks  a.*?  if  glantis  were  placed 
within  glands.     On  more  careful  examination  the  glands  are  seen  to 
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Fm*352. — Gland  vrm  P*piu-*iit  Piwwbctios,      In  ftitc^lher  HodcHi  the  pro^oii^n  r«in*in4  »n  jm  iwtatad 
istruetuiie  vrithia  tbe  lumen  ift,  e)t   id}  mntiinnrtrihcid  intniglAnilular  (vmrieiwe)  pa|>iUaLry  prolifemtioa. 

contain  structures  which  are  covered  with  cylindrical  epithelium  on 
the  outside,  and  therefore  merely  simulate  glands.  The  genesis  of 
these  Btructures  h  shown  in  the  diagram  (Fig.  322,  a,  &,  c).  Occasion- 
ally very  great  proliferations,  so-called  intraglandular  excrcBcences 
occur,  just  as  intracanalicular  proliferations  are  sometimes  i»itiii«j*odtii»r 
observed  in  other  portions  of  the  body,  as»  for  example^  ProiifcmibM. 
in  the  mammary  gland.  By  itself  the  picture  might  be  taken  for  that 
of  malignant  degeneration;  but  if  the  changes  occur  singly,  the  prolif- 
eration is  to  be  regarded  merely  as  hyperplastic  and  not  as  a  malignant 
process  (intraglandular  verrucose  proliferation)  (Fig*  322,  d).  In  this 
connection  it  is  interesting  to  note  that  the  malignant  and  benign  pro- 
liferation at  first  follows  the  same  development— malignant  adenoma, 
like  glandular  endometritis,  has  its  inverting  and  its  everting  stage. 
It  has  already  been  explained  that  heterotopia  of  epithelial 
structures  is  not  necessarily  a  ^ign  of  cancer.  Endometritis  shows  to 
what  extent  epithelial  structures  may  pass  beyond  their  original 
boundaries  and  penetrate  ileep  into  the  muscularis  without  being 
malignant.     On  the  other  hand,  the  study  of  malignant  tumors  shows 
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that  heterotopia  is  not  absolutely  indispensable  for  the  diagnosis, 
particularly  in  the  early  stage.  Carcinomata  and  sarcomata  are  seen 
which  do  not  extend  beyond  the  limits  of  the  mucous  membrane 
(comp.  also  the  syncytial  infiltration  of  the  uterine  muscularis). 

As  yet  inflammatory  endometritis  has  been  classified  only  on 
anatomic  or  histologic  grounds.  An  etiologic  classification  is  not  prac- 
ticable. There  is  but  one  form  in  which  the  structure  itself  points  to 
a  definite  microorganism,  namely,  tuberculous  interstitial  endometritis. 

Instead   of   circumscribed 
j^:.i^i%- .^:.^^.    Tf^'^iSS^  inflammatory  foci,  the  micro- 

^^y:^t!0  scopic  picture  shows  giant 
cells  with  parietal  nuclei, 
surrounded  by  circumscribed 
areas  of  round  cell  infiltration 
(Fig.  323,  b).  It  is  not  always 
possible  to  demonstrate  the 
tubercle  bacilli  by  staining 
methods,  but  the  histologic 
picture  is  sufficient  evidence 
of  the  tuberculous  nature  of 
the  aff'ection.  These  circum- 
scribed inflammatory  foci 
may  be  quite  numerous  in 
the  mucosa.  It  is  worth 
noting,  and  will  be  referred 
to  again,  that  after  curet- 
tage and  after  a  microscopic 
diagnosis  of  tuberculosis  has 
been  made,  a  quite  remark- 
able improvement  in  the  general  condition  of  the  patient  sometimes 
occurs  in  cases  which  had  been  apparently  unfavorable. 


Fig.  323. — Tuberculous  Endometritis,  (a)  Greatly 
inflamed  and  infiltrated  mucous  membrane  containing  paler 
foci  in  which  the  giant  cells  are  seen.  (6)  The  foci  under 
higher  magnification. 


Cervical 
Endometritis, 


The  chief  distinction  between  corporeal  and  cervical  endome- 
tritis is  that  the  former  is  more  productive,  while  the  latter  is  secretory. 
Indubitable  inflammatory  proliferation  and  infiltration  of  the  stroma 
also  occur  in  the  cervix.  The  inflammatory  process  may 
begin  at  the  surface  around  the  glands,  and  we  may  speak 
of  periglandular  cervicitis.  In  addition  to  the  interstitial  forms, 
epithelial  multiplication,  numerical  increase  of  the 
glands,  either  by  dipping  down  of  the  superficial  epithelium  or  by 
ramification  of  the  trunk  (comp.  Fig.  24G,  adenoma  of  the  cervix,  in  the 
section  on  The  Malignant  Diseases  of  the  Uterus)  are  undoubtedly  seen. 
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The  epithelial  structures,  like  the  erosion  glands  of  the  vaginal  portion, 
may  penetrate  a  eoQsiderable  distance  into  the  tissue.  The  tend«*ney 
to  respond  to  an  inflammatory  irritant  by  profuse  secretion,  which  char- 
acterizes the  cervix^  leads  to  a  much  greater  production  of  ectasia  or 
dilatation  than  in  the  case  of  the  body*  The  dilated  and  constricted  glands 
form  visible  produetSr — vascular  structures,  from  tlie  size  of  a  pea  to  that 
of  a  cherry — in  the  vaginal  portion, 
filled  with  a  tenacious,  glairy  or 
slightly  milky  mucus,  called  ovula 
Nabothi  or  follicles  (Fig.  324). 
Proliferation  of  the  surface  epi- 
thelium associated  with  proliferation 
of  the  connective  tissue  gives  the 
cervix  a  sUghtly  papillary,  velvety 
appearance  (corresponding  to  the 
papillary  erosion  of  the  vaginal 
portion  —  Fig.  325)  — endometritis 
cervicalis  papillans.  Polypoiil  pro- 
liferations are  often 
seen,  frequently  in- 
cited primarily  by  the 
folhcular  proliferations 
of  the  glands  (follicu- 
lar poly  I)  and  mucous 
polyp) ,  M  ue  n  us  polyps 
which  contain  large 
cystic  spaces  are  called 
follicular  polyps.  They 
often  exhibit  consider- 
able glandular  prolif- 
eration in  their  interior  I'l--.  .134— For,LirrL4ii  '  ivitl^  NapothiJ.  The  rmtiotti 
and    new    fOrniation    or        the  mucviUH  enembmni*  rcprt-                    ngiftnliii;  oC  ' iollJculflr  puiypii.* 

glands  on  the  surface, 

which  is  often  distinctly  papillary.  The  metamorphosis  that  takes 
place  in  the  epithelium  —  e pi dermidalizat ion  — which  has  been 
described  at  length  in  connection  with  erosion,  is  extremely  interesting. 
Genuine  ulcers,  such  as  are  not  observed  in  the  mucosa  of  the 
body,  may  produce  marked  hemorrhages  in  the  cervix  as  well  as  in  the 
vaginal  portion,  as  the  inflammatory  infiltration  is  often 
very  vascular.  As  in  the  vaginal  portion,  a  simple  uIclt 
may  contain  erosion  glands;  but  in  the  main  ulcer  and  erosion  are  two 
separate  conditions  (vaginal  and  cervical  structures).  If  there  is  clini- 
cally  a  suspicion  of  carcinoma  in  this  condition,  it  can  be  laid  onl}^  by 
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means  of  a  histologic  examination,  showing  the  changes  of  inflammatory 
infiltration.  Whether  the  latter  is  due  to  syphilis  or  tuberculosis  cannot, 
however,  be  decided.  In  the  beginning  it  may  be  difficult  to  distinguish 
a  malignant  adenoma  from  proliferation  and  hyperplasia  of  the  cervical 
glands;  the  change  in  the  tingibility  of  the  epithelial  cells  in  a  case  of 
this  kind  is  a  very  important  diagnostic  point,  as  has  been  already 
stated.  If  the  epithelium  of  the  cervical  erosion  stains  diffusely 
and  the  characteristic  position  of  the  nucleus  is  lost,  there  must  be  a 
strong  suspicion  of  beginning  malignancy  even  in  the  absence  of  strati- 
fication.    If  the  latter  change  has  taken  place  and  there  is  a  uniform 
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Fio.  325. — Papillart  Erosion.     Papillary  excrescences  grow  out  from  the  erosion  glandB  and  ultimately 
reach  the  surface.    In  a  similar  manner  papillary  proliferation  is  also  produced  at  the  surface. 

extension  of  the  epithelial  proliferation  (adenoma  malignum  cervicis), 
the  diagnosis  is  clear.  From  the  standpoint  of  diflferential  diagnosis  it 
is  important  not  to  mistake  any  epithelial  change  in  the  polyp  for  car- 
cinoma (see  above),  since  non-malignant  changes  of  the  epithelium  after 
the  manner  of  epidermidalization  occur  quite  frequently  in  polypi  to  a 
considerable  depth  (down  to  the  base  of  the  polyp). 

The  cervical  endometrium,  like  that  of  the  uterine  body,  undergoes 
senile  atrophy  which  affects  all  the  constituents  of  the  membrane;  the 
projecting  atrophic  folds  may  contain  whitish  deposits  of  calcium  salts. 
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Diagnosis  of  Malformations  of  the  Internal 

Genitalia. 

The  most  important  malfurmationis  in  tlie  adult  genitalia  are  those 
of  the  uterui?  and  vagina.  Developmental  disturbances  of  the  ovarieB 
and  tubes  are  so  rare  and  have  been  studied  m  imperfectly  and,  on  the 
other  hand,  the  clinical  s^ymptonis  which  they  produce  are  so  vague, 
that  they  cannot  be  recognized  with  certainty.  As  for  the  inalforma- 
tions  of  the  external  genitalia^  they  will  not  be  considered  in  this  con- 
nection  because  they  are  easily  recognized  by  inspection,  and  their 
diagnosis  requires  no  detailed  discussion. 

The  diagnosis  of  these  malformations  presupposes  a  knowledge 
of  the  development  of  the  female  genitalia,  and  bo  much  of  it  as  has 
a  bearing  on  these  malformations  will  therefore  be  briefly  given. 

Tlve  internal  genitalia  develop  from  the  germinal  glands  and 
the  two  ducts  of  Miiller,  the  Wolffian  duct  being  represented  in  the 
adult  only  by  an  insignificant  rudiment.  The  germinal  glands  develop 
on  the  inner  side  of  the  two  Wolffian  boiliest  which  lie  on  each  side  of 
the  fetal  vertebral  column,  while  the  Wolffian  tlucts  pass  downward 
to  one  side  of  the  column.  The  ducts  of  Miiller  are  in  relation  with  the 
proximal  portion  of  the  Wolffian  body  and  grow  from  this  point  down- 
ward along  the  ventral  wall  of  the  Wolffian  duct,  the  upper  portion  to 
the  outer,  and  the  lower  portion  to  the  inner  side  of  the  duct.  The  two 
portions  gradually  approach  one  another,  so  that  at  the  lower  extremity 
they  are  in  close  contact-  Accordingly  they  follow  a  convex  course^ 
with  the  convexity  directed  downward,  which  is  accentuated  by  the 
fact  that  the  upper  entl  descends  along  with  the  ovar>"  in  the  descent 
of  that  organ.  The  lower  extremity  of  MiillerV  duct  opens  into  the 
urogenital  sinus.  About  the  middle  of  their  course  the  ducts  of  MuUer 
first  become  fused,  and  this  fusion  gradually  progressies  from  above 
downward,  the  upper  extremity  remaining  separate.  The  septum 
between  the  fused  portions  gradually  disajjpears  an*l  a  common  canal 
is  thu.^  formed.  The  ducts  of  Miiller  form  the  tubes,  uterus,  and  vagina; 
the  upper  paired  segments  form  the  tubes»  while  the  intermediate  and 
distal  portions  unite  to  make  the  single  uterus  and  vagina*  The  bound- 
ary between  the  double  and  single  portions  corresijonds  to  the  attach- 
ment of  the  round  ligament.  The  fetal  germinal  glantis  form  the  ovaries; 
the  proximal  portion  of  the  Wolffian  iluct  in  the  arlult  is  represented 
by  the  rudimentary  epoophoron  i  parovarium),  the  distal  portions  by  the 
so-called  ducts  of  Gartner,  traceable  down  into  the  region  of  the  cervix. 
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The  external  genitalia  develop  from  the  median  genital 
eminence  and  the  two  lateral  genital  folds,  which  form  the  genital 
furrow.  Between  the  genital  folds  is  the  orifice  of  the  cloaca  which,  as 
the  perineum  develops,  divides  into  the  urogenital  sinus  and  the  anus. 
The  genital  eminence  becomes  the  clitoris,  the  two  lateral  genital  folds, 
the  labia  majora;  the  genital  furrow  becomes  the  rima  pudendi, 
the  two  lateral  edges  of  which  arc  formed  by  the  labia  minora.  The 
perineum  is  formed  by  the  fusion  of  the  two  genital  folds  in  the  median 
line,  and  the  rectovaginal  septum  grows  down  like  a  spur  from  above 
toward  the  perineum. 

The  point  where  the  developmental  sphere  of  the  duct  of  Miiller 
meets  the  external  skin  corresponds  to  the  hymen,  which  is  formed  by 
the  lower  blind  extremity  of  the  duct  of  Miiller  and  represents  the 
boundary  between  it  and  the  urogenital  sinus. 

Classification.  The  systems  devised  by  Fiirst,  Nagel  and  v. 
Winkel,  which  are  based  on  the  various  stages  of  development  of  the 
internal  genitalia,  are  of  no  value  for  diagnostic  purposes.  Without 
doing  violence  to  the  anatomical  conditions,  malforma- 
tions may  for  diagnostic  purposes  be  divided  into  two 
separate  groups.  The  first  includes  all  cases  of  insuflScient  development 
of  the  internal  genitalia;  the  other  embraces  the  double  formations. 
The  reason  for  including  all  cases  of  imperfect  development  in  one 
group  is  that  the  subjects  consult  the  physician  for  functional  disturb- 
ances, amenorrhea,  sterility,  molimina  and  impotentia  coeundi.  Given 
these  disturbances,  therefore,  the  cause  must  be  sought  in  some  develop- 
mental anomaly,  and  its  nature  must  be  determined.  Double  mal- 
formations, on  the  other  hand,  which  constitute  the  second  group,  are 
only  found  accidentally  in  otherwise  healthy  women,  and  give  rise  to 
definite  symptoms  only  when  they  are  associated  with  atresia. 

I.   Diagnosis   of    Imperfect   Development   of  the   Uterus 

and  Vagina. 

This  group  embraces  all  cases  of  total  absence,  of  rudimentary 
anlage,  and  deficiency  of  the  uterus,  associated  with  absence  or  defi- 
ciency of  the  vagina.  The  tubes  and  ovaries  in  most  cases  are  fully 
developed,  and  the  external  genitalia  are  usually  normal;  hence  fusion 
of  the  ducts  of  Miiller  is  normal  and  their  development  only  is  deficient: 
while,  on  the  other  hand,  the  metamorphosis  of  the  genital  glands  and 
the  development  of  the  external  genitalia  are  normal.  In  these  cases 
the  physician  is  usually  called  upon  to  find  out  the  cause  of  an  absolute 
amenorrhea,  or  rarely  of  sterility,  or  impotentia  coeundi. 

The  (examination  is  begun  by  inspecting  the  vulva;  the  hair 
and  the  development  of  the  greater  and  lesser  labia,  as  well  as  that  of 
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the  clitoris,  must  be  noted.  In  most  cases  the  external  genitalia  are 
absolutely  normal,  even  when  the  development  of  the  uterus  and  vagina 
has  been  very  much  interfered  with,  because  the  external  genitalia 
have   nothing    to   do   with   the   development   of   Miiller's 

,  .  ,     ,  .  I    *.  1  Vulva, 

duct.  The  shape  of  the  labia  minora  is  investigated  for  the 
presence  of  bodies  resembling  testicles,  as  women  presenting  the  above- 
mentioned  symptoms  are  sometimes  male  hermaphrodites  (see  page 
549)  in  disguise.  The  urethra  must  also  receive  attention  because, 
although  it  does  not  take  part  in  the  malformation,  it  sometimes  becomes 
greatly  dilated  by  attempts  at  coitus  when  the  vagina  is  absent,  so  that 
the  finger  can  be  easily  introduced  into  the  bladder. 

The  condition  of  the  vagina  depends  directly  on  that  of  the 
introitus;  if  the  latter  is  completely  occluded,  either  the  vagina  may  be 
absent  altogether,  or  in  mild  cases  there  may  be  merely  atresia  of  the 
hymen  with  a  normal  vagina.  The  distinction  is  most 
easily  made  by  means  of  a  rectal  examination.  When  the 
vagina  is  entirely  absent,  only  a  few  thin  fibrous  cords  at  most  are  felt 
instead  of  the  vaginal  canal.  The  rudimentary  vagina  may  be  more 
easily  found  by  introducing  a  catheter  into  the  bladder;  if  there  is 
merely  occlusion  of  the  hymen,  and  the  genitalia  are  otherwise  perfectly 
developed,  a  hematocolpos  is  always  present  and  is  recognized  on 
inspection  by  marked  bulging  of  the  closed  hymen  and  a  bluish  color, 
due  to  the  presence  of  menstrual  blood.  Through  the  rectum,  or  by 
bimanual  examination,  it  is  felt  as  a  tense  approximately  spherical 
tumor  filling  the  entire  pelvis  as  far  as  the  introitus,  while  above  the 
uterus,  which  is  also  dilated,  and  possibly  a  bilateral  hematosalpinx 
are  found.  In  rare  cases  the  vagina  behind  the  hymeneal  atresia  is  not 
filled  with  blood  and  is  recognized  by  moving  the  two  walls  against  one 
another.  If  the  introitus  is  open,  the  finger  is  introduced  and  the  length 
of  the  vaginal  tube  is  determined.  Quite  often  a  short  cul-de-sac  is 
felt  instead  of  the  vagina.  In  virgins  it  is  extremely  short  because  it 
corresponds  to  the  short  urogenital  sinus;  but  if  coitus  has  taken  place, 
it  may  be  considerably  elongated  and  dilated  and  may  almost  simulate 
a  normal  vagina.  The  condition  of  the  vagina  above  the  cul-de-sac 
can  only  be  determined  by  a  rectal  examination  with  a  catheter  intro- 
duced into  the  bladder.  An  accurate  examination  is  always  necessary 
if  an  operation  for  the  purpose  of  opening  the  vagina  is  contemplated. 
If  the  vagina  is  present  and  of  normal  length,  the  vaginal  portion 
must  be  examined. 

Examination  of  the  uterus  is  the  most  important  part  of  the 
diagnosis;  accurate  palpation  is  possible  only  under  anesthesia,  by 
introducing  two  fingers  into  the  rectum  and  palpating  through  the 
abdominal   walls   with    the   other    hand.     Small   rudiments   are   much 
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more  easily  found  by  introducing  a  catheter  into  the  bladder.  As 
the  rudiments  are  in  relation  with  the  posterior  bladder  wall,  palpation 
should  be  begun  in  the  median  line  from  the  symphysis  toward  the 
promontory.  If  nothing  is  found,  the  investigation  is 
continued  to  each  side,  and  as  the  rudiments  in  this  region 
usually  run  transversely  across  the  pelvis,  palpation  is  performed  by 
keeping  the  fingers  in  close  contact  and  moving  them  from  before 
backwards,  as  is  done  in  examining  the  tubes.  If  possible,  the  ovaries 
and  round  ligaments  should  also  be  palpated. 

Although  on  careful  examination  no  vestige  of  a  uterus  running 
either  in  a  sagittal  or  in  a  horizontal  direction,  or  even  fibrous  cords 
may  have  been  discovered  at  the  normal  site  of  the  organ,  the  diagnosis 


Fig.  320. — Utkrt-s  Ri*dimen'tari8  Bipartitus  (as  seen  at  laparatomy).  H-  (Original.)  Merely  a 
transverse  rudiment  with  twu  lateral,  enlarged  cornua;  tUe  right  adne.va  are  normal;  on  the  left  side  there  U 
a  Hniall  ovary  and  two  f*nmll  cords  corresponding  to  the  tubes. 

of  complete  absence  of  the  uterus  is  nevertheless  not  justi- 
fied because  there  may  be  anatomical  rudiments  that  have  escaped 
clinical  examination,  or  because  rudimentary  cornua  may  have  been 
mistaken  for  tubes;  or  finally  because  the  individual  may  be  a  male 
hermaphrodite.  Absence  of  the  uterus  is  extremely  rare  in  adult  women. 
If,  however,  a  rudiment  is  distinctly  found  in  the  region  of  the  uterus, 
it  may  i)resent  various  forms.  In  some  cases  there  may  be  felt  in  the 
median  line  at  the  site  of  the  uterus  a  small,  round,  firm  body,  or  merely 
a  slight  tliickoning  of  the  cellular  tissue,  which  extends  below  to  the 
cul-de-sac  of  the  vagina,  or  is  connected  with  the  fibrous  bands  which 
correspond  to  the  rudimentary  vagina.  This  median  uterus  gives  off 
rudinu^nts  which  pass  out  laterally  toward  the  pelvis  and  usually  repre- 
sent thin  round,  or  flat  solid  cords  that  feel  hke  tubes,  with  a  swelling 
in  the  lateral  portion  on  one  or  both  sides  corresponding  to  a  greater 
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accumulation  of  muscle  tissue^  sometiiues  with  the  formation  of  a  cavity* 
These  lateral  swellings  always  represent  the*  lateral  extremity  of  the 
uterine  rudiment,  and  form  a  welcome  boundary  between  the  rudiment 
and  the  iuhos  (Fig,  326),  They  are  very  often  mistaken  for  ovaries, 
an  error  which  is  best  avoided  by  demonstrating  the  presence  of  the 
ovary  alongside  of  them*  Whether  the  uterine  rudiment  contains  a 
cavity  is  determined  by  the  presence  or  absence  of  hematometra,  when 
the  mucous  menil>rane  is  capable  of  functionating.  The  rouml  liga- 
ment is  a  positive  anatomic  sign  of  the  boundary  between  the  uterus 
and  the  tube,  but  on  account  of  the  diffieuhics  of  palpation  it  is  not 
available  clinically.  After  the  presence  of  a  uterus  has  been  deter- 
minedj  the  ovaries  should  be  investigated  and  are  always  found  in 
uterus  rudimentaris  bi  part  it  us,  the  commonest  form  of  rudi- 
mentary uterus.  In  many  cases  normal  ovari*^s  are  present  on  each  side; 
in  other  cases  they  are  defective,  depending  on  whether  the  *kict  of  M tiller 
alonei  or  with  it  the  germinal  glantl  has  been  arrested  in  its  develop- 
ment. The  degree  of  development  of  the  ovaries  is  determined  by 
their  size  and  functional  activity,  by  the  regularly  or  irregularly 
occurring  moliniina.  The  condition  of  the  tubes  can  very  rarely 
be   determined   clinically* 

Finally,  the  shape  of  a  uterus  that  is  too  small  in  all  its  ilimensiona 
can  be  recognized  through  the  vagina  or  by  bimanual  rectal  examina- 
tion* Two  varieties,  which  can  be  differentiated  by  palpation,  are 
described:  In  one  the  cervix  is  much  longer  and  thicker  than  the  body, 
which  represents  no  more  than  a  fourth  or  a  third  of  the  entire  length 
of  the  organ,  with  very  fine,  often  membranous  walls  (uterus 
foetalis)*  In  the  other  form  the  uterus  has  a  total  length  of  about 
4  to  5  cm.;  the  shape  is  like  that  of  a  normal  uterus  with  an  arched 
fundus,  and  the  cervix  is  not  out  of  proportion  (uterus  infantilis). 
In  these  cases  the  behavior  of  the  vaginal  portion  gives  a  clue  to  the 
condition  of  the  uterus*  In  uterus  foe  talis  it  is  usually  entirely 
absent,  and  instead  of  an  external  os  there  is  merely  a  small  opening  in 
the  vaginal  vault*  In  uterus  infantilis  the  vaginal  portion  h 
indicated,  although  very  small,  and  at  its  apex  is  seen  the  external  os. 
By  means  of  the  sound  the  presence  of  a  cavity  within  the  uterus  is 
determined,  ami  from  its  length  the  degree  of  developmental  disturb- 
ance can  be  estimated;  after  that  the  size  and  position  of  the  ovaries 
are  investigated* 

Differential  Diagnosis.  Confusion  most  frequently  arises 
between  deficiency  of  the  uterus,  or  rudimentary  uterus?,  and  pseudo- 
hermaphroditism us  maseulinus  externusi  ^e?.,  a  male  indi- 
vidual with  female  external  genitalia.  Mention  is  made  in  the  hterature 
of  a  number  of  men  deformed  in  this  way,  who  contracted  matrimonial 
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alliances  as  women  because  at  birth  they  were  pronounced  females  on 
the  strength  of  the  external  genitalia.  The  appearance  of  the  vulva 
is  of  no  value,  as  it  may  be  absolutely  female  in  male  hermaphrodites. 
The  clitoris,  labia  majora  and  minora  and  even  the  introitus  maj^  be 

normally  formed.  A  completely  developed  vagina  is  some- 
^{f,^S°^^"  what  more  rare  in  such  individuals,  if  the  deceptive  cases 
^jJJ^^'"  in  which  the  urogenital  sinus  has  been  enlarged  by  attempts 

at  coitus  arc  excluded.  The  diagnosis  is  determined  by 
the  condition  of  the  sexual  glands.  The  ovaries  are  found  in  their 
normal  situation,  while  the  testicles  descend  into  the  greater  labia, 
where  they  may  be  distinctly  felt  as  movable  bodies  (Fig.  327).  The 
appearance  of  the  vulva  in  these  cases  is  often  very  misleading  as 
it  seems  to  establish  the  female  sex  of  the  individual  beyond  a  doubt. 


Fig.  327. —  PHErnoHERiiAPnRODrnBMUs  MAScrLiKi:?.  Externtw.  P.-F.  H-  (Original.)  Tb« 
ovaries  are  wanting  (the  teKticle^  are  embedded  in  tlie  labia  majora  i.  On  each  itide  the  vas  deferens  parina 
downward  and  inwanl  fn>m  the  internal  ring;  its  junction  with  the  bladder  cannot  be  palpated.  In  the 
median  line   in  front    the  urethra  w  felt.    There  is  no  vetttige  of  pros<tate  or  uterus  maseulinus. 

Accordingly  the  testicles  are  not  infrequently  mistaken  for  ovaries  and 
a  diagnosis  of  hernia  of  the  ovaries  is  made.  In  the  first  place 
this  is  a  rare  condition,  and  in  the  second  place,  the  labium  in  such  cases 
does  not  contain  a  testicle  and  epididymis.  In  cases  of  bilateral  cryp- 
torchism  the  diagnosis  is  very  difficult.  The  uterine  findings  are  likely 
to  be  misleading,  as  a  masculine  uterus  often  gives  .the  impression  of  a 
small  rudimentary  organ;  the  larger  the  rudiment,  however,  whether 
it  lie  in  the  sagittal  or  transverse  direction,  the  greater  the  probability 
that  the  individual  is  a  woman.  The  bodily  habit,  the  voice,  sexual 
sensations,  and  the  discharge  of  fluid  during  sexual  excitement,  are  of 
no  value  for  the  differential  diagnosis,  because  they  may  be  either  entirely 
absent  or  present  in  a  perverted  form. 
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IL  Diagnosis  of  the  Double  Formations  of  the 
Uterus  and  Vagina. 

Double  formations  of  the  uterus  and  vagina  are  duu  to  the  failure 
of  the  ducts  of  Muller  to  unite  and  form  a  single  uterus  and  vagina,  the 
structures  remaining  double  and  tleveloping  each  into  a  complete  vagina 
or  uterus,  or  a  segment  of  the  organ^s.  The  ilegree  of  double  formation 
may  be  extremely  variable.  The  entire  genital  canal  or  only  the  upper, 
or  the  lower  segment,  or  both  at  the  same  time  may  be  double,  while 
the  cervix  usually  remains  single. 

These  malformations  are  always  discovered  by  accident ;  for,  aside 
from  the  eases  of  retention  in  an  occluded  half,  they  produce  no  symp- 
toms and  are  therefore  not  suspected. 

In  some  cases  a  double  vagina  is  discovered  at  the  examination 
by  the  fact  that  each  of  the  two  fingers  enters  a  separate  vagina;  or 
by  finding  a  diEferent  condition  at  the  vaginal  portion  in  the  two  vaginaa. 
Double  vagina  is  apt  to  be  overlooked  when  one  half  is 
rudimentary  and  the  septum  is  near  the  vaginal  wall, 
unless  there  is  an  opening  below^  and  the  rudimentary  half  can  be  demon- 
strated with  the  sound.  A  partial  septum  is  much  nmrc  easily  recog- 
nized if  situated  below,  because  the  lower  border  can  be  felt.  Once  the 
suspicion  of  divideil  vagina  lias  been  aroused,  it  is  confirmed  by  finding 
a  double  introitus  or  by  discovering  a  septum  between  the  two  fingers. 
A  torn  septum  is  more  difficult  to  recognize;  it  is  usually  situated  at 
the  posterior  wall  and  projects  as  a  piece  of  mucous  membrane  from  the 
vulva*  In  other  cases  a  mere  suggestion  of  a  septum  in  the  form  of  a 
slightly  thickened  prominence  in  the  median  line  of  the  anterior  or 
posterior  wall  is  found.  The  existence  of  tlouble  vagina  is  strong  pre- 
sumptive evidence  of  the  same  formation  in  the  uterus. 

Vaginal  Portion.  In  rare  cases,  two  completely  formed  vaginal 
portions,  each  with  a  normal  external  os,  are  found.  The  vagina  is 
always  double,  each  half  containing  a  vaginal  portion,  except  in  very 
rare  cases  in  which  the  lower  portion  of  half  of  the  vagina  is  rudimentary, 
when  both  vaginal  portions  are  found  in  the  normally  formed  vaginal 
half.  The  double  vaginal  portion  always  points  to  verj^  complete  divi- 
sion of  the  uterus,  either  uterus  didelphys  or  uterus  bicornis 
duplex.  In  most  cases  the  vaginal  portion  is  single,  and  the  division 
begins  higher  up  in  the  cervix;  the  latter  is  usually  broad  and  occasion- 
ally divided  in  the  median  line  by  a  vaginal  septum  or  raphe.  Accord- 
ingly the  external  os  may  be  single  (uterus  bicornis  ooubh 
un  if  oris)  or  double;  this  anomaly  of  the  portio  is  usually  ^■<'»*'  i^^rtioa. 
associated  with  well  marked  double  formation  of  the  uterus,  with  the 
exception  of  the  cases  of  uterus  septus   biforis — a  single  uterus 
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with  a  double  external  os.  If  the  external  os  is  single  and  wide  open, 
as  in  multiparje  or  during  parturition  and  in  the  puerperium,  the  finger 
may  be  introduced  for  the  purpose  of  determining  whether  the  cervix  is 
single  (uterus  bicornis  unicollis),  or  whether  it  is  divided  by  a 
septum  coming  down  from  above,  and  how  far  the  septum  extends 
downward.  If  during  parturition  or  in  the  puerperium  the  vaginal  por- 
tion is  found  to  be  incompletely  formed,  there  is  danger  of  mistaking 
the  lower  extremity  of  the  divided  cervix  for  a  double  external  os. 
The  greatest  significance  obviously  attaches  to  double  forma- 
tion of  the  uterine  body  and  the  adjoining  portion  of  the  cervix. 
This  may  be  determined  either  by  bimanual  examination  with  two 
fingers  through  the  rectum,  under  anesthesia,  or  by   the 

Double  Uterus.       .  ,  i-iiii  ii  r        % 

introduction  of  two  sounds  into  the  two  halves  of  the 
uterus.  In  the  mildest  cases  of  double  formation  the  uterus  is  single, 
although  greatly  broadened  at  the  fundus  and  somewhat  retracted  in 
Uterus  the  middle,  with  occasionally  a  median  longitudinal  furrow 

Arcuatus.  (utcrus     arcuatus).      Although   externally   there    may 

be  merely  a  suggestion  of  duplication,  the  cavity  may  either  be  single, 
with  only  a  small  spur  at  the  fundus  corresponding  to  the  retraction, 
or  divided  from  above  into  two  halves  by  a  septum  (uterus 
septus).  This  septum  is  at  once  demonstrated  if  during 
parturition,  abortion  in  the  puerperium,  or  after  dilatation  the  finger 
can  be  introduced  into  the  cavity.  One  feels  the  free  border  of  the 
septum,  and  it  is  easy  to  determine  by  entering  both  cavities  how  far 
down  the  septum  extends.  If  the  cervix  is  closed,  the  presence  of  a 
double  cavity  is  demonstrated  by  introducing  the  two  sounds  at  the 
same  time,  and  finding  that  they  do  not  touch  each  other  in  the  divided 
portion.  If  the  septum  does  not  extend  the  entire  length  of  the  organ, 
we  speak  of  uterus  subseptus,  and  this  again  is  subdivided  into 
uterus  subseptus  unicorporeus,  unicollis  and  uniforis, 
depending  on  whether  part  of  the  corporeal  cavity,  or  only  the  cervix, 
or  only  the  external  os  is  single. 

But  if  on  palpation  the  body  of  the  utcrus  is  found  to  be  distinctly 
divided  from  above,  the  condition  is  either  uterus  bicornis  or 
uterus  didclphys.  If  the  two  cornua  are  close  together  they  are 
readily  recognized  as  the  two  halves  of  the  divided  uterus;  but  if  they 
unite  below  at  a  very  obtuse  angle,  there  is  a  tendency  to  mistake  one 
cornu  for  a  subserous  myoma  on  account  of  its  pedunculated  connec- 
tion with  the  other.  The  oblique  position  of  the  uterus,  it  is  true,  points 
to  a  double  formation;  but  by  introducing  the  sound,  and  by  palpating 
the  adnexa  and  noting  their  consistency,  it  is  usually  possible  to  dis- 
tinguish the  two  structures  (see  page  278).  After  both  cornua  have 
been  positively  recognized,  the  extent  of  the  division  must  be  deter- 


SPECIAL  DIAGNOSIS 


553 


mined.  If  the  two  cornua  unite  at  the  internal  os,  the  condition  is  a 
uterus  bicornis  infrasimplex  (Fig.  328).  The  cervix  is  usually 
thicker  and  broader  and  may  be  more  or  less  completely  divided  by  a 
septum  from  above  (uterus  bicornis  uniforis,  uni- 
collis).  But  if  two  cervices  are  found  by  palpation,  the 
anomaly  is  a  uterus  bicornis  duplex  if  their  median  surfaces 
are  barely  connected,  and  a  uterus  didelphys  if  the  two  cervices 
are  also  completely  separated  and  held  together  only  by 
loose  connective  tissue.  The  lower  down  the  duplication 
extends,  the  more  easily  it  is  recognized,  and  two  completely  divided 
uteri  can  be  palpated  with  as  much  accuracy  as  two  separate  organs; 
nevertheless  the   diagnosis   is    much   easier  if   two   sounds  are   intro- 


UteniB 
Bioorois. 


Uterus 
Didelphys. 


Fio.  328. — Utkrus  Bicornis  Iktrasimplkx.  P.-F.  H.  The  left  oornu  is  Urge,  9  cm.;  the  right 
■oudler.  6.5.  cm.  The  division  extends  to  the  region  of  the  internal  oe;  the  septum  in  the  cervix  extends 
•Imoet  to  the  widely  dilated  external  00. 

duced  for  the  purpose  of  stiffening  the  two  uteri.  The  distinction 
between  uterus  didelphys  and  uterus  bicornis  duplex  is  often  by  no 
means  easy,  on  account  of  the  difficulty  of  determining  the  width  of 
the  connection  between  the  two,  especially  if  during  parturition  the 
connective  tissue  is  very  much  softened.  The  width  of  the  connection 
is  determined  most  easily  by  moving  the  uteri  against  one  another. 
The  uterus  is  often  twisted  in  these  cases  of  double  formation,  with  one 
cornu,  most  frequently  the  left,  rotating  forward  and  the  other  backward. 
If,  instead  of  uniform  development  of  the  two  ducts  of  Miiller 
into  the  uterus  and  vagina,  one  of  them  develops  normally  and  the 
other  remains  undeveloped  or  rudimentary,  a  diflferent  kind  of  clinical 
picture  is  produced.  On  one  side  there  is  a  uterus  (uterus  uni- 
cornis) and  on  the  other  side  nothing,  or  merely  a  rudimentary  cornu, 
often  associated  with  an  equally  rudimentary  vagina.  The  diagnosis 
of  this  condition  is  usually  made  only  by  accident;    but  if  a  pregnancy 
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develops  in  the  rudimentary  cornu,  or  menstrual  blood  or  pus  is  retained 
the  resulting  conditions  may  be  most  grave  and  even  threaten  the 
patient's  Ufe,  hence  the  diagnosis  is  of  the  greatest  importance  (see 
below  and  page  174). 

The  diagnosis  of  a  simple  uterus    unicornis  is  based   on  the 

shape  and  position  of  the  organ.    As  it  is  developed  from  a  single  duct 

of  Miiller,  the  uterus  is  accordingly  narrower,  thinner,  long  drawn  out, 

without  a  true  fundus,  and  verv  slender  where  it  joins  the 

Utenw  Lnicor-  •    i         i  "  •    •  i 

nkH  with  Rudi-  tube.  In  accordance  with  the  position  of  the  duct  the 
organ  is  oblique,  or  almost  transverse,  and  there  are  no 
adnexa  on  the  median  side;  if  there  is  a  rudimentary  cornu  on  the 
other  side,  the  diagnosis  will  depend  on  its  degree  of  development. 
A  thin,  thread-Uke  cornu  is  difficult  to  feel,  except  the  swelling  which 
is  occasionally  found  at  the  lateral  extremity,  but  which  may  again 
be  mistaken  for  an  ovary.  If  it  approximately  attains  the  thickness 
of  a  normal  tube  it  may  be  palpable  if  the  abdominal  walls  are  not 
too  thick;  the  depression  is  always  immediately  above  the  external  os. 
If  the  rudimentary  cornu  is  thicker  than  the  tube,  it  can  be  felt  like 
a  subserous  myoma  projecting  by  a  pedicle  from  the  inner  margin  of 
the  uterus;  if  there  is  a  communication  with  the  uterine  cavity,  and 
the  sound  can  be  introduced  into  the  rudimentary  cornu,  it  is  evidence 
that  the  latter  contains  a  cavity.  When  the  connecting  piece  is  massive, 
the  presence  of  a  cavity  in  the  lateral  portion  of  the  cornu  may  be 
assumed  if  pregnancy  or  retention  tumors  develop  in  it. 

The  importance  of  this  double  formation  is  increased  if  the 
menstrual  blood,  or  mucoserous  fluid,  or  pus  (hemato-,  hydro-, 
pyo-metra  or  -colpos  unilateralis)  forms  behind  the  closed 
extremity  or  in  a  closed  portion  of  a  double  vagina.  The 
Tumore"ina  symptoms  produccd  by  the  tumors  are  so  severe  that  a 
uufiiST''^'^  physician  is  always  consulted.  On  the  whole,  these 
conditions  are  extremely  rare.  The  diagnosis  of  these 
retention  tumors  is  extraordinarily  difficult  and  is  made  only  if  the 
physician  happens  to  think  of  them.  It  depends  on  the  demonstra- 
tion of  a  fluctuating  tumor  associated  with  a  double  uterus;  but 
the  diagnosis  of  the  malformation  is  rendered  more  difficult  by  the 
fact  that,  as  the  fluid  accumulates,  the  tumors  lose  all  the  properties 
of  a  uterus  or  vagina.  If  only  a  single  sign  of  double  formation  is  found, 
either  in  the  uterus  above,  or  more  frequently  in  the  vagina,  the  exist- 
ence of  a  hematomctra  or  pyometra  in  the  rudimentary  horn  becomes 
extremely  probable.  The  shape  of  the  tumor  is  approximately  round 
or  oval,  and  if  the  wall  is  not  too  thick,  the  consistency  is  cystic.  Its 
position  alongside  of  the  functionating  uterus  depends  on  the  extent 
of  the  division;  if  a  tumor  forms  in  the  lateral  portion  of  the  rudimen- 


SPECIAL  DIAGNOSIS 


s&s 


tarj'  cornu,  its  (listancc  from  the  uterus  will  be  ^o  great  that  the 
examiner  will  always  think  first  of  an  ovarian  tumor,  A  positive  diag- 
110818  is  hantly  conceivable  unless  the  origin  of  the  corresponding  tube 
ami  ovary  h<  fuund  on  the  external  surfaei;,  or  the  symptoms  are  vc^ry 
severe;  on  the  other  hand,  retention  tumors  in  a  uterus  bicornis  or 
uterus  didelphys  are  mueh  mure  closely  connected  to  the  8ound  half. 
The  width  of  the  connection  depentls  on  the  kind  of  double  formation 
present*  In  uterus  didelphys  the  outline  of  the  open  uterus  is  most 
easily  determined;  in  uterus  bieornis  the  tumor  h  usually  so  close  that 
the  angle  between  the  two  eornua  is  difficult  to  demonstrate;  in  uterus 
septus  the  retention  tumor  occupies  a  portion  of  the  uterus  itself,  and 
the  empty  half  can  be  recognized  only  with  the  sound-    The  physical 
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Vm  329. — UTEnr*  IltrottHi;i»/iMi  VAftiS4  Spf'T*  wiTir  OrrLisiojj  of  THt  Rir.irr  Vacstn*.  P.-F»  K* 
<Ori£iiitiL»  Th«  vfttfin»  \»  eanAtrk-Lc^l  on  Um!  righi  by  n  fluctiMlitid  turnor  !wlf  ju  liirise  ilh  &  tiiAFia  htri&cl* 
whitb  rxtctHlfl  oliiMMt  to  tlie  tntrtiitUfi;  cjti  Ihe  dnme  nf  the  rutur^r  (he  riirhl  ptimii  <mu  ho  feU  ninuiiic  ttlmomt 
frKruivtrMply;  tht  l^-ft  et>niu  fun  t*  ili*fincrly  Dutlincil.  Aft«r  inciwion  i|»e  veNtifo*  tfi  Ums  Mttenaal  ftnd  th* 
jnlcrn«l  iKi  elm  b«  ffU  in  \h»  tiKmaiuojIjjuii  ba^^    Tkv  Adjjr^m  nrv  tiuityial^ 

signs  are  also  greatly  modified  according  to  the  quantity  of  fluiil  in  the 
rudimentary  half  of  the  genital  canal.  If  the  retention  tumor  is  chiefly 
or  entirely  limited  to  the  uterine  eornu,  the  sound  half  is  merely  crowded 
over  to  the  other  side,  where  it  may  be  demonstrated  by  [mli*ation  or 
with  the  sound;  if  the  cervix  also  is  involved,  the  vaginal  vault  on  the 
corres^ponding  side  is  crow^ded  dow*nward,  the  septum  in  the  cervix  is 
pushed  far  down  into  the  lumen»  and  the  canal  narrowcfl  to  a  cleft; 
finally,  if  the  occlusion  is  situated  low  dow^n,  and  the  vagina  is  also 
distended,  the  fluctuating  tumor  is  found  below,  forcing  the  septum 
far  flownw^ard  into  the  lumen  of  the  vagina,  while  above  is  found  the 
dilatetl  uterus  (Fig,  329).  In  the  last-mentioned  eases  we  find  a  flue- 
tuadng  tumor  broaitlj*  attached  to  the  entire  width  of  the  genital  tuljc. 
The  symptomatology  is  so  important  in  these  tumors  that  a 
definite  diagnosis  cannot  be  arrived  at  without  giving  It  ilue  consitler* 
Etion.    The  occurrence  of  severe  dysmenorrliLUC  pain  without  diisturbance 
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of  menstruation,  and  a  gradual  increase  of  the  symptoms  associated 
with  slow  growth  of  the  tumor,  which  may  take  place  at  each  menstrua- 
tion, are  characteristic;  the  interval  between  menstruation  is  usually 
quite  free  from  pain.  This  regularity  and  intensity  of  the  symptoms, 
however,  presupposes  normal  functional  activity  of  the  atresic  cornu; 
but  very  often  the  cornu  is  undeveloped,  and  menstruation  is  irregular 
and  scanty.  In  such  cases  the  coincidence  of  the  pain  with  the  men- 
struation is  not  so  well  marked,  and  the  growth  is  exceedingly  slow. 
Finally,  if  only  mucus  and  pus  accumulate  in  the  tumor,  the  menstrual 
symptoms  are  entirely  absent,  although  slow  growth  of  the  tumor  goes 
on  hand  in  hand  with  an  increase  of  the  pain. 

The  differential  diagnosis  between  hematometra  and  hydrometra 
is  based  on  this  symptom  alone;  while  pyometra  may  be  recognized 
by  the  presence  of  fever,  the  leukocytosis  which  often  accompanies  it, 
and  the  associated  inflammation. 
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Diag:nosis  of  Diseases  of  the  Urinary  Apparatus. 

Physiology.  In  order  to  tinderstanci  the  different  disturbances 
of  urination  which  form  the  starting  point  for  the  diagnosis  of  these 
conditions,  I  shall  explain  the  physiology  of  urinary  secretion* 

The  urine  which  escapes  from  the  renal  pyramida  collects  in  the 
pelvis  anil  flows  into  the  ureter.  As  soon  as  the  urine  enters  these 
canals,  the  nmscularis  contracts  reflexly  and  the  urine  is  propt^lcd  by 
a  succession  of  wavy  contractions  into  the  bladder,  which  it  enters 
rhythmically  at  intervals  ranging  from  a  few  seconds  to  one  or  two 
minutes.  So  long  as  the  bladder  is  emptyj  the  upper  wall  closes  down 
over  the  lower  like  an  inverted  dish.  The  first  urine  eullects  in  the 
lateral  pouches  and  gradually  separates  the  upper  from  the  lower  wall; 
certain  divisions  are  thus  formed  by  the  adhering  bladder- wall,  until 
gradually  the  roof  and  the  floor  are  completely  separated.  Until  the 
bladder  is  distended  by  a  large  quantity  of  fluid  it  retains  it.s  flat  and 
relaxed  shape*  Continence  of  the  bladder  is  effected  by  means 
of  the  small  muscles  of  the  sphincter  intern us^  which  surrounds  the 
neck  of  the  bladder  and  produces  a  permanent,  elastic,  tonic  closure. 
In  addition  the  posterior  half  of  the  urethra  is  surrounded  by  trans- 
versely striated  muscle,  which  is  under  control  of  the  will,  and  is  called 
into  action  only  when  the  closure  of  the  bladder  is  to  be  reinforced 
actively.  When  the  bladder  is  filled  to  a  certain  point,  the  fact  is  con- 
veyed to  the  individuars  consciousness  througli  sensory  fibres.  A 
distinction  is  to  be  made  between  the  sensation  of  a  full  Idadiier, 
due  to  distention  of  the  viscus  and  felt  as  a  fall  pressure  in  the  lower 
abdomen,  and  true  desire  to  urinate,  which  always  originates  in  the 
neck  of  the  bladder.  .\s  the  distention  continues,  the  region  of  the 
posterior  fold  of  the  internal  orifice  is  obliterated  or  distended,  and 
the  urine  enters  the  neck  of  the  bladder,  producing  the  desire  to 
urinate.  The  sensation  is  probably  produced  directly  by  contraction 
of  the  striated  muscle  surrounding  the  urethra*  Under  pathologic 
conditions  the  sensation  is  frequently  exaggerated,  until  it  becomes 
a  genuine  pain.  During  evacuation  of  the  urine  the  muscle 
is  allowed  to  relax,  either  voluntarily  or  reflexly,  thus  opening  the 
urethra.  The  urine  then  escapes  from  the  bladder  merely  uuiler  the 
influence  of  intra-abdominal  pressure*  The  mechanism  of  urination 
may  be  compared  to  the  escape  of  the  contents  of  a  pot  after  a  stopper 
in  the  bottom  of  it  has  been  removed;  just  as  the  fluid  escapes  under 
the  influence  of  air  pressure  after  an  opening  has  been  providetl,  so  the 
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urine  escapes  from  the  bladder  after  the  closure  has  been  relaxed. 
Certain  differences  in  urination,  such  as  the  force  of  the  stream,  depend 
on  the  degree  of  intra-abdominal  pressure;  spontaneous  urination  can 
take  place  only  while  the  intra-abdominal  pressure  is  positive.  The 
acclerator  urinae  takes  no  part  in  urination;  it  merely  renders  the  wall 
of  the  bladder  elastic  so  that  it  may  accommodate  itself  to  its  contents; 
possibly  it  may  be  responsible  for  the  expulsion  of  the  last  few  drops  of 
urine.  As  the  urine  escapes,  the  bladder  becomes  smaller  and  the  intra- 
abdominal pressure  forces  the  upper  wall  down  on  the  lower,  beginning 
in  the  median  line.  Concentric  contraction  of  the  bladder  does  not  occur, 
and  some  urine  usually  remains  in  the  lateral  pouches. 

The  diseases  of  the  urinary  apparatus  that  interest  the  gynecolo- 
gists are  subdivided  according  to  the  individual  organs  into  diseases 
of  the  urethra,  bladder,  ureter  and  kidneys. 

Diseases  of  the  Urethra. 

The  diagnosis  of  urethral  diseases  necessitates  a  number  of  methods 
of  examination  which  differ  from  those  ordinarily  employed  in  gyne- 
cology and  therefore  require  a  separate  description. 

Methods  of  Examination.  Inspection.  The  patient  is 
placed  on  the  operating  chair  and  the  following  points  are  noted:  the 
„  ^  ,    ,         position  and  size  of  the  external  urethral  orifice;  color  and 

Methodfl  of  *^  ' 

Examination.  dcgrcc  of  swelliug  of  the  Urethral  mucous  membrane;  the 
swelling  of  the  fold  surrounding  the  urinary  meatus;    the 

urethral  secretion;  the  presence  of  macules  or  reddening  of  the  vestibular 

mucous  membrane  around  the  urethral  orifice;  and  the  presence  of 

tumors  at  the  urethral  orifice. 

Palpation.      The   degree   of   swelling   and   sensitiveness   of  the 

urethra  may  be  determined  by  introducing  the  finger  into  the  vagina, 

and  larger  tumors  along  the  canal  may  be  detected  in  this  way.  Palpa- 
tion of  the  inner  surface  of  the  urethra  is  rarely  neces- 
sary and  is  employed  only  if  the  results  of  sounding  and 

endoscopy   are   unsatisfactory.      It   is   not   altogether  without  danger 

because  it  recjuires  dilatation  of  the  urethra. 

With   palpation  is  combined   the  demonstration  of  a    urethral 

secretion     by   milking   the   urethra   from   behind   forward   with   the 

finger  introduced  into  the  vagina,  the  external  orifice  having  previously 
been  cleansed  of  any  vaginal  secretion  that  may  adhere  to  it. 

Denumst  ration  . 

of  Urethral         Thc  (juantity  and  nature  of  the  secretion  are  determined 

Secretion.  .  iri  rii-i*  • 

and  a  smear  is  made  tor  the  purpose  of  looking  for  gonococci. 
Unless  the  secretion  is  very  abundant,  nothing  will  be  obtained  imme- 
diately after  a  urination;  hence  the  examination  should  be  made  a  few 
hours  later,  or,  if  there  is  very  little  secretion,  early  in  the  morning 
before  the  urine    accumulated  during  the  night   has  been  discharged. 
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Examination  with  the  sound  is  very  important  in  the  diagnosis  of 
certain  urethral  diseases*  A  sound  with  a  moderately  thick  head  can  be 
introflueed  without  difficulty  into  a  normal  urethra  if  the 
mucous  membrane  is  smooth  and  painless.  The  sound  is 
employed  chiefly  for  the  purpose  of  detecting  circumseribed  areas  of  pain 
or  irregularities,  contractions  of  the  lumcUj  or  tumors  in  the  urethra. 

Endoscopy  is  mueli  less  important  in  females  than  in  males 
because  the  various  urethral  diseases  can  be  reeognizeil  with  certainty 
by  palpation,  by  sounding,  and  by  examining  the  secretions.  It  is 
therefore  employed  only  in  the  presence  of  certain  special  indications. 
In  chronic  cases  of  urethritis  with  very  little  secretion  and  absence  of 
swelling  it  is  valuable  for  confirming  the 
results  of  sounding,  because  it  permits 
inspection  of  circumscribed  changes  in 
the  urethral  raucous  merabrane.  It  is 
also  necessarj'  in  cases  of  hemorrhage 
from  the  urethra  when  urination  is 
aissociated  with  severe  pain  that  cannot 
be  explained  by  recent  inflammation* 
In  cases  of  this  kind  one  is  prepared  to 
find  polyps,  tumors,  or  foreign  bodies 
in  the  uretlira,  and  (juite  f retjuently  such 
conditions  must  be  differentiated  from 
purely  nervous  states.  Casper  s  endo- 
scope is  the  best  instrument  for  endos- 
copy of  the  female  urethra- 


FtQ,  3341* — CA^i-fcii'ii    Em&dbjcoi'is    for    tbi 


Th«  upper  exiremiiy  of  Casper'i  endoscope 

fM  proviiled  wii  h  a,  handle  rontaming  a  largo  incan- 

desasut  bmp,  vvkieh  by  means  of  lenses  and  prbms 

projecti  the  Iighr   into  the  tul)r  at  a  ng!it  angle. 

Tbe  obaerver  looks  tnto   the  tttbe  directly  alxjve    the    prism^  and    is  enabled    to  sttidy 

the  eh&nges  in  the  uiethrtil  mucous  membrane  under  full   lUuinination    (see  Fig.  <'i3UJ 

For  the  successful  performance  of  endoscopy  the  urethral  orifice 
must  be  wide  enough  to  admit  a  tube  about  7  mm.  thick;  if  not,  It  must 
be  dilated  with  blunt  dilators.  The  introduction  of  the  tube  from  before 
backward  is  painful,  hut  has  the  great  advantage  over  examining  from 
behind  forward  that  the  observer  is  not  constantly  disturbed  by  the 
flow  of  urine  from  the  bladder.  If  the  urctlira  h  too  sensitive^  one  to 
two  grams  of  a  10  per  cent,  solution  of  eocain  is  injected  five  minutes 
before  the  tube  is  introduced.  If  the  examination  is  made  from  behind 
forward,  the  bladder  must  first  be  completely  emptied,  and  even  then 
the  urethra  as  well  as  the  tube  has  to  be  constantly  sponged  in  order  to 
keep  them  dry*    The  normal  urethra  appear^^  in  the  tube  as  a  cleft,  which 
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represents  the  lumen  surrounded  by  the  radiating  folds  of  the  mucous 
membrane.  The  mucosa  is  reddish  and,  in  the  posterior  segments, 
sometimes  purplish  because  of  the  many  veins.  The  lacunae  in  the 
mucous  membrane  arc  recognized  by  their  elevated  border.  Littre's 
glands  cannot  usually  be  seen  distinctly.  As  the  end  of  the  tube  glides 
through  the  internal  orifice  into  the  bladder,  the  much  paler  vesical 
mucous  membrane  appears  in  the  opening,  and  urine  begins  to  flow. 
oocrative  Operative    opening   of   the    urethra,  by  means  of  a 

Opening  of         lateral  and  bilateral  incision  carried  backward  about  one 

the  Urethra.  _  it*.  •  •  ii«j> 

to  one  and  one-half  centimeters,  is  employed  only  after 
all  other  means  have  failed,  as,  for  example,  in  cases  of  circumscribed 
tumors,  especially  when  immediate  removal  is  contemplated. 

Examination  of  the  urine  is  of  no  special  importance  in 
the  diagnosis  of  urethral  diseases.  While  it  is  true  that  abnormal 
constituents,  such  as  pus,  blood,  or  particles  of  tumors,  may  be  mixed 
Examination  of  with  the  urinc,  they  are  much  more  easily  recognized  by 
theUnnc.  cxprcssiug  them   directly   from   the   urethra.     The    main 

object  in  examining  the  urine  in  urethritis  is  to  determine  whether  the 
bladder  is  healthy.  For  this  purpose  the  urine  must  be  obtained  before 
it  has  been  polluted  by  abnormal  constituents  from  the  urethra  (catheter 
specimen);  but  in  acute,  and  especially  in  infectious  diseases  of  the 
urethra,  catheterization  is  always  attended  by  the  dangers  of  infect- 
ing  the    bladder   and    is    therefore    contraindicated.      In   such    cases 

Thompson's    method    of  collecting  the  urine   in  two 

Thompson  fl  *■  •  i         mt 

Two  Glass  separate  glasses  must  be  substituted.     The   patient    first 

flushes  the  urethra  with  a  certain  quantity  of  urine  and, 
after  the  vagina  has  been  closed  off  with  a  tampon,  the  remainder  is 
discharged  into  a  separate  glass  and  used  for  the  examination. 

Urethritis.     Urethritis  is  the  most  important  of  urethral  diseases. 
In  the  acute  stage  its  recognition  is  easy;   in  chronic  cases  and  in  the 
presence  of  sequelae  it  may  be  exceedingly  difficult.  In  very  acute  inflam- 
mations the  tissues  around  the  external  orifice  are  swollen  and 
^  "  '^'  edematous.     The  urethral  mucous  membrane  is  intensely 

reddened  in  chronic  forms,  particularly  in  gonorrhea;  the  mucous 
membrane  surrounds  the  urethral  orifice,  is  reddened  and  macular, 
and  sometimes  the  orifice  is  surrounded  by  condylomata  acuminata. 
In  recent  cases  the  infiltrated  urethra  can  be  felt  through  the  vagina 
as  a  thick,  cylindrical,  painful  cord,  which  in  a  slighter  degree  may  even 
be  recognized  in  chronic  cases.  The  prCvsence  of  a  secretion  is  the 
most  important  diagnostic  point.  The  normal  urethra  is  perfectly  dry, 
and  if  fluid  can  be  expressed,  it  indicates  some  alteration  of  the  mucous 
membrane.  In  very  recent  cases  pure  yellow  pus  can  be  expressed  in 
thick  drops;    after  one  or  two  weeks  the  flow  of  pus  ceases  and  the 
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secretion  becomes  whitish.  In  this  form,  consisting  principally  of 
desquamatet]  epithelium,  it  may  persist  for  months  or  years  and  is  one 
of  the  surest  signs  of  chronic  urethritis.  The  hist  stage  of  the  secretion, 
which  may  continue  for  a  hmg  time,  consists  in  a  moderate  degree  of 
epithelial  desfjuamation;  finally,  the  secretion  may  cease  altogether, 
leaving  merely  an  irritative  condition  of  the  urethra  whit'h  causes  con- 
siderable disfomlort  during  micturition.  In  the  diagnosis  of  these  eases, 
in  which  the  patient  complains  of  tickling  and  burning,  prickling  and 
itching,  a  *' funny''  feeling  after  urination,  associated  witli  a  moderate 
degree  of  strangury,  the  sound  is  the  most  useful  instrument.  The 
slightest  touehj  particularly  in  the  posterior  urethra,  produces  pain 
and  the  same  sensations  as  are  felt  during  urination;  sometimes  irregu- 
larities are  felt  which  are  particularly  sensitive  to  pressure.  The  loca- 
tion of  these  painful  sensations  can  be  deteeteti  with  a  fair  degree  of 
certainty  and  differentiated  from  vesical  irritation  by  means  of  the 
sound.  There  is  rarely  any  occasion  to  resort  to  endoscopy  after  using 
the  sound,  except  possibly  in  cases  of  persistent  urethral  symptoms  in 
which  neither  the  examination  of  the  secretion  nor  sounding  yi{  ldf!i  any 
positive  result.  Personally,  I  have  never  felt  the  necessity  of  resorting 
to  the  endoscope  in  these  cases,  and  therefore  am  unable  to  (h^srribe 
the  pictures  seen  from  my  own  experience.  I  shall  accordingly  follow 
Janowski,  who  describes  a  chronic  circumscribed  form.  In  the  first 
place,  the  wall  of  the  urethra  is  diffusely  infiltrated  and  exhibits  rough 
unyielding  folds;  in  some  places  dense  infiltrations  are  detected,  whitdi 
form  heavy,  yellowish-red  folds  on  the  surface  of  tln'  mucous  nuunbrane, 
projecting  into  the  tube.  In  the  areas  in  process  of  healing  the  epithe- 
lium appears  gray  or  the  color  of  mother  of  pearl*  strictures  are  rare* 
In  the  circumscribed  form,  infiltration  is  seen  around  the  laeuuie  and 
Littre's  glands;  the  epithelium  is  slightly  gray  and  extremely  vulner- 
able at  the  surface.  As  healing  takes  place  the  entire  infiltrated  zone 
is  covered  with  delicate,  distinctly  retiform  strantls  of  cicatricial  tissue, 
which  gradually  flatten  out  and  become  white;  this  is  often  attended 
with  moderate  constriction. 

Tumors  of  the  Urethra.  I  shall  use  the  word  *' tumor''  to  describe 
any  circumscribed  swelling  of  the  urethral  nmcous  membrane,  whether 
it  projects  from  the  external  urethral  orifice  or  lies  within  the 
lumen  of  the  urethra.     The  only  conditions  that  possess  tuiimjti.o| 

practical  importance  are  ]>oly|it^  of  the  un^thral  mucous  n>*  ureth™. 
mendjrane,  condylomata  acuminata,  mucous  pnlyjis  (caruncles),  and 
carcinoma  of  the  urethra.  The  diagnosis  of  these  tumors  is  ea.sy  when 
they  are  situated  at  the  edge  of  the  orifice,  or  within  it,  and  |>roject 
from  the  lumen  of  the  urethra  at  least  far  enougli  to  allow  the  ajjrx  of 
the  tumor  to  be  seen.  Under  these  circumjstances  they  may  be  brought 
36 


5m 


GYNECOLOGICAL   DL\GNOSIS 


into  view  a  little  better  by  pushing  them  forward  with  the  finger  through 

the  vagina,  or  having  the  patient  hear  down.     It  is  always  desirable  to 
j^ee  the  greater  portion  of  the  tumor,  particularly  its  point  of  insertion. 
The  diagnosis  is  much  more  difficult  if  the  tumors  are  situated  so  far 
within  the  urethra  that  they  cannot  be  seen.    In  these  cases  the  presence 
of  a  tumor  (or  of  a  foreign  bodyl  is  .suggested  by  the  severe  irritatioi 
that  attends   urination.     Cramp-like   pains   ratliating  into    the    viilva^l 
the  anus,  and  often  into  both  thighs:  cramp.s  in  the  floor  of  the  pelvis, 
with  violent  tenesmu.s  of  the  sphinetiT  ani;   and  hemorrhage  from  th« 
urethra  limy  also  be  present.     The  actual  presence  of  a  tumor  is  demon- 
6trate<l  with  the  sound  or  the  entloscope.     In  making  the  differential 
tiiagnosis  of  the  above-named  conditions,  we  must  tletermine  by  mean^ 
of  the  sound  or  tlie  catliettT  their  relation  to  the  orifice,  and  the  presence 
of  the  uriihral  lumen  in  or  alongside  of  the  tumon 

Prolapse     of    the    urethral    mucous    membrane    ahvaj's     cause 
alteration  of  the  lumen.     In  circular  prolapse  the  lumen  is  seen  at  the 
centre  of  the  tumor;    in  partial  prolapse  of  one  wall  the  lumen  is  eres- 
centic  and  crowded  over  to  the  other  side.     Another  sign 
^"Tu^i^        of  prolai)se  is  the  ability  to  replace  the  relaxeil   mucosal 
MetX^ne.  ^^^^'  restore  the  eanal,  while  at  tlie  same  time  the  absence 

of  eircumscril)ed  thickening  in  the  wall  is  determined  by 
simultaneous  palpation  through  the  vagina.  The  prolapsed  mucous 
membrane  presents  every  shade  of  red  and,  if  gangrene  is  present,  which 
is  frequently  the  case,  its  color  Is  a  dirty  brownish- red. 

Condylomata  acuminata  are  recognized  by  their  roughs 
papillary  surface  and  pale  red  color;  they  are  painless  to  the  touch, 
cmidyioinflHi  usually  muItiplc,  especially  at  the  vulva,  and  associated 
Acumiiiina.  ^.j|.j^  sigm  of  Catarrh.  Sometimes  they  coalesce  to  form 
cauliflower-like  growths  around  the  urinary  meatus. 

Caruncle  or  mucous  polyp  (vascular  polyp)  is  almost  always 
solitary  and  situated  at  the  edge  of  the  external  urethral  orifice.  The 
surface  is  covered  with  smooth  mucous  membrane  with 
an  indented,  pectinate  border;  the  coh)r  is  bright  red 
and  the  tumors  are  exceedingly  painful,  both  spontaneously  anil  on 
contact,  and  occasionally  produce  cramps  and  vaginismus. 

Primary  carcinoma  situated  at  the  external  urethral  *>rifice 
is^rare;  it  resembles  cancer  of  the  vulva  and  is  characterised  chiefly 
by  the  infiltration  at  the  base  and  the  friatJe  nature  of  the  surface. 
Periurethral  carcinoma  is  more  common.  Beginning 
in  the  urethra  itself^  it  produces  marked  infiltration  and 
a  cartilaginous  elastic  sw^-Uing  of  the  urethral  fold;  this  is  very  char-  i 
acteristic  and  easily  distinguished  from  inflammatory  swelling,  which 
is  much  softer. 
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Sarcoma  is  exceedingly  rare.  It  begins  in  the  deeper  layers, 
causes  bulging  of  the  niucous  membrane  and  dilatation  of  the  urethral 
orifice,  fmni  which  the  tumor  may  i)rnjeet. 

Circumscribed  tumors  of  tht^  wall  developing  WMthin  the  ure- 
thra may  be  sarcomata,  fibromata,  or  mucous  polyps;  not  infrequently 
they  can  be  felt  directly  with  the  sound.  Entloscojjy  of  the  urethra 
is  of  great  importance  in  these  cases,  Ebermann  has  described  the 
endoscopic  findings  with  small  tumors  in  the  urethra.  At  the  point  of 
attachment  the  normal  longitudinal  folds  disappear  and,  if  the  urethra 
is  greatly  distended,  those  in  the  entire  neighborhood  aku.  The  surface 
of  a  polyp  appears  smooth  and  intensely  red,  while  papillomata  have 
an  uneven  surface  and  in  some  places  throw  a  circular  shadow.  Forced 
dilatation  and  digital  exploration  of  the  urethra  is  a  method  that  is  much 
more  severe  than  endoscopy.  If  a  positive  diagnosis  cannot  be  made 
by  the  methods  so  far  described  and  a  tumor  is  suspected,  it  is  better  to 
divide  the  urethra  on  both  sides  instead  of  resorting  to  forced  dilatation, 
and  in  case  the  iliagnosis  is  confirmed,  to  remove  the  tumor  at  once* 

Tumors  of  the  bladder,  as  well  as  urethral  tumors,  may  grow  into 
the  urethra  and  force  their  way  out  from  the  external  orifice. 

Calculi  and  foreign  bodies  are  easily  recognised  with  the 
sound  or  with  the  endoscope. 

Diseases  of  the  Bladder, 

From  the  standpoint  of  tin*  practitioner  it  is  more  advisable  to  begin 
w^ith  certain  symptonis  for  which  his  at! vice  is  sought,  and  look  for  their 
causes,  before  discussing  the  diagnosis  of  the  individual  diseases  of  the 
bladder,  A  systematic  description  would  be  of  no  value  for  diagnostic 
pur|Koses.  Most  patients  come  to  the  physician  on  account  of  symptoms 
occurring  during  urination^usually  increased  anil  {)ainful  micturition, 
or  pain  during  the  act  (tenesmus  vesicae,  dysuria);  rarely  on 
account  of  incontinence  of  urine,  or  difficult  or  impossible  urination 
(ischuria).  In  rare  cases  the  patient  seeks  advice  solely  because  she 
has  noticed  changes  in  the  urine  (hematuria).  It  then  becomes  the 
physician's  duty  to  investigate  the  cause  of  these  symptoms  ami  make 
his  diagnosis  of  the  disease.     Along  this  path  I  propose  to  guide  him. 

Diagnosis  of  the  Causes  of  Tenesmus  Vesica  (Dysuria), 

Definition.     Before  discussing  the  diagnosis  of  this  exceedingly 
common  complaint*  it  is  necessary  to  tiefine  the  term  '*  tenc^smus  vesicae," 
The  fretiucnt  desire  to  urinate  is  not  in  itself  pathologic; 
for,  while  it  is  true  that  a  healthy  woman  does  not  urinate 
uftener   than  four  or  five  times  a  day,  anri  not  at  all  at  niglit»  fiabit, 
the  quantity  of  fluitl   ingested,   an<l  enjotional  excitement  fretjuently 
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cause  increased  micturition  under  otherwise  normal  conditions.  These 
conditions,  however,  I  shall  omit  altogether,  and  confine  myself  to  that 
form  of  dysuria  which  is  so  intense  and  so  painful  as  to  bring  the  patient 
to  the  physician;  or  at  least  forms  the  most  prominent  symptom  of  her 
disease.  First  of  all,  we  must  make  sure  that  the  urination  actually 
is  abnormally  frequent,  as  the  patient's  ideas  on  this  subject  are  often 
very  curious.  Nocturnal  micturition,  however,  is  always  to  be  regarded 
as  abnormal.  Next,  we  must  determine  that  the  desire  to  urinate 
really  does  occur  prematurely,  i.e.,  when  the  bladder  contains  but  a 
smali  quantity  of  urine,  and  that  the  frequent  micturition  is  not  also 
associated  with  the  evacuation  of  a  large  quantity  of  urine,  as,  for 
example,  in  diabetes  and  interstitial  nephritis.  Micturition  is  to  be 
regarded  as  pathologic  when  the  desire  to  urinate  is  excited  by  small 
quantities  of  urine,  when  it  cannot  be  suppressed,  and  when  it  is  attended 
by  pain.  This  form  of  pathologic  micturition  occurs  in  diseases  of  the 
urethra;  in  diseases  of  the  bladder;  in  diseases  near  the  bladder,  espe- 
cially of  the  internal  genitalia;  and,  finally,  as  a  purely  nervous  symptom. 
Among  all  these,  diseases  of  the  urinary  organs  are  the  most  important. 

In  searching  for  the  cause  of  dysuria,  it  is  best  to  begin  by  examin- 
ing the  urethra.     (For  the  methods  and  findings,  see  pages  558  to  563). 

If  the  cause  of  dysuria  is  not  found  in  some  urethral  condition, 
we  turn  to  the  bladder,  and  begin  with  examination  of  the  urine. 
Of  all  the  methods  of  examination  uranalysis  is  the  least 
ofT^riLT  troublesome  to  the  patient,  requires  the  least  technical 
skill,  and  in  the  majority  of  cases  the  data  obtained  are 
entirely  adecjuate  for  a  diagnosis.  In  the  main  it  consists  in  recognizing 
diseases  of  the  bladder  by  the  presence  of  abnormal  constituents  that 
are  mixed  with  the  urine,  or  changes  in  the  urine  which  have  taken 
place  in  the  bladder.  The  urine  must  be  obtained  free  from  admixture, 
with  nothing  derived  from  other  organs.  As  in  women  it  is  very  diflScult 
to  avoid  pollution  with  vaginal  secretion,  the  urine  should  always  be 
obtained  by  catheter.  In  recent  gonorrheal  urethritis,  or  if  catheteriza- 
tion is  impossible  for  other  reasons,  the  two-glass  method  must  be  em- 
ployed. In  using  a  glass  th^  bladder  should  be  completely  emptied  and 
special  attention  must  be  paid  to  the  last  of  the  urine  in  which  sediment 
and  blood  usually  collect.  To  determine  whether  a  sediment  is  present, 
it  is  not  enough  to  examine  the  urine  in  the  chamber,  or  even  in  a  large 
urine  glass;  nor  is  the  'kittle  bottle  of  urine ^'  that  the  women  usually 
bring  along  with  them  adapted  for  an  accurate  examination.  The 
urine  should  be  collected  in  a  thin,  high  glass  receptacle  with  a  base, 
of  a  capacity  of  80  to  100  grams;  or  received  directly  into  test- 
tubes,  in  which,  when  held  up  to  the  light,  the  most  minute  sediment 
can  be  seen  with  the  unaided  eye  in  the  narrow  column  of  urine. 
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If  the  urine  in  a  thin  glass  appears  perfectly  clear,  vesical  disease 
can  be  excluded  with  a  very  great  degree  of  probability;  but  if  the 
urine  contains  a  sediment,  examination  of  the  latter  affords  a  very 
convenient  method  of  diagnosis.  Simple  inspection  is  rarely  enough. 
The  coarse,  pink  j^ediment  which  is  j>recipitatcd  from  highly  colored 
urines  as  they  cool  is  of  course  at  once  recogniseed  as  urates;  again ^ 
uniform  turbidity  in  a  recent  urin*%  without  the  formation  of  sedinu^ntp 
indicates  numerous  bacteria;  and  a  uniform  distribution  of  minute 
particles  in  suspension  points  to  the  ailmixture  of  organic  elements, 
such  as  pus  or  epithelium;  blooil  als^o  can  easily  be  recognized  in  the 
urine.  In  most  cases,  however,  chemical  and  sometimes  microscopic 
examination  nf  the  sedimi^nt  is  necessary. 

Note*  T  i*linll  give  only  t be  iinportant  fk*nient4irj'  rhemical  und  mitTOiscopic  arinary  t«sU, 
and  refer  ihe  TtHnlpr  for  ilic  detaib  to  t  ht*  ttvvt4>ooka  of  Pimncr,  llisiTmniT,  Ziilu^rand  Dlierliinden 

The  chemical  examination  is  begun  by  warming  part  of 
the  urinary  sediment  in  a  test-tube.  If  the  sedinif^nt  disiiolves  com- 
pletely it  consists  of  sodium  urate;  if  it  dtjes  not  liissolve,  a  few  drops 
of  acetic  acid  are  ailded^  ami  if  this  ek-ars  up  the  .sedimi^nt,  ch^njimi 

the  urine  contains  phosphates;  whether  these  are  earthy  Exanunm^oo, 
phosphates  (phosphates  of  alkaline  earth)  or  triple  phosphates  (am- 
monium and  magnesium  phosphates)  m  best  determined  by  microscopic 
examination.  If  the  sediment  is  not  ilissolved  eith<*r  by  heat  or  by 
the  addition  of  acetic  acid,  it  probably  consists  of  cellular  constituents — 
pus,  epithelium,  blood — or  baettM'ia;  if  the  sediment  bi^comus  more 
cloudy  on  heating,  there  may  be  an  increased  excretion  t)f  phusjdiateSi 
or  the  precipitate  may  be  albumin;  the  former  are  dissolved  by  the 
addition  of  a  few  drops  of  acetic  acitt,  which  does  not  affect  albumin  or 
even  causes  it  to  coagulate  still  more  firmly. 

If  chemical  anal3^8is  shows  the  presence  of  an  organic  sediment, 
it  must  be  followed  by  microscopic  examination.  If  the  sedi- 
ment is  abundant,  a  specimen  may  be  obtained  by  allowing  it  to 
settle  in  a  conical  glass  or  in  a  filter  paper;  if  it  is  scanty  Mtcmi-eothc 
it  must  be  precipitated  in  a  centrifuge.  By  means  of  the  i^^^^^o^^^^- 
centrifuge  sediments  can  be  recognized  which  would  otherwise  escape 
the  exanuner's  notice;  by  its  aid  the  diagnosis  of  tliseases  of  the 
bladder  has  become  \'i.*Ty  much  more  accurate^  and  the  field  of  so- 
called  nervous  diseases  of  the  bladder  considerably  narrow^ed.  Normal 
urine  contains  no  sedinn'nt,  or  at  most  a  small  cjuantity  of  mucus  with 
a  few  desquaniateil  squamous  epithelial  cells.  The  first  thing  to  look 
for  under  the  microscope  is  pus,  which  is  the  most  positive  sign  of 
inflammatory  changes  in  any  portion  of  the  urinary  apparatus,  from 
the  urethra  to  the  parenchyma  of  the  kidney.    Pus  is  recognized  without 
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any  difficulty-     In  the  unstained  preparation,  the  roumL  sharply  out- 
lined  pnn  cells  may  ea^fily  he  distinguished   under  feeble   illuminatioo 
from  all  other  atl mixtures  of  the  urine.    In  alkaline  urine  they  occagion- 
ally  swell  up  and  their  contours   become   somewhat  blurred,   so   that 
they  are  IvBs  dir^tinct,     Polynuclear  pus  eell^  are  most  easily  recognized 
after  the  specimen  has  been  stained  with  an  anllin  dye.    The  origin  of 
the  pLif?,  wliether  from  the  bladder  or  from  the  urinary  apparatu:^,  eanoot 
be  determined  with  the  microscope.     Next  in  importance  are  the    epi-, 
thelial    cell??;    they  are  rarely  found  in  normal  urine,  but  are  more 
or  lesft  abundant  in  pathologic  conditions;    they  occur  in  small  aggre- 
gations, or  even  in  large  .shred^?;    they  are  of  the  squamous   variety, 
cuboitlal,  with  |>rominent  corners  and  retracted  edges,  and  sometimes 
caudate.     After  prolonged  exposure  to  the  action  of  tlie  urine,    they 
swell  up  and  their  contours  heconie  intUstinct.     The  origin  of  the  cells 
cannot  he  determined  liv  their  microscopic  appearance,  but  their  presence 
in  large  numlters  and  coherent  pieces  is  of  pathologic  signifieanee.      The 
presence  of  blood,   whether  in  the  ftjrm  tjf  well-preserved  red    blood 
cells,  or  washed  out,<iegenerated  cells,  or  merely  pigment,  must  be  noted; 
its  origin,  whether  from  the  bladder  or  the  kidney^  cannot  be  decide  J 
by  the  microscope.      Large  quantities  of   mucus,    either  in  the  form 
of  uniform  glairy  layers,  or  of  individual  mucous  corpuscles,  are  often 
found  suspeufled  in  the  urine.    The  presence  of   microorganisms    is 
very  impr»rtant  from  the  etiologic  staml point;    they  may  be  demon- 
strated by  the  ilry  methorl,  in  the  hanging  drop,  or  by  staining  a  speci- 
men with  an  atiilin  dye;    for  identifying  the  different  varieties  an  oil 
immersion  lens  is  requirecL     In  ordinary  practice  the  most  important 
bacteria  are  gonococci  and  tubercle  bacilli.     Amorphous  and   cr\'s- 
t aline    precipitates    are  also  found,  either  with  organic  sediment 
or  without  it.     Amorphous  urates  and  needle-  or  rosette-shaped  urate 
crystals    and    phospliates,    thorn-apple    crystals   of   ammonium    urate, 
yellowish  whetstone  crystals  of  uric  acid,  the  square  envelope-shaped 
crystals  of  raleium  oxalate,  and  tlie  coffin-shaped  crystals  of  ammonium 
and  magnesium  phosphate  are  the  most  eotnmon. 

The  odor  of  the  urine  has  only  a  very  subordinate  diagnostic 
significance.  In  infectious  cystitis  with  ammoniacal  decomposition 
the  sharp,  pungent  odor  of  ammonia  is  noted;  while  in 
chronic  cystitis,  particularly  of  gonorrheal  origin,  the 
urine  is  generally  not  dccoraposed  and  odorless.  If  the  bladder  contains 
necrotic  tumors,  the  urine  has  a  fetid  odor. 

The  reaction  of  the  urine  becomes  alkaline  in  cystitis  with  ammo- 
niacal decomposition,  and  occasionally  also  in  disturbances  of  metabolism. 

Catarrh   of    the   bladder   is    by    far    the    most    common    cause    of 
dysuria  and  can  be  diagnosticated  by  examination  of  tlie  urine  alone* 
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Tlic  urine  contains  catarrhal  s^ccretion,  consisting  eliiefly  nf  pus  and 
bladder  epithelium.  The  fiuantity  of  pus  maybe  exceedingly  variable. 
In  acute  forms  it  is  often  ^o  abundant  that  it  forms  a  heavy  sediment; 
while  in  chronic,  and  especially  gonorrht-a!  ca^es,  the  (juan- 
tity  is  often  so  small  that  it  cannot  be  recognissed  as?  a  Findins^tt 
seiUment,  If  large  ([uantitiey  of  pus  are  cons^tantly  found  ih^u5!le"J! 
in  chronic  cases  of  catarrh  of  the  bladder,  ynrne  other 
source  must  be  suspected,  such  as  the  formation  of  diverticula,  per- 
forating abscess,  pyosalpinx,  or  sup{>uration  of  the  kidney.  The  presence 
of  puf^  i.s  always  one  nf  the  most  im[K)rtant  signs  of  catarrh  of  the  bladder, 
but  ocea.sionally  it  may  pcjint  to  sui^puration  higher  up.  Whether  the 
pus  is  derivetl  from  the  bladder  or  the  kidney  can  be  determined  only 
with  the  aid  of  the  cystoscnpe*  Epithelial  cells  are  found  in  addi- 
tion to  pus  in  catarrh  of  the  blachler  in  acute  cases^  otten  in  large  coherent 
masses.  In  chronic  catarrh,  and  sometimes  after  rccoVcry  from  an 
acute  condition,  epithelial  desquamation  may  continue  for  some  time 
with  moilerate  subjective  symptoms.  Whether  the  epithelial  cells  are 
derived  exclusively  from  the  bladder  cannot  be  tlecided  by  the  micro- 
scope. Blood  is  fount]  only  in  acute  vesical  catarrh,  intimately  mixed 
with  pus;  protracted  or  repeated  hemorrhages  and  large  rpiantitics  of 
blood  without  pus  always  suggest  some  severe  disease  of  the  bladder 
or  kidney*  Mucus  is  usually  present  in  catarrh  of  the  blachler.  With 
regard  to  microorganisms,  a  large  number  of  bacteria  in  the 
urine  usually  indicates  catarrh  due  to  external  (catheter)  infection; 
in  gonorrheal  cystitis  no  bacteria,  not  even  gonococci,  are  found  as  a 
rule.  An  alkaline  or  neutral  reaction  in  conni*ction  with  the  presence 
of  organisms,  triple  phosphates  and  pus,  suggests  vesical  catarrh,  par- 
ticularly the  form  vvliich  is  apt  to  follow  the  use  of  a  dirty  catheter; 
in  gonorrheal  cystitis  the  reaction  of  the  urine  is  usually  normal,  and 
in  tuberculosis  it  is  usually  excessively  acid.  Ammoniacal  odor  of 
the  urine  occurs  in  catarrh  with  decomposition,  but  a  normal  odor 
does  not  exclude  the  presence  of  catarrh. 

Chenjical  and  microscopic  examination  of  the  urine  in  most 
eases  affords  all  the  data  neeessarj'  for  a  positive  diagnosis  of  vesical 
catarrh;  hence  cystoscopy  should  not  as  a  rule  be  employetl  on 
account  of  the  danger  of  inflection  and  the  proceiiurc  is  absolutely 
contraindicateil  in  acute  cases. 

But  in  protracted  and  se\ere  catarrhs  cystoscopy  must  be  employed 
in  order  to  s^^arch  for  the  cause  which  produces  and  keeps  up  the  catarrli, 
such  as  a  foreign  l>ody  or  a  calculus;  whenever  there  is  a  suspicion  of 
some  sijecific  infection,  such  as  tuberculosis;  or  when  with  but  slight 
urinary  changes  the  subjective  symptoms  are  intense,  in  order  to 
discover  unusual  complications,  such  as  ulceiB* 
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The  cystoscopic  picture  in  cystitis  is  very  complicated,  being  com- 
posed of  hyperemia,  swelling  of  the  mucous  membrane,  ecchyii loses, 

ulcerations,  and  the  pathologic  secretion  of  the  diseased  bladder  walL 

H y  p  e  re  m  i  a  produces  dilatation  of  the  vessels,  both  of  the  medium 

sized  and  smaller  veins  and  of  the  capillaries.     The  number  of   bUiod- 

vessels  is  greater  than  normal,  and  they  appear  either  as  ramifying. 


3  4 

Fm.  331  — CvsTOftiorlr  Futures  in  Vesical  Cataiuih.  1.  InereAiie  i>f  ihp  -^Tiseukr  Irunits  tii  «)irrknio 
C^mtitii^.  2.  Miii-bl)n«  ot  tli*  murourt  rnvHulimnc:  in  pjipil|ar>'  liypen:mia  with  irregular  dUtribiiiiiJfJ*  3.  t^v^ett- 
ine  <:if  iHc  mucuu^  Jtrieiubratie,  wiih  uJc!«r9  atid  hi^ttiti^rrlia^ea  in  chrunic]  (jy^titisi.  4.  Flat  uletimtiui^  etjv«retl 
with  mucus  and  incruatatjonf ,  (After  Zaaeeiociflter*) 

vascular  trees  or  as  a  network.  The  intervening  portions  of  the  mucous 
membrane  may  retain  their  normal  yellowish-white  color  if  the  capil- 
laries are  not  involved  (Fig.  331 1);  if  the  capillaries  arc  also  engorgotl. 
the  niueous  membrane  presents  a  diffuse  redness^  ranging  from  pale 
ret!  to  Rcarlet  or  brownish-red;  the  variations  of  color  give  the  mucous 
membrane  a  marbled  appearance  (Fig.  331  j).  Diffuse  redness  may 
completely  obscure  the  larger  ectatic  blood-vessels.  (It  should  be 
noted  that  the  degree  of  vascular  injection  can  be  correctly  determined 
only  if  the  pri^iri  is  clean  and   the  light  very  intense.)     Hyperemia 


produces  a  peculiar  glistening  appearance  of  the  mucous  membrane, 
wJiieh  is  particularly  well  seen  ia  recent  conditions ;  later  the  super- 
ficial layer  of  epithelium  desiiuamates  and  the  mucous  membrane^ 
appears  velvety  and  lustreless. 

Swelling  of  the  raucous  membrane  is  almost  always 
present.  In  recent  severe  catarrh  of  the  bladder  the  mucous  membrane 
is  edematous  and  easily  thrown  into  folds;  in  chronic  conditions 
signs  of  hypertrophy  are  more  prominent.  The  membrane  is  greatly 
thickened  and  forms  large  folds;  even  the  larger  vessels  can  barely 
be  seen  undernc^ath  (Fig,  331^).  The  entire  bladder  wall,  or  only 
circumscribed  pohions,  may  be  swollen;  most  freiiuently  the  floor 
and  the  region  of  tlic  ureteral  orifices  share  \n  ilw  hypertrophy. 


Cystitis  Triootsi,  The  mucous  Jtwm- 
brpjie  HiKtWB  eini^iuus  freil)  and  MruJy 
phcii^a  floating  ici  lUc  irrigaiion  waffT 
with  a  precipitatf*  of  iiiucui*  (while). 
The  ri(?ck  of  thi?  blailder  \ii  jiwollen  Bjid 
cov^rp^i  with  aiilierenl  mucus  (tntxlified 
bft«r  j^nsemeinteT). 


Fro.  333.— Tun F,it/L lias  ox  the  Vf>it- 

at   th^  hi f ureal  ion  wf  l)»e  b[oi>ii-vffiW«sia 
(inudihed  uftpr  ZiLnjfeineisl^r). 


Ecehymoses    are  frequently   a,s8ociated   with  severe  hyperemia 

anti  a]>jH*ar  a^  pmall  lie*mnrrhagie  points*  u^sually  situati^l  along  the  top 
of  the  folds  (Fig.  331^),  The  mucous  membrane  bleeds  at  the  slightest 
touch  with  the  cystoscope. 

Ulcerations  are  quite  frequent,  particularly  on  the  floor  of  the 
bladdtM\  and  are  recognizetl  m  ilifferenees  in  level,  often  with  sharp 
bordtTS  antl  covered  with  B(*cretions  or  whitish  masses  which  represent 
incrustations  of  precipitated  salts  (Fig.  SSIJ. 

Thr  secretion  is  seen  adherent  to  the  wall  in  large  or  small 
shnnl,^  (Fig.  332)^  or  it  covers  the  waU  in  tlie  form  of  ,sniall  white  dots, 
or  floats  in  the  irrigation  water  after  separating  from  the  mucous 
membrane.  It  may  be  so  abunihint  that  cystoscopy  is  practically 
impossible  in  spite  of  careful  irrigation  of  the  bladder;  whih*  in  certain 
forms  of  catarrh  it  is  so  seanty  as  to  be  barely  seen. 
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It  is  important  to  determine  by  means  of  the  eysioscope  the  variety 
of  vesical  catarrh  present.  Acute  eystitis  is  eharacterisseJ  by 
marked  vascular  injection  and  an  increase  in  the  number  of  visible  blond- 
vesstdi^,  or  by  diffuse  hyperemia.  The  mueou!^  niemliranc  is  Khioy, 
somewhat  edematous,  and  presents  erosions  and  uleerations  with  hemor- 
rhages in  antl  on  the  free  mucous  membrane.    The  secretion  is  abun*lant. 

In  chronic  cystitis  diffuse  hyperemia  is  more  rare;  the  inueoiis 
meml)rane  is  usually  pale  pink  in  color  or  even  grayish-white,  lustreless, 
and  so  thick  that  the  vessels  cannot  be  eeen  through  it;  swelling 
is  very  marked  antl  leads  to  the  production  of  folds.  Hemorrhages 
are  much  more  rare. 

The  cystoscopic  picture  of  gonorrheal  cystitis  is  not  char- 
acteristic. The  above-described  changes  eharacteristic  of  acute  and 
chronic  processes  are  seen.  The  localization  of  the  lesions  at  the  neck 
of  the  bladder  is  characteristic,  and  in  the  form  of  chronic  cystitis 
of  the  neck  of  the  bladder,  it  frequently  represents  the  last  and  only 
sign  of  former  infection  of  the  bladiler  wall-  The  trigonum  in  these 
cases  is  greatly  injected,  and  the  mucous  membrane  is  swollen  and 
covered  with  mucus*  Punctate  hemorrhages  are  often  scattered  over 
the  mucous  membrane. 

Tuberculous  cystitis  is  a  cystitis  accompanied  by  tuber- 
culous infection  of  the  bladder;  but  the  cystitis  is  by  no  means  a  con- 
stant phenomenon^  and  tuberculosis  of  the  bladder  without  cystitis  is 
very  freciuently  observed.  The  assoeiatetl  cystitis  is  not  characteristic 
and  presents  the  same  pictures  as  those  described  above;  on  the  other 
hand,  tuberculosis  of  the  bladder  often  produces  such  definite  changes 
that  the  diagnosis  can  be  made  by  the  cystoscopic  picture  alone.  This 
consists  in  tubercles,  which  appear  as  grayish-white  or  reddish 
nodules  as  large  as  a  hemp-seed  and  often  surrounded  by  a  red  areola; 
they  are  found  frequently  at  the  bifurcation  of  the  blood-vessels,  and 
particularly  at  the  trigonum  and  fundus  and,  in  descending  renal  tuber- 
culosis, around  the  ureteral  orifices.  As  the  tubercles  degenerate, 
ulcerations  are  formed  which  are  not  characteristic  and  can  be  recog- 
niKcd  as  tuberculous  only  by  their  immediate  proximity  to  tuberculous 
nodules.  When  a  descending  renal  tuberculosis  reaches  the  bladder, 
the  orifice  of  the  diseased  ureter  appears  rough  and  ragged,  with  irreg- 
ular, notched  edges  surrounded  by  recent  tubercles,  (In  every  case  of 
tuberculosis  of  the  bladder  the  kidneys  must  also  be  examined  for 
tuberculosis,  see  page  .j9L) 

A  rare  cause  of  frequent  micturition,  usually  with  pain,  is  found 
in  contraction  of  the  bladder  {Sclirumpfljlase),  or  hypertrophy  of 
the  bladfler  wall  with  contraction  of  the  lumen,  which  usually  fol- 
lows chronic   catarrh.      The  desire   to  urinate  is  increased  in  inverse 


proportion  to  the  capacity  of  the  bladder.  The  diagnosis  of  this 
condition  is  made  by  filling  the  bladder;  if  the  desire  to  urinate  occurs 
n^gutarly  when  the  organ  is  only  ninderately  distended,  say  with  80  to 
100  c.e.  of    fluid,  and  the  urine  escapes  along  the  side  of  contracted 

tlie  catheter,  the  capacity  of  the  bladder  is  less  than  normal.  Bladder. 

Acute  catarrh  and  severe  irritation  of  the  bladder  nuist  be  excluded; 
sometimes  the  thickened  wall  of  the  blathler  can  be  directly  felt. 

Other  causes  of  painful  tenesmus  are  tumors,  calculi,  and  foreign 
bodies  in  the  bladder;  but  as  they  also  produce  other  symptoms  and 
refill  ire  a  different  diagnostic  method,  they  are  not  included  in  the 
present  analytical  diagnosis  and  wiU  be  discussed  in  a  separate  section 
at  the  end  of  this  chapter* 

There  is  no  doubt  that  the  cause  of  dysuria  is  most  frequently 
fount!  in  diseases  of  the  urinary  apparatus  itself,  and  since  the  employ- 
ment of  the  more  delicate  methods  of  examination,  particularly  the 
centrifuge  and  the  cystoscope,  the  number  of  eases  in 
which  the  hladiler  ant]  urethra  are  found  entirely  normal  ^rS^^S 
in  the  presence  of  well-marked  ([ysuria  has  become  greatly  ^^'^o^^ 
reduced;  nevertheless  some  cases  remain  in  which  the  cause 
of  the  dysuria  must  be  sought  elsewhere,  chiefly  in  certain  diseases  of 
the  genital  organs.  The  manner  in  which  the  symptom  is  produced 
in  tliese  diseases  is  variable.  Some  lead  to  iliminution  in  the  size 
of  the  true  pelvis  ant!  pressure  on  the  bladder,  or  displacement  of  the 
l>ladder  with  distention  of  the  sensitive  floor  of  the  organ.  Such  condi- 
tions are  pregnancy,  myoniata,  retroflexion  of  the  uterus,  especially  of 
the  gravid  uterus,  tumors  of  the  adnexa,  anteversion  and  anteflexion, 
anteposition,  retro-uterine  hematoceks  and  abscess  in  Douglas'  space. 
AnothtT  class  of  diseases  province  frequent  micturition  reflexly,  par- 
ticularly vulvitis,  colpitis  an<l  other  iiiseases  of  the  nmcous  mcndjranes. 
Inflammations  in  the  neighborhood  of  the  bladder,  such  as' metritis, 
]>eri metritis  antl  parametritis,  exudates  and  pyosalpinx  profluee  uri- 
nary symptoms  because  the  bladder  takes  part  in  the  hyperemia 
of  the  pelvic  organs,  or  because  the  sensitiveness  of  the  vesical 
mucous  membrane  is  increased,  although  no  local  changes  are  present* 
Any  one  of  these  conditions  may  be  the  cause  of  fretjuent  micturi- 
tion, but  only  if  the  urinary  organs  themselves  are  found  to  be 
healthy.  Dysuria  due  to  disease  of  the  bladder  and  urethra  is  attended 
by  pain,  which  is  usually  absent  in  genital  diseases,  with  the  exception 
of  vulvitis,  when  the  inflamed  areas  are  irritated  by  the  urine,  and 
perimetritis.  In  which  the  serous  covering  of  the  bladder  is  involved 
in  the  inflammation. 

If  careful  examination  of  all  the  adjacent  structures  fails  to  reveal 
anything  abnormal,  the  tenesmus  must  be  explained  as  a  local  neurosis. 
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Cases  of  this  kind  unfioubtedly  occur,  although  since  the  mtrodiietion 
of  cystoscopy  the  number  of  cases  of  so-called  irritable  bladder  has 
be<*n  very  much  reduced,  and  the  diagnosis  is  nowadays  aflniissibk* 
Vesicaj  only  when  neither  the   bladder  nor   the  genitalia    can   be 

Neuron.  regarded  as  the  cause  of  the  tenesmus.      Medical  treatment 

is  required  only  if  the  constant  desire  to  urinate  becomes  troublrsomc 
or  interferes  with  the  patient's  occupation  or  general  health.  As  a  rule 
the  patients  are  hypersensitive,  hysterical  iuflividuals.  The  diagnosis 
is  made  entirely  by  exclusion. 

Diagnosis   of  tiie  Causes   of   incontinence. 

Definition.  Incontinence,  or  the  involuntary  evacuation  of 
urine,  is  a  condition  in  which  there  is  a  constant  or  periodic  discharge 
of  urine  not  accompanied  by  the  sensation  of  a  jihysiologic  desire  to 
urinate.  A  very  different  condition  is  meant  by  the  patient  when  she 
says  that  she  cannot  hold  her  urine,  ami  consists  in  an  intense  tenesmus 
with  a  constant  dribbling  of  urine.  The  latter  form  of  involuntary 
urination  is  due  merely  to  the  fact  that  the  patient  is  unable  to  suppress 
the  desire  to  urinate  long  enough  to  reach  the  closet.  The  changf^s  to 
which  it  is  due  are  of  an  entirely  different  nature  and  belong  to  dysuria. 
Before  making  a  diagnosis  of  incontinence  it  is  therefore  wise  to  exclude 
this  condition  by  in^juiring  carefully  into  the  history* 

The  diagnosis  of  incontinence  itself  is  easy.  Eczema  and 
furuncles  arc  often  seen  in  the  neighborhood  of  the  genitalia,  there  is 
a  urinous  odor,  and  a  discharge  of  urine.  There  are,  of  course^  diflfer- 
Diji«iioNUof  ences,  depending  on  the  nature  and  intensity  of  the  disease 
lawatmvncf:,  which  caus(^s  thc  involuutary  urination.  In  the  severest 
cases  the  patients  cannot  hold  a  single  drop,  and  the  urine  flows  con- 
stantly while  they  are  standing  up  or  lying  down.  In  less  severe  cases 
there  is  complete  continence  in  the  horizontal  position;  or  the  woman 
is  at  lea.st  able  to  hold  the  urine  for  a  long  time,  but  loses  it  as  soon  as 
she  stands  ujk  In  still  milder  cases  continence  is  preserved  in  the  erect 
posture,  and  the  involuntary  discliarge  occurs  only  after  sudden  exer- 
tion, after  abdominal  pressure — as  during  coughing  or  sneeezing— or 
during  active  exercise. 

The  physician's  most  important  duty  is  to  discover  the  causes 
of  the  incontinence,  which  may  reside  in  two  entirely  different 
conditions,  cither  in  fistula  and  injuries  of  the  urinary 
apparatus,  or  in  insufficiency  of  the  closing  apparatus  of 
the   bladder. 

Thc  distinction  between  these  two  conditions,  as  well  as  the  diag- 
nosis of  incontinence  itself^  can  usually  be  made  in  the  following  manner: 
Thc  patient  is  plaeeil  on  the  examining  chair,  and  the  source  of  the 
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urine,  whether  in  the  uretlira  or  in  the  vagina,  is  fletcrmined  by  inspec- 
tion- This  is  the  most  important  point  to  j^etth*;  for  if  the  urine  flows 
from  the  vagina,  there  mui^t  be  an  abnormal  eomnumication  between 
the  urinary  and  the  genital  apparatus  (fij^tula),  whik'  the  iHschargc 
from  the  normal  channel  merely  inUieates  insufficiency  of  the  sphincters 
which  control  the  urethra. 

A  fUtuIa  may  be  felt  with  the  finger  if  it  is  situated  in  the  vagina 
and  has  attained  a  certain  size,  and  it  may  be  possible  to  introduce  the 
finger  into  the  bladder  and  to  feel  defects  in  the  vesicovaginal  septum 
if  they  are  large.    If  the  fistulous  opening  is  small  or  hidden  Diii*ttogi« 

among  the  folds  of  mucous  membrane,  it  is  more  easily  ofFi«iii», 

found  with  a  Simon  speculum.  As  soon  as  the  entire  anterior  bladder 
wall  is  exposed  in  the  s^peeulum,  the  urine  is  seen  to  flow  and  collect  in 
the  speculum.  By  carefully  noting  the  direction  from  which  the  urine 
appears  to  come,  the  small  fistula  is  discovered  and  may  be  exposed  by 
separating  the  mucous  membrane  with  hooks  and  tenaculum,  so  as  to 
bring  the  fistulous  opening  and  the  flow  of  urine  into  the  field  of  vision. 
If  there  is  any  tloubt  whether  the  opening  is  really  a  fistula  or  the  external . 
OS,  or  only  an  apparent  opening,  a  catheter  may  be  introduced  into  the 
bladder  and  brought  out  again  through  the  supposed  fistula;  or,  if  this 
fails,  the  catheter  is  allowetl  to  remain  in  the  bladder,  and  a  sound  intro- 
duced into  the  fistula,  and  the  two  brought  into  direct  contact.  If  it 
is  found  impossible  either  to  expose  the  fistula  or  to  see  the  discharge  of 
urine  directly,  the  so-calleil  milk  test  is  employed.  An  irrigator 
is  filled  with  about  a  litre  of  warm  milk  and  the  tube  attached  to  a 
catheter.  After  the  anterior  vaginal  wall  and  the  external  os  have 
been  exposed  in  a  Simon  speculum,  the  catheter  is  introduced  into  the 
bladder  while  the  lower  opening  is  held  shut,  the  vagina  is  wipetl  dry, 
and  the  milk  allowed  to  flow.  If  the  fistula  is  large,  the  milk  appears 
at  once;  if  the  fistula  is  small,  the  first  portion  of  the  milk  introduced 
often  fills  the  bladder  and,  as  the  speculum  is  displact^d  or  the  folds  of 
mucous  membrane  are  separated  with  hooks*  the  milk  suddenly  makes 
its  appearance-  Sometimes,  when  the  bladder  is  very  much  distended, 
the  milk  flows  out  again  through  the  urethra  and  runs  into  the  vagina, 
and  under  these  circumstances  it  may  appear  to  come  from  a  fistu- 
lous opening,  whereas  the  only  condition  present  is  incontinence  of 
the  urethra.  The  milk  test  is  a  very  reliable  method  of  diagnosti- 
cating incontinence,  and  at  the  same  time  of  detecting  a  fistula  and 
determining  its  nature. 

If  the  presence  of  an  abnormal  communication  has  thus  been  recog- 
nized, it  remains  to  be  deternunetl  where  the  fistula  begins  in  the  urinary 
apparatus  and  in  what  portion  of  the  genital  apparatus  it  terminates.  A 
fistula  may  begin  iu  the  bladder  or  ureter  ami  end  in  the  vagina  or  uterus* 
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Occasionally  urethrovaginal  fistula*  are  also  seen;  but  they 
have  no  special  significance  because  a  small  cuiiHiiunit  atioii  between 
the  atiterior  half  of  th(?  urethra  and  the  vagina  merely  causes  a  slight 
changr*  in  the  stream  during  urination  and  does  not  produce  iticon- 
tlnence;  a  fistula  in  tlie  posterior  half,  on  the  other  hand,  usually  extends 
to  the  blailder;  or,  since  it  is  always  associated  with  thi*  destruelion 
of  the  closing  apparatus  of  the  bladder,  produces  the  same  kind  of 
incontinence  as  a  vesical  fistula. 

The  seat  of  the  fistula  may  in  itself  decide  whether  it  is  a  vesical 
or  a  ureteral  fistula.  The  latter  are  usually  situated  to  one  side 
in  the  vagbial  vault  and  rarely  open  into  the  cervix;  while  vesical 
fistulte  are  almost  always  situated  in  the  anterior  wall,  A  positive 
distinction  can  be  made  by  means  of  the  nulk  test.     In  vesical  fisttda 


FtQ.  334. — Cr»TO«eo»o  PiCTtjmt  i«  a  C**b  or  Traumatic  Fwtcla  in  tse  Twook^m.    TIj*  po^erior  pctftum 
ul  the  fiat uIa  in  healed.     CMoclifled  After  Zaiietmei«i»r.) 

the  milk  always  returns;  although,  if  the  opening  is  smalb  it  may  be 
necessary  to  separate  the  edges  with  hooks.  In  ureteral  fistula  the 
injected  milk  does  not  return  but  filln  the  bladder  itself,  while  clear  urine 
often  drips  from  the  fistula  at  the  same  time.  The  character 
of  the  fistula  can  be  determined  in  most,  cases  by  sounding. 
If  a  catheter  is  introduced  into  the  bladder  and  the  fis^lula 
Bounded  through  the  vagina,  the  two  instruments  touch  one  another; 
whereas  in  the  case  of  a  ureteral  fistula  a  small  sound  j)asscs  baekwanl 
and  upward  a  considerable  distance  without  touching  the  catheter  in  the 
bladder.  The  next  step  is  to  deterndne  whether  the  vesical  fistula  ojieas 
into  the  vagina  (vesicovaginal  fistula),  or  into  the  cervical  eanal 
with  or  without  loss  of  part  of  the  anterior  lij)  (vesico- uterine  fis- 
tula) -  In  simple  cases  the  opening  of  the  fistula  umlerneath  the  vaginal 
portion  in  the  anterior  vaginal  wall  can  be  discovered  with  the  finger;  or 
on  inspection  with  a  speculum  the  entire  vaginal  wall  may  be  found  entirely 
normal,  ami  the  urine  seen  to  escape  from  the  external  os.  In  more 
difficult  cases  the  jioint  must  be  decided  by  the  nulk  test.     The  cervix 
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18  plugged  with  a  firm  tampon  ami  tlu-  milk  introduced  into  the  bladilen 
If  it  returns,  the  fistula  must  open  in  the  vagina;  if  not,  the  opening  is 
in  the  cervix.  It  a^  diffirult  to  svv  the  fij^tula  directly  witliin  the  cervix 
if  the  latter  is  well  funntMl  and  tlie  external  as  is  not  much  dilated. 
But  if  part  of  the  anterior  Up  is  destroyed,  it  is  much  easier  to  see  the 
fistula  and,  if  m^eesnary,  to  introduce  the  sound.  Incision  of  the  errvix 
for  diagnoistie  purposes  h  not  necessary.  In  the  case  of  ureteral  fis^tula 
the  exact  seat  of  the  opening  is  mon*  difficult  to  determine  because  the 
milk  test  cannot  be  employed.  If  the  opening  is  in  the  vaginal  vault 
it  can  easily  be  seen  and  sounded  (urete  ro  vaginal  fistula); 
but  if  the  ureter  opens  into  the  cervix — u  retero-u terine  fin tu la- 
the diagnosis  can  only  be  made  by  positively  excluding  a  vesieo-uterine 
fistula;  or,  in  other  wonls,  by  repeatedly  obtaining  negative  results 
with  the  milk  test,  when  there  is  no  doubt  that  the  flow  of  urine  is  from 
the  uterus.  In  cases  of  this  kind,  when  it  is  important  to  demonstrate 
that  the  fluid  coming  from  the  uterus  is  urine,  the  secretion  must  be 
colored  by  injecting  a  solution  of  infligo  carmine  under  the  skin.  After 
the  diagnosis  of  fistula  has  been  positively  established,  it  may  be  neces- 
sary, if  an  operation  is  contemplated,  to  examine  for  cicatricial  changes 
and  ailhesions  in  the  edges  of  the  fistula. 

Cystoscopy  may  afford  information  in  regard  to  the  existence, 
position,  and  occasionally  also  the  cause  of  a  vesical  fistula;  or,  what 
is  still  more  important,  the  topographical  relations  of  the  ureteral 
ori  fires  to  the  edge  of  the  iRstula.  For  the  diagnosis  of 
ureteral  hstula  cystoscopy  is  superior  to  all  other  methods.  the  i^JMrnwiK 
Ineontineace  is  an  obstacle  to  its  employment  in  the  case 
of  vesical  fistula.  As  the  bladder  must  contain  at  Irast  from  100  to 
150  e.c.  of  fluiilr  cystoscopy  is  necessarily  restricted  to  eases  of  small 
fistuWj  or  cases  in  which  the  patient  can  control  the  bladder  sufficiently 
in  the  recumbent  position.  As  a  rule  the  fistula  has  to  be  closed  tem- 
porarily l>y  packing  the  vagina  with  a  tampon  or  the  colpeurynter, 
or  by  pinching  the  vaginal  walls  or  the  lips  of  the  external  os  together 
over  the  fistula  with  forceps- — In  eases  of  large  fistula?  cystoscopy  is 
out  of  the  (|uestion, 

A  vesical  fistula  is  recognizeil  as  a  black  hole  in  the  blatlder  (owing 
to  the  absence  of  illumination)  surrounded  by  smooth  or  thickened 
mucous  membrane  J  usually  exhibiting  cystitic  changes;  tjuite  often  the 
fistula  is  confinunus  with  a  scar  (Fig.  334).  A  careful  search  is  necessary 
when  the  fistula  is  smalL  Occasionally  it  is  comi*lelt*Iy  hirlden  betwe(4i 
the  folds  of  mucous  membrane  and  cannot  be  discovered  at  alL  Under 
fiudi  cireumstances  cystoscopy  may  fail. 

Cahe  31.  A  woman  with  fjankl  im-ontincm^  (nUuw ing  ihe  first  ^k-livepy  hjia  li  .^nmll 
venKK^Yngiimi  fistula  distinctly  visiye  in  the  vagLja.    All  hough  iIjc  li|i  uf  ti  ^ttiall  suiutcl  cuuld 
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be  irttroduecd  into  the  fi^tuk,  I  was  unable  to  find  the  opening  in  the  bladder,  (*ven  after i 
long  HC^urt  h  ^vith  the  ej'stotseope;  but  finally  discovered  it  hidden  among  the  folds  of  the  inu 
membrane  after  I  had  marked  the  place  by  introducing  a  niatchstick  through  the  vogiim. 

The  ureteral  orifice  is  seen  at  the  edge  of  the  fistula  or  at  some 
distance  from  it.  If  it  is  hidden  among  the  folds  of  mucouH  membrane 
it  may  be  found  more  ea.sily  by  mt^aui?  of  ehromoeystoscopy;  if  both 
urctere^  are  found  to  functionate  normally,  a  ureteral  fistula  is  excluded. 
Cystoscopy  in  the  form  of  «*hromocystoscopy  finds  its  greatest  field  of 
usefulness  in  the  diagnosis  of  ureteral  fistula.  If  the  stream  of 
urine  is  absent  on  one  side,  the  presence  of  a  (ureteral)  fistula  may  be 
assumed  when  there  is  involuntary  discharge  of  urine  through  the  vagina^ 
and  vesical  fistula  has  been  positively  excluded.  In  doubtful  ea^es 
the  diagnosis  may  te  confirmed  by  introducing  a  ureteral  catheter  into 
the  corresponding  ureter;  the  fatheter  will  not  pass  beyond  the  solu- 
tion of  continuity  in  the  ureter  and,  if  it  is  allowed  to  remain  in  place, 
the  absence  of  urinary  secretion  on  that  side  can  thus  be  tlemonstrated. 
The  catheter  ntust  be  introduced  very  carefully  in  order  to  avoi<l  per- 
forating tlie  scar  ti.si^ue  with  the  point.  By  carefully  observing  the  ure* 
teral  orifice  in  cases  of  ureteral  fistula  it  is  sometimes  possible  to  find 
out  whether  ttie  ur(»ter  is  entirely  divi<led  or  merely  contains  a  lateral 
opening.  In  the  former  case  the  contraction-wave  which  descends 
along  the  ureter  is  interrupted  at  the  point  of  division,  and  the  eon- 
tmctions  at  the  ureteral  orifice  are  abolished — *'the  ureter  lies  d«*ad/' 
If  the  ureter  is  only  partially  opened,  the  contraction-wave  still  fleseends 
but  the  urine  is  not  projected  into  the  bladder,  because  it  flows  nut 
through  the  fistula;  in  that  case,  contractions  are  seen  at  the  ureteral 
orifice  without  thi*  discharge  of  urine^'Hho  ureter  goes  empty."  In 
the  following  case  cystoscopy  stood  me  in  very  good  stead: 

Case  32.  During  my  service  in  Berlin  T  uiidertook  a  double  odphonectoniy.  Two 
weeks  later,  after  ;i  fever  of  several  diiy.s'  duration,  the  bfiarotomy-scar  reopened  and  di»* 
charged  at  first  piut,  and  then  v^  acroiiii,  turbid  tiuid  with  a  urinous  odor.  Division  of  a  umclius 
^-as  excluded  because  the  vert4?x  of  the  bladder  on  eystoacopic  exatniiiation  was  found  to 
be  noriTml.  Aa  the  milk  test  was  also  negative,  the  posaibihtyof  a  fiatida  from  the  ureler  to 
the  alxlominal  walls  suggested  itf?elf.  I  made  another  rystoscopic  eKamtnation  and  found 
tJiat  the  function  of  the  left  ureter  was  normal,  while  on  the  right  side  there  were  contnietiotia 
at  the  ureteral  orifice  without  the  diselmrge  of  urine  (empty  ureter).  I  accordingly  diag- 
nosticated partial  division  of  the  right  ureter  and,  to  confirm  tlie  diagnosi.s,  introduced 
ureteral  catheters  on  both  sides.  On  the  left  a  normal  quantity  of  urine  was  discbuig^, 
but  not  a  drop  on  the  right. 

The  other  cause  of  incontinence  is  insufficiency  of  tlie  clos- 
ing  apparatus  of  the    urethra.    This  condition  may  be  surmised 

if  the  patient  eom])lains  merely  of  occasional  drihhling  of  urine,  especi- 
ally during  abdominal  pressure  (cough,  etc.)  or  wlien  the  legs  are  widely 
separated  as  in  taking  long  strides,  and  the  discharge  of  urine  is  not 


constant.  On  examination  the  diagnosis  is  confirmed  by  seeing  the 
flow  of  urine  from  the  urethra.  If  tho  patient  is  made  to  cough  and 
bear  down,  the  urine  usually  begins  to  dribble  or  is  projected  in  a  stream* 
If  this  does  not  occur,  the  diagnosis  of  iiisufficiency  of  the  closing 
apparatus  is  made  by  cxchiding  the  presence  of  a  fistula  with  the  milk 
test.  The  cause  of  the  insuflSciency  is  more  difficult  to  tliscover. 
As  a  rule  it  is  found  in  paresis  or  paralysis  of  the  sphincter  niusele,  fol- 
lowing chronic  vesical  catarrh  due  to  traumatism  (parturition) ,  or  in 
nervous  persons;  quite  often  no  cause  for  the  paralysis  can  be  dis- 
covered. In  other  eases  there  may  be  traumatic  or  uhx^ative  destruc- 
tion of  the  urethra*  In  traumatic  conditions  the  edge  of  the  scar  is 
smooth;  while  ulcers,  which  are  often  syphilitic,  arc  surrounded  by 
extensive  callous  thickening  and  other  ulcerations  in  the  neighborhood. 
Ulcers  in  the  anterior  half  of  the  urethra  do  not  cause  incontinence; 
but  if  the  posterior  half,  or  even  the  rauscle  bundle  of  the  sphincter 
muscle  is  also  involved,  the  urine  cannot  be  controlled.  From  one- 
third  to  one-half  of  the  posterior  urethra  is  necessary  for  normal  bla<lder 
control.  Nocturnal  enuresis  belongs  to  this  variety  of  incontinence 
and  must  also  be  ascribed  to  paresis  of  the  closing  apparatus*  It  may 
be  easily  recognized  from  the  patient's  statements.  A  rare  cause  of 
incontinence  is  found  in  congenital  malformations,  such  as 
division  (hypospadias  or  epispadias)  and  complete  absence  of  the 
urethra,  vesical  fistula  or  urachus  fistula.  These  conditions,  so  far  as 
they  are  observed  in  the  living  subject  at  all,  are  usually  discovered  in 
carHest  youth,  or  else  the  history  clearly  indicates  their  congenital 
origin.  The  diagnosis  is  easy  and  depends  merely  on  a  proper  under- 
standing of  the  topography.  On  the  other  hand,  conditions  in  which 
the  ureteral  orifices  are  abnormally  placed,  particularly  in  the  vulva, 
are  very  difficult  to  recognize, 

Ca3B  Xi.  Aima  H.  atate;!  that  shij  is  aupposed  to  have  been  unalile  to  control  her  urine 
fiinec  birihj  but  maintains  tlml  she  is  able  to  urimitG  in  the  nornuvl  tnanner.  The  urettira 
is  tior»uil,  thi?  iritroilLis  parlly  closed  by  the  hynien;  to  the  right  of  the  hymen  is  foimd  the 
opening  of  a  wide  mucrnis  ewnul  which  ean  be  followed  alx»ut  2  cm.  with  a  sound  ani[  does 
not  eommmiicate  wirh  the  urethra  or  vagina;  souoda  introduced  inttj  the  Uiree  caimh  at 
the  same  time  do  not  come  in  eontaet  with  one  anotiier.  There  is  inrohmtarj'  but  periodic 
diaeliai^e  of  the  urine*,  which  evidentiy  comes  frorn  the  abnormal  canal  on  the  right  side.  The 
milk  test  is  negative  J  not  a  drop  of  milk  retunii?  either  from  the  vagimi  or  from  the  nretlmi. 
Tlie  urine  is  clear;  the  csipaeity  of  the  bladder  is  alx>at  20<>  c.c.  On  cysloaeopie  examination 
a  nonual  ureteral  opening  is  found  on  the  left  side,  with  an  intermittent  flow  of  urine;  while 
on  the  right  no  ureteral  orifice  can  be  seen* 

Diagnosis  of  the  Causes  of  Ischuria, 

Definition,  Ischuria  signifies  difficult  urinatiuu^  or  inability 
to  urinate.  In  niild  cast's  the  evacuatiou  af  urine  i^^  merely  ilelayetl 
and  the  act  aiust  be  a^^^i^ted  by  slraiuiag  and  bearing  tlowu;   in  other 
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cases  the  patient  is  abk*  to  urinate  only  in  certain  attitudes,  or  drop 
by  drop;  in  .severe  cases  there  is  eompli^te  retention  and  the  bladder 
becomes  distended.  The  involuntary  escape  of  urine  from  an  excessively 
distended  bladder  is  called  paradoxical  ischuria  (incontinenee 
with  retention.) 

The  diagnosis  is  based  in  the  main  on  the  above  statements 
obtained  from  the  patient,  but  the  presence  of  an  excessive^  distended 
bladder,  especially  with  complete  retention,  is  also  confirmatory.  The 
DUwEnosys  diagnosjs  is  most  likely  to  he  missed  when  there  is  dribbling 

orijvhurim.  jjf  urine,  because  the  fact  that  the  urine  escapes  seems  to 
exclude  the  possibility  of  ischuria.  In  doubtful  cases  the  diagnosis 
is  decided  by  the  catheter*  In  a  special  form  of  ischuria  the  patient 
fails  to  empty  her  blailder  completely  and  retains  a  certain  amount  of 
residual  urine;  cases  of  this  kind  arc  best  explained  by  assuming 
insufBeiency  of  the  accelerator  urinte.  It  is  recognized  by  introducing 
the  catheter  after  urination  and  drawing  off  the  residual  urine;  the 
quantity  of  the  latter  will  serve  to  indicate  the  tlcgree  of  ischuria  present. 

While  the  diagnosis  of  ischuria  may  in  general  be  regarded  as  easy, 
considerable  difficulties  arise  in  discovering  the  causes  of  the  eondi' 
tion.  Yet  this  question  must  be  ilecided  in  every  cas(%  because  ischuria 
is  often  a  permanent  trouble  that  lUsappears  only  w^itli  the 
removal  of  the  cause,  I  shall  subdivide  ischuria  into  a 
mechanical  form,  in  which  the  inability  to  evacuate  the  urine  is  due  to 
a  nieehaniea!  obstacle;  antl  a  functional  form,  which  is  due  to  a  ner\"ous 
disturbance  of  the  mechanism  of  urination. 

The  diagnosis  of  mechanical  ischuria  is  made  by  finding  a 
mechanical  obstacle  to  the  evacuation  of  urine.  The  mechanism  may 
be  intact  or  may  also  be  involved.  Diseases  uf  the  urethra, 
Mv^hAnieii]  such  as  stricturc,  periurethral  carcinoma  and  syphilitic 
iMsiiunA.  scars,  frcfiuently  produce  difficulty  in  urination^  but  rarely 

complete  ischuria.  The  diagnosis  is  readily  made  by  introducing  a 
catheter  or  a  thin  sound;  but  it  must  be  remembered  that  it  is  possible 
to  discharge  the  urine  through  a  very  much  contracted  canal.  Candi- 
tions  within  the  bladder  are  less  frequent  causes  of  ischuria  in 
females;  they  consist  in  sudden  closure  of  the  internal  urethral  orifice 
by  calculi,  tumors,  foreign  bodies,  or  blood  clots.  Diseases  of  the 
genitalia  are  much  more  important  in  women  and  produce  ischuria 
either  by  directly  compressing  the  urethra  against  the  symphysis,  or 
by  displacing  and  distorting  the  posterior  urethra  along  with  the  floor 
of  the  bladder.  In  the  latter  form  ischuria  is  one  of  the  most  important, 
as  well  as  usually  the  first  s)''mptom  of  incarceration.  Among  the 
tumors  that  produce  ischuria  are  submucous  myomata  that  have  been 
extruded  into  tlie  vagina,  large  carcinomata  of  the  vagina,  hemato- 
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colpos,  myomata  and  large  carcinomata  of  the  cervix,  retroflexion  of 
a  gravid  uterus  in  the  third  or  fourth  month,  retro-uterine  hematocele, 
large  exudates  in  Douglas'  space,  retro-uterine  ovarian  tumors,  and 
prlvic  tumors.  These  conditions  are  as  a  rule  easily  recognized  because 
the  tumors  are  always  large  ami  fill  the  entire  pelvis.  The  diagnosis 
of  a  mechanical  cause  of  ischuria  is  often  missed  because  no  examina- 
tion is  made,  and  the  symptoms  in  women  arc  attributed  offhand  to 
hysterieal  paralysis  of  the  blailder.  This  is  a  grave  error  because  the 
mechanical  obstacle  is  not  removed,  and  the  constant  catheterization, 
especially  when  performed  by  the  patients  themselves,  may  produce 
severe  cystitis  and  pyelitis.  In  every  case  of  ischuria  a  bimanual  exami- 
nation must  be  made  at  once  in  order  to  search  for  the  loeal  cause. 

Ischuria  is  functional  when  it  is  due  to  a  nervous  disturbance 
of  the  mechanism  of  urination.  In  order  to  understand  how  this  nervous 
influence  ma)'  act  it  must  be  remendjeretl  that  under  normal  conditions 
the  impulse  to  urinate  is  conveyed  along  the  sensory  ncn-e  Functioiyia 

paths  from    the  inner  surface,  and   especially  the  neck  of  ischuria, 

the  hiadtler.  This  is  immediately  followed  by  reflex  relaxation  of  the 
sphincter  muscle,  after  which  the  bladder  is  emptied  by  means  of 
abdominal  pressure,  the  accelerator  urina*  being  employed,  if  at  all,  for 
evacuating  the  last  remaining  drops  of  urine.  It  is  evident,  therefore, 
that  functional  ischuria  may  be  due  to  tlisturbanccs  of  reflex  activity, 
or  to  the  inability  to  allow  abdominal  [pressure  to  act  with  sufficient 
force*  Reflex  disturbance  may  aflect  either  the  sensory  path  which 
conveys  the  impression  of  a  full  l>hulder  to  the  central  organ,  or  the 
centrifugal  path  which  rdfects  relaxation  of  tlie  closing  apparatus. 
These  two  processes  cannot  be  considered  separately,  except  when  there 
is  a  disturbance  of  conduction  in  the  peri|>hera]  nerves;  in  most  of  the 
cases  the  mechanism  must  be  taken  as  a  whole* 

The  diagnosis  of  functional  ischuria  is  made  by  excluding  all 
possible  mechanical  causes;  for  if  no  obstacle  to  the  evacuation  of 
urine  can  be  found  anywhere,  nothing  is  left  but  some  disturbance  in 
the  nervous  apparatus.  The  tliagnosis  is  thereft^re  in  the  main  easy; 
but  in  the  attempt  to  determine  the  nature  of  the  functional  disturbance 
and  what  ]mrlicular  portion  of  the  nerves  and  nerve-centres  concerned 
in  the  mechanism  is  affected— wdiet her  the  disturbance  is  periidieral 
or  central,  whether  it  is  based  on  organic  changes  in  the  nervous 
apparatus,  or  f)urely  functional— great  tliflSculties  are  encountered. 
Paralysis  following  a  severe  Vf^sical  catarrh  and  probably  ilue  to  some 
alteration  of  the  nerve  fibres  in  the  bladiler  wall  must  be  regarded  as 
pcri|dieraL  Ischuria  due  to  changes  in  the  central  organs  is,  however, 
more  frequent.  Organic  ilisease  of  the  spinal  conl  may  ilestroy  the 
reflex  apparatus  and  interfere  with  active  abdominal  pressure;   in  acute 
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fehrilo  diseases  with  coma  ischuria  occurs  because  the  desire  to  urinate 
is  not  perceivcHl  aud  the  sphincter  cannot  be  relaxe*L  Hysterical  per- 
sons have  isrhuria  because  they  lose  control  over  the  sphincter-  Ischuria 
following  operations  on  the  vulva  and  Aagina  is  due  to  tlisturbances 
of  reflex  action,  and  ischuria  after  laparotomy  and  during  the  puer- 
pcHum  is  often  due  to  the  inability  of  the  patient  to  exert  abdominsd 
pressure  in  the  horizontal  position,  Iscliuria  following  oprrations  in 
whit!h  the  peritoneum  has  been  stripped  from  a  large  portion  of  the 
bladder  is  also  explained  by  injury  of  the  bladder  nerves. 

Spastic  conditions  of  the  sphincter  muscle,  interfere 
lag  with  relaxation,  constitute  a  rarer  form  of  ischuria.  In  sevf^ral 
cases  I  was  al>le  to  make  the  diagnosis  of  this  condition  by  noting  that 
the  slightest  irritation  of  the  neck  of  the  bladder  with  the  catheter 
produced  violent  contractions  of  the  sphincter  muscle,  which  closed 
down  firmly  on  the  catheter.  This  form  of  iselmria  freijuently  follows 
catarrhal  conditions  of  the  mucous  membrane  in  the  region  of  the  neck 
of  the  bladder. 

Tumors  of  the  Bladder 

The  first  suspicion  of  tumor  of  the  bladder  is  aroused  by  hemor- 
rhage. The  tumor  bleeds  without  any  special  cause;  the  blood  becomes 
mixed  with  urine  and  gives  it  a  more  or  less  bloody  color;  rarely  pure 
blood  is  discharged.  The  hematuria  is  intermittent.  ^  As  blood  from  the 
vagina  may  also  cause  bloody  urine,  catheterization  is  the  only  method 
of  deter  mi  rung  that  the  blood  is  derived  from  the  urinary  apparatus. 
While  liematuria  is  not  pathognomonic  of  tumors,  since  it  occurs  also 
witli  calculi,  fon^lgn  bodies  and  ulceration,  it  is  nevertheless  niore  abun- 
dant in  tumors  than  in  any  other  condition.  Other  symptoms  have  no 
diagnostic  significance  and  may  be  entirely  absent  if  the  tumor  does  not 
haijpen  to  be  situated  at  the  trigonum. 

Microscopic  examination  of  the  urine  may  reveal  large 
pieces  of  tissue  with  the  structure  characteristic  of  neoi>la.sm  which  are 
strongly  suggestive  of  tumor  of  the  bladder;  but  the  diagnosis  of 
neoplasm  can  never  be  matle  bj*  a  few  separate  ccdiy. 

Combined  examination  of  the  bladder  through  the 
vagina  ami  abdominal  walls  is  very  uncertain.  Small  soft  tumors  may 
not  be  palpable  or  may  escape  the  palpating  finger.  If  the  tumor  is 
hard  and  (irndy  seated  in  the  wall  of  the  bladder,  it  may  b**  felt  and 
located  in  the  l>Iadder  if  the  abdominal  walls  are  soft.  If  the  bladder 
wall  and  its  surroundings  are  infiltrated  with  carcinoma,  palpation  is 
quite  easy.  Exploration  of  the  bladder  with  the  finger  is,  however, 
a  much  more  certain  method,  the  si^e,  seat  and  consistency  of  the  tumor, 
the  presence  of  ulcerations  on  the  surface  and,  abovc^  all,  the  size  of  the 
pedicle  and  the  condition  of  the  surrounding  wall  are  easily  recognized, 
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and  important  diagnostic  and  prognostic  information  h  thus  obtained. 
The  procedure,  however,  necessitates  dilatation  of  the  urethrat  which 
iw  not  withnul  danger^  partieiihirly  if  the  tunior  i.s  necrotic,  and  may 
eaiLSc  infection  of  the  tunior  itself  or  brin^  on  hemorrhage  by  wouniling 
its  surface.  For  the  same  rea.son  examination  with  the  Round  and 
catheter  is  not  to  be  advised.  Exploration  of  the  blaiider  has  been 
superseded  by  cystoscopy  and  is  employed  only  wlien  the  results  of  the 
latter  njethod  are  uncertain. 

Even  cystoscopy  has  to  contend  with  technical  difficulties  in 
cases  of  tumor  of  the  bladder^  and  the  results  are  not  infre(|uently  quite 
misleading.  The  technical  difficulties  consist  in  tln^  accompanying 
catarrh,  the  occurrence  of  hemorrhage  when  the  instrument  comes  ki 
contact  with  the  diseased  |)artsT  and  the  interference  with  the  move- 
ments of  the  cj'stoseope,  Cystoscopic  diagnosis  consists  in  the  main 
in  the  demonslration  of  a  poly[>oid  boily  projecting  into  the  lumen  of 
the  bladdt >r.  This  will  not  be  difficult  in  the  case  of  small  tumors,  as 
the  entire  tumor  and  the  at! joining  parts  of  the  bladder  wall  can  be 
brought  into  view  at  once.  It  is  much  more  difficult  when  the  tumor 
is  so  large  that  only  half  of  it  is  brought  into  the  field  of  vision;  in  that 
case  the  cystoscope  must  be  moved  about  to  obtain  a  view  of  the  edge 
of  the  tumor  and  to  ih'termine  its  attachment  to  the  t>lailder  wall  by 
means  of  the  deep  shatlows  which  it  throws.  A  circumscribed  tumor 
clearly  outlined  against  the  normal  surrounding  wall  is  very  apt  to  give 
the  impression  of  a  projecting  tumor,  Extrav<»sical  tumors,  such  as 
cervieal  myomata  which  invaginate  the  bladder  wall,  may  pn>duce  a 
similar  picture,  Ijut  the  Imlging  is  usually  less  pedunculated  and  the 
investing  mendirane  looks  perfectly  normal;  whereas  the  surface  of 
a  vesical  tumor  is  usually  nodular,  ulcerated,  inerusted  and  covered  with 
mucus  and  blood.  The  diagnosis  by  means  of  cystoscopy  is  nnich  mure 
difficult  in  the  case  of  broad,  sessile  tumors,  which  niay  be  mistaken  for 
mend)ranous  and  edematous  swellings  of  the  mucous  mendirane,  espe- 
cially if  the  surface  is  not  ulcerated.  Blood  clots,  ci»llections  of  pus  and 
abscesses  may  also  be  mistaken  for  tumors.  In  cases  of  tfiis  kind  the 
tliagnosts  must  b*'  cleared  up  by  repeated  examination  or  by  exploring 
the  bladiler. 

By  means  of  cystoscopy  we  must  further  determine  the  nature  of 
the  tumor.  Benign  p a  p i  1 1  o m  a t  a  and  c  a  r c  i  n  o  m  a  t a  are  the  only 
ones  that  have  any  practical  importance.  Pa  pi  Ho  ma  ta  appear  as 
branching,  fiapillary  trees,  either  solitary  or,  more  frequently,  arranged 
in  dense  masses,  with  their  tops  floating  in  the  fluid;  under  favorable 
illumination  the  blood-vessels  can  be  seen  through  the  mucous  mem- 
brane. The  surface  rarely  appears  bright  red,  as  it  is  usually  eoveretl 
with    mucus   or  incrustations;     ulcerations   and    hemorrhages   are   not 
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infrequently  seen.  The  proliferation  as  a  whole  projects  into  the  blarlder 
and  often  throws  a  distinct  shadow.  Carcinoma  produces  a  variety 
of  i>ictures-  In  some  case.s  it  kniLs  like  a  papilloma  and  cannot  be 
distinguished  with  the  cystoseope  from  the  above-described  benign  forms. 
In  other  cases  the  cancer  forms  a  circumscribed  tumor  with  a  fairly  well 
preserved  surface,  and  breakdown  occurs  late.  Others  again  lead  to  infil- 
tration of  large  portions  of  the  wall  and  produce  a  flat  prominence  withg 
s  deepl}"  ulcerated  surface,  covered  with  secretion  and  incrustations^ 
To  illustrate  the  method  pursued  in  making  a  diagnosis  of  tumor  of  the 
bladder,  I  cite  the  two  following  cases,  which  were  observed  in  my  service: 

Cask  34,  Miss  S,,  33  yearn  old,  Teneamus  for  the  pasl  five  to  six  yenrs-  hematuria 
at  intervals  for  the  pa^iit  elgbi  tnontha  and  altncKHi  ecinHl^intly  during  I  he  past  three  to  four 
montlis;   occasionally  pain  during  urinalion;   no  dLstLLr1:)ance  of  the  general  health. 


Fifi.  33; > — erftTnsroprr  Vu  rr  be  of 
A  Kai'xllcjma  or  thk  Hlajjukh.     (Mudj* 


Vm  336. — CrsToacopic  PicrrRKoi-- 
A  Cah<  istiuA  or  THE  BtAut»£Ji,  (Modi- 
fied aft^r  ZaugeiiicLiit«rJ 


Comhined  cxamimition  reveals  a  soft  tumor  in  the  anterior  vaginal  vault.  The  parts 
eyrrouiiding  the  l>ladder  are  free. 

C  y  s  t  o  3  c*  o  p  i  c  findings:  Odor  and  injcetion  of  the  vesical  niuL*ous  metnfir^ne 
fiornuiL  Tmmediiitcly  Ijehiml  the  sphincter  on  theantcnor  wall  thcr*^  is  a  Iicinispherical  tumor; 
the  surface  m  irregviUrly  nodukir  and  covere*!  with  edematous,  gTByiah-red,  somewhat  irans* 
lucent  mucous  membrane  covered  with  floating  cystii;  in  places  white  prfinpitwtes  of  t^lt 
are  Been.  Immediately  behind  atid  to  the  right  of  this  tumor  is  another  alwut  the  size  of  a 
pigeon*a  egg,  while  a  third  tumor  covers  the  entire  trigonum.  The  surface  of  the  anterior 
tumor  h  covere*!  with  villous,  papillomatous  excreBcencea,  some  of  which  are  dendritic.  The 
villi  float  in  the  fliiid  and  contain  a  blood- vessel. 

Diagnosis  :  Papillomata  of  the  bladder  (Fig,  335),  Suprapubic  operation 
confirms  flie  dijignosi*. 

Ca»e  35.  Mism  H.  for  the  past  six  months  has  had  tenesmus  and  burning  durtng 
urination;  for  the  past  four  montlis  b[oo<iy  urino,  and  r>nee  a  sevrre  hctnorrliage^  llie 
aymptojim  Imvrng  increased  recently^  emaciation  and  kjas  of  strengMi  t»egan  six  or  eight 
months  ago,  Combinetl  examination  reveak  in  front  of  the  uteru."*  a  sfmicwhat  movablf; 
tmnor  alwtit  as  birge  as  an  egg,  of  approximately  oval  sliape  and  luird  cunsislency;  die 
tumor  hiksi  no  connection  with  ibe  uterus  or  adjioxa.  Sounding  and  e^qiloraUon  of  ibe 
bkdder  were  not  employed. 

Cystoseopic  findings:  The  roof,  right  wall,  and  floor  of  the  bladder  ahow  normal 
mucous  membrane;   the  right  ureter  m  nonnal.    On  the  left  side  a  roundish  tumor  projeeis 
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into  the  bladder;  the  surface  h  fairly  smooth,  consisting  of  whitish,  mortified  tissue  vdth. 
inerustutian;  the  \mse  of  the  tuntor  is  tirc-utuscribed  and  slightly  polypoid,  judging  from 
the  clitftinet,  sharply  outlined  sltadow  thrown  by  the  tumor  (Fig.  336) « 

D  i  a  g  n  n  s  i  ij:  Vesica!  tumor. 

A  suprapubic  operation  eonfirtm  the  above  findings  and  the  mieroacope  shows  epithelioma. 

Vesical  CalculL 

Vesical  calcuH  do  not  produce  characteristic  symptoms  in  the 
female,  and  their  presence  is  obscured  for  a  long  time  by  the  picture  of 
the  catarrh  which  they  produce.  Sometimes  they  are  discovennl  by 
a  lucky  accident,  or  they  may  be  revealed  by  cystoscopy  performed 
for  the  purpose  of  investigating  the  changes  proiluced  by  the  long- 
continued  catarrh  and  determining  the  cause.  It  should  be  a  rule  in 
every  case  of  severe  and  protracted  catarrh  associated  with  intense 
pain  to  examine  for  calculus. 

As  in  the  case  of  tumors,  the  results  of  combined  examination 
of  the  bladtler  through  the  vagina  aiul  abdominal  walls  are  very  unsatis- 
factory. In  the  firi?t  place,  a  calculus  of  modrrate  size  may  escape 
palpation  altogether,  particularly  if  it  is  surrounded  by  a  thickened 
bladiler  wall.  In  ten  cases  occurring  in  my  service  1  failed  to  diagnose 
calculus  in  thi.s  way,  and  three  times  I  was  unable  to  feel  calculi  larger 
than  a  hazel  nut^  tht^  presence  of  w^hich  hail  been  demonstratetl  by 
other  means.  In  addition,  calculi  may  be  mistaken  for  other  tumors, 
anil  even  more  frequentlv  the  diagnosis  of  calculus  may  be  made  when 
nothing  is  present. 

Fritsch  describes  a  mistake  of  this  kind  in  the  following  words: 

"A  womati  had  had  many  bladder  Hymptoms;  ahe  had  certainly  had  gonorrhea  and  fre- 
quent attacka  of  cjEtitis.  On  exanunaiiori  I  distinrtly  fell  a  atone  in  the  bladder  wliich  could 
be  displaced  from  right  to  left  in  a  nui  niter  alitH>hitely  ciiaracteri«tic  of  ad  cuius.  I  felt  so  sure 
of  my  diagnosis  lliat  1  did  not  even  examine  with  a  metal  catheter.  The  womun  was*  anea- 
thelijsed  for  the  purpose  of  extracting  the  calculus*  through  the  dilated  urethra.  While  she 
wsLH  under  anesthesia  the  introduction  of  the  metal  catheter  showed  tliat  the  bladder  was 
empty.  The  bladder  was  then  held  to  one  sideband  this  showed  tlial  the  tumor  wassitttated 
outside  of  the  vLseiis;  Uil<!r,  under  the  administration  of  powerful  laxatives,  the  tumor  tamed 
out  to  lie  a  copnihth.'* 

Exandnation  of  the  bladder  with  a  catheter  or  calculus- 
sound  yields  much  more  reliable  n*sults.  Not  infretpienlly  the  calculus 
is  recognizetl  when  the  catheter  is  intrudueed  for  the  jmrpose  of  with- 
drawing urine*  This  is  mere  kick,  however,  and  occurs  only  when  the 
stone  happens  to  be  on  the  floor  of  the  blatldtT;  often  it  is  hidden  in 
a  pouch  of  the  lateral  wall  and  eanuot  be  reached  with  a  sountL  With 
the  finger,  on  the  other  hand,  a  stone  can  always  be  detected,  unless 
it  is  hidden  in  a  diverticulum  and  covered  with  proliferated  mucous 
membrane.  Still  more  valuable  is  the  information  ubtaineil  with  the 
finger  in  rt^gard  to  the  size  of  thf  stone,  its  position,  shape  and  degree 
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of  mobility.  With  rcgard  to  the  size,  the  cystoscope  may  bt^  very 
deceptive-  For  this  reason,  palpation  of  the  stone  with  the  finger  is 
of  great  value^  particularly  in  the  ehoice  of  operative  methods.  As  the 
danger  of  infection  is  much  le^^s  than  in  the  case  of  tumors,  anrl  the 
urethra  must  in  any  event  be  dilatc^l  for  the  purpose  of  extraction, 
digital  exploration  may  be  used  more  freely  than  in  the  case  of  tumors. 
For  iliagnoi^tic  purposes  ah^ne*  however,  the  method  should  not  be 
employetl  until  after  cystoscopy  has  been  performed. 

Cystoscopy  is  the  most  reliable  method  for  demonstrating  the 
presence  of  stone.  To  be  sure,  the  examiner  often  has  to  contend  with 
great  difficulties.  The  accompanying  catarrh  may  be  so  intense  that 
it  is  impossible  to  (ill  the  bladder  with  clear  fluid;  incontinence 
is  not  infrequently  presentj   making  it  impossible  for  the  patient   to 

retain  the  injected   water;   or  the*  intense 
strangury  may  cause  premature  expulsion, 


Fia.  3h17. — CTftTQiiropir  rirmiE  of 


Fta.  33 R* — Unir   Ann 


Fia»  339,— Caj^lii'M  Ot«*- 


Occasionally  the  calculus  is  so  large,  or  situatetl  so  near  the  urc^thral 
orifice,  that  the  cystoscope  cannot  pass  it.  But  if  all  these  difficulties 
can  be  overcome^  the  picture  is  usually  so  clear  and  beautiful  that  a 
single  glance  suffices  for  the  diagnosi^s.  The  size,  shape,  surface,  color, 
number  and  position  of  the  calculi  are  extremely  variable.  All  these 
points  are  easily  recognized  and  re<iuire  no  special  description,  I 
refer  to   the   cystoseopie  pictures   shown    in    Figs,  337,  338  and   339. 

With  the  exception  of  the  ran^r  cases  in  which  the  stone  is  encap* 
sulated  in  a  diverticulum,  the  calculus  can  always  be  found  with  the 
cystoscope;  it  is,  however,  impossible  to  effect  an  entrance  into  all  the 
pockt^ts  contained  in  the  bladder. 

By  means  of  radiography  the  presence  of  a  calculus  in  the 
bladder  can  lie  determined,  provided  it  does  not  happen  to  be  hidden 
behind  the  bone;  but  as  the  results  of  cystoscopy  are  so  certain,  there 
is  no  need  to  resort  to  the  X-rays  unless  the  other  method  faib  on 
account  of  the  above-mentioned  ilifficulties.  Radiography,  however, 
has   one   advantage   over   all    other    methods   in    that    it    easily    and 
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without  danger  reveals  the  presence  and  position  of  metallic  foreign 
bodies  that  fonn  the  nuclei  of  calculi  (Fig.  340),  Thv  following  fig- 
ures from  a  monogra|>h  by  ZangemeistcT  based  on  mait*rial  from  my 
service  shows  the  comparative  value  of  the  various  methods  for  the 
diagnosis  of  calculus. 

Among  12  eases  of  vesical  calculi  the  stone  was  recognised  but 
once  by  inspection  (it  projected  from  the  urethra);  once  by  direct 
palpation  through  a  vesicovaginal  fistula;  five  times  mth  the  sound 
or  catheter;    and   five  times  it  was  found  with  the  cystoseope  alone. 


Fia,  340,^ — Skiaqrai*!!  or  Two  \'Kfti*.  al  C*i.<iili   lyin^f  iside  by  side  in  ihe  ftaflittaj  direction, 
or  ciiie  of  lljem  id  foruied   by  il  lokirpm.     (OfisinaL) 


'the  11  ui 


Foreign  Bodies  in  the  Bladder. 

Foreign  bodies  in  tiie  l>la<ider  an-  very  frequent  in  women,  and 
either  as  foreign  bodies  or  as  the  nuclei  of  vesical  stones  are  of  great 
practical  importance.  The  foreign  body  either  gets  into  the  bladder 
from  without,  as  in  the  case  of  ligatures;  or  is  introduced  for  therapeutic 
purpost*s  into  the  blaililer  and  urethra  and  unintentionally  allowed  to 
remain,  as  in  the  ease  of  pieces  of  cat  hitter,  the  remains  of  urethral 
pencils  made  of  wax,  cocoa  butter  or  paraffin;  or  foreign  bodes,  such 
as  hairpins,  leatl pencils  and  the  like,  are  introduced  into  the  urethra 
for  i)ari>oses  of  masturbation. 

Occasionally  the  diagnosis  of  these  foreign  bodies  is  suggestetl 
by  the  patient^s  statements;  but  usually  no  positive  information  is 
obtained  J  because  the  patient  either  [uirpusely  conceals  or  does  not 
know  of  the  introduction  of  th**  foreign  bod3^     In  such  easei?  it  may 
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remain  in  the  bladder  for  a  long  time,  until  it  finally  produces  symp- 
toni3^  or  a  calculus  forms  around  it  and  medical  treatment  is  required. 

I  have  removed  four  vmciil  calculi  tliai  luid  formed  around  foreign  bodies;  in  two  the 
nucleus  was  a  Jiairpin;  in  one,  a  golden  pencil;  and  in  the  fourth^  a  small  piece  of  paj^fTm. 

Cystoscopy  is  the  surest  and  least  dangerous  methofl  of  diag- 
nosis. After  the  bladder  has  been  carefully  irrigated,  the  foreign  body 
is  usuaU}^  seen  without  difficulty.     Hairpins,  pieces  of  catheter,  and 

irrigators  are  easily  identified  in  this  way. 

In  one  caj^e  I  had  a  great  deal  of  dilEculty  in  diagnosing  a  lot  of  round,  dark-brown 
pellets  which  floated  on  the  surface  of  the  urine  in  the  upper  |«>rtion  t>f  the  bladder  and  dioiced 
about  at.  the  slightest  movement .  After  ihcy  had  l>een  fliLshed  out  they  were  fouiid  to  lie 
particles  of  cocoa  butter.  Tbc  patient  had  bctin  treated  some  time  previously  with  urethral 
pencila  made  of  iodoform. 

The  X-rays  give  us  very  useful  pictures  in  cases  of  metallic  foreign 

bodies,   either   free   or  surrounded    by   vesical   nuclei,    particularly   in 
regard  to  the  position. 

SeilTart  demonstrated  tlie  presence  of  a  liairpin  in  the  l>kdder  by  means  of  the  X-r^^ 
alone,  and  photographed  it  by  intro<lucing  the  plate  into  I  be  vagina. 

I  myself  found  a  liairpin  which  formed  the  nucleus  of  a  vesical  calculus  and  had  it 
photograplieU  (see  page  5S5)» 

On  account  of  the  danger  of  infection  and  the  necessity  of  dilating  I 
the  urethra,  exploration  of  the  bladder  with  the  sound  and  finger  is  a 
less  valuable  method  of  diagnosis. 

Diseases  of  the  Ureter. 

The  gynecologist  is  interested  in  ureteritis,  ureteral  fistulfe,  and 
injurit^s  and  i:omi)ression  of  the  ureter. 

Ureteritis  is  always  secondary  and  follows  either  cystitis  (ascend- 
ing) or  pyelitis  (descending);  hence  in  a  case  of  cystitis  or  pyelitis  the 
physician  must  determine  whether  the  disease  has  spread  to  the  ureter. 
Disease  of  the  ureter  in  itself  has  no  great  clinical  signifi- 
cance. It  should  be  diagnosticated,  however,  because  the 
ureter  forms  the  connection  between  the  kidneys  and  the  bladtier,  and 
if  it  is  diseased,  it  therefore  indicates  that  involvement  of  the  kidney 
or  blatlder  Is  imminent  or  has  aln*ady  occurred. 

The  diagnosis  of  ureteritis  cannot  be  made  by  examining 
the  urine,  because  cells  derived  from  the  ureter  cannot  he  distin- 
guished from  the  deep  bladder  cells  and  the  cells  that  line  the  pehis 
of  the  kidney.  Occasionally  the  occurrence  of  tlrawing  or  colicky  pain 
in  the  course  of  the  ureter  may  indicate  that  the  canal  is  involved; 
but  in  general  the  subjective  symptoms  are  of  little  diagnostic  value. 
Cystoscopy   also  fails  in  most  cases.    Although  the  cystoseope  or  the 
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ureteral  catheter  may  serve  to  demonstrate  that  urine  containing  inflam- 
matory morphologic  elements  escapes  from  the  ureter,  it  is  impossible 
to  decide  wh(*ther  these  elements  are  derived  from  the  pelvis  of  the 
kidney  or  from  the  ureter  exclusively.  If  the  ureteral  orifice  and  the 
portion  immediately  adjoining  are  diseased,  the  results  of  cystoscopy 
are  somewhat  more  satisfactory,  although  it  is  usually  impossible  to 
see  the  mucous  membrane  itself.  The  thickness  of  the  fold  around  the 
ureteral  orifice  is  no  criterion  of  infiltration  of  the  wall,  because  the 
sixc  of  this  fold  is  subject  to  great  individual  variations.  The  only  thing 
that  indicates  disease  of  the  ureter  is  circumscribed  change  in  the  mucous 
membrane  surrounding  the  ureteral  orifice;  if  this  region  is  very  nmch 
injected  or  covered  with  bullous  edema,  the  ureter  is  probably  diseased. 
Dilatation  of  the  ureteral  orifice  due  to  ulceration  is  seen  in  descending 
tuberculosis  and  is  a  sign  of  value.  A  positive  diagnosis  of  ureteritis 
can  sometimes  be  made  by  direct  palpation  of  the  ureter,  partic- 
ularly that  portion  which  joins  the  bladder.  (For  the  technique  see 
page  94.)  A  cord  which  may  be  as  thick  as  a  pencil  is  felt  on  one  or 
both  sides,  passing  in  a  fiat  curve  with  the  concavity  directed  upward 
from  the  vaginal  vault  to  the  lateral  wall  of  the  pelvis;  the  cords  are 
usually  sensitive  to  pressure.  The  greater  the  infiltration,  the  greater 
will  be  the  distance  of  the  ureter  from  the  median  line. 

Casb  36.  Pain  in  the  region  of  t  ho  left  kidfiey  for  two  years;  st  rangury  with  vesical  spasm, 
*rhe  ulenis  lies  sonjcwhat  forward.  On  the  left  side  the  ureter  ii*  dmti nelly  felt  as  a 
cord  the  lhieknei*H  of  n  iTem-il,  rutming  fmm  the  Hnlerior  vaginal  vault  to  the  pelvic  wall;  the 
iniikration  ceases  evaelly  at  thft  point  whirh  corresponds  to  the  ureteral  orifice  in  tlie 
bladder.  The  ureter  is  moderately  sensitive  to  preastu-e;  the  right  ureter  is  merrly  tjomewiiat 
thickenefi^  and  also  distinctly  felt  m  its  course  to  the  pelvic  wall  as  a  corij  the  thickness  of  a 
W(L«Hlen  knitting-needle.  The  tnedian  extremities  of  the  two  ureters  are  about  2  cm,  apart; 
at  this  point  soft  bladder  wall  is  felt. 

Cystoscopy  reveals  a  normal  mucous  membrane,  except  that  the  floor  of  the 
bladder  is  somewhat  reddened;  in  the  region  of  the  left  ureteral  orifice  there  ts  seen  bullous 
edenui  with  tmni«parent,  closely  packed  vesicles,  among  which  the  left  ureteral  orifice  is  hidden; 
on  the  left  side  there  is  no  flow  of  urine;  on  the  right  the  urine  is  always  clear. 

Gonorrhea  and  tuberculosis  are  the  only  diseases  of  the  ureter 
that  have  any  praetieal  importance;  they  can  be  recognized  only  by 
the  general  picture.  Occasionally  the  uleerous  destruction  of  the  ureteral 
orifice  may  point  to  tuberculosis.  Schrader  in  one  case  succeeded  in 
making  a  diagno^ij^  of  tul>erculosij^  by  eompletely  emptying  the  bladtier 
and  expressing  the  ureter  bimanually,  when  he  found  tuiiercle  bacilli 
In  the  urine. 

For  the  diagnosis  of  ureteral   fistulae  see  page  576, 
The  iliagnt)sis  of  injuries   of   the   ureter,    whether  by  ligation 
or  division,  has  a^^sumed  great  importance  now  that  abdominal  opera- 
tions have  becuiiie  so  extensive  and  frequently  bring  us  into  collision 
with  the  ureters* 
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Bilateral  complete  lis^ation  of  both  ureters  is  followed  by  complete 
anuria    and    the    appearance   of    uremic    symptoms,   which,    however, 
sometimes  do  not  develop  until  some  days  after  the  accident.     If  no 
urine  is  secreted  during  the  second  twenty-four  hours  after  the  opera- 
tion, ligation  of  both  ureters  should  be  suspected,  as  even  the  severest 
degree  of  prostration  after  a  protracted  operation  attended  with  great 
loss  of  blood  and  the  use  of  a  large  quantity  of  chloroform  rarely  pro- 
duces anuria  lasting  more  than  twenty-four  hours.     In  view   of  the 
importance  of  making  an  early  diagnosis  of  this  fatal  complication, 
the  steps  which  are  employed  for  establishing  the  diagnosis  must  not 
be  delayed  longer  than  about  thirty-six  hours,  or  until  the  first  apj>ear- 
ance  of  uremic  symptoms.    Cystoscopy  alone,  even  in  the  form  of  chromo- 
cystoscopy,  does  not  help  us  with  the  diagnosis;    for,  if  urine  escapes 
from  the  ureters  at  all,  it  will  be  found  in  the  bladder  with  the  catheter; 
and  even  the  complete  absence  of  the  urinary  stream  from  the  ureteral 
orifice  is  not  enough  to  exclude  some  profound  functional  disturbance. 
The  introduction  of  a  ureteral  catheter  is  the  only  certain  means  of 
making  the  diagnosis,  as  the  instrument  is  arrested  at  a  definite  point, 
indicating  the  presence  of  the  obstruction.     It  must  be  remembered, 
however,   that  after  an  operation   the   ureter   may   be   displaced   and 
difficult  to  catheterize  on  that  account,  or  there  may  be  a  complete 
kink  in  the  canal.    This  is  all  that  can  be  accomplished  with  the  ureteral 
catheter,  but  at  least  it  supplies  the  indication  for  immediate  operative 
revision  of  the  ureters. 

Lis^ation  of  one  ureter  rarely  produces  uremic  symptoms  or  any 
marked  diminution  in  the  quantity  of  urine.  If  the  other  kidney  is 
sound  it  undertakes  the  function  of  its  fellow,  sometimes  with  a  slight 
disturbance  of  the  quantity  of  urine,  and  the  general  condition  soon 
becomes  normal  again.  The  only  subjective  symptom  that  might  arouse 
a  suspicion  of  the  accident  is  a  sudden  pain  in  the  region  of  the  corre- 
sponding kidney.  For  this  reason,  chromocystoscopy  and  catheteriza- 
tion of  the  ureter,  which  are  necessary  for  confirming  the  diagnosis, 
are  usually  not  performed,  and  in  most  cases  the  ligation  is  unexpectedl}' 
discovered  at  the  autopsy;  or,  if  the  patient  survives,  remains  undis- 
covered as  long  as  she  lives.  In  rare  cases  ligation  of  one  ureter  leads 
to  hydronephrosis,  which  can  be  recognized  by  its  characteristic  signs 
(see  page  593,  et  seq,)  and  demonstrated  by  means  of  cystoscopy. 
Occasionally  the  ligature  divides  the  catheter,  and  the  urine  which 
escapes  through  the  opening  infiltrates  the  tissues;  or,  if  it  makes  its  way 
to  the  outside,  produces  the  symptoms  of  ureteral  fistula.  If  attention 
has  been  called  to  the  possibility  that  one  ureter  may  have  been  ligated, 
the  fact  can  be  confirmed  with  the  cystoscope  by  finding  the  correspond- 
ing ureter  absolutely  'dead'  and  impermeable  to  the  ureteral  catheter. 
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Operative  divUion  of  the  ureter  h  frequently  fliscovered  during 
operation,  or  inimediately  after,  when  the  specimen  b  examined*  If 
it  h  not  recognized  ami  there  is  no  Ha^picion  of  the  aecident,  the  diag- 
nosij^  h  usually  ini possible;  for^  if  the  urine  h  tlischarged  into  tlie  free 
iihdominal  cavity,  there  may  be  no  reartion  whatever  if  the  nrine  is 
free  from  gernij^,  and  tlie  wound  runs  an  entirely  aseptic  course  until 
the  secretion  of  the  kidney  finally  eease^.  But  the  accident  usually 
occurs  during  severe  ojHTations  tliat  do  not  run  an  asei>tie  eouri?e^  so 
that  peritonitis  almost  always  develops  at  once  and  obscures  the  picture 
of  ilivision  of  the  ureter.  If  the  division  is  extraperitoneal,  the  tistsues 
become  infiltrateii  with  urine  and  an  abscess  is  formed;  if  it  is  divided  in 
the  vagina,  the  sym|*toms  of  ureteral  fistula  soon  make  their  appearance. 

Compression  of  the  ureters  may  Ix'  caused  by  large,  hard  abdominal 
tumors,  by  a  carcinoma  growing  around  the  ureter,  or  by  cicatricial 
contraction  of  exudates.  The  diagnosis  of  the  cause  of  compression  is 
important  in  determining  the  question  of  its  removal*  The  necessity  of 
demonstrating  the  existence  of  compression  is  suggt*sted  by  the  occurrence 
of  uremic  symptoms  in  cases  of  bilateral  compression,  or  when  it  is 
desired  to  determine  the  extent  of  a  carcinoma  which  is  to  be  removed. 
Incomplete  compression  does  not  produce  distinct  symptoms;  but  if  the 
occlusion  is  complete,  the  absence  of  the  urinary  stream  isiiiscovereil  with 
chromocystoscopy,  or  the  impermeabihty  of  the  ureter  by  eathelerixa- 
tion.  These  procedures  are  often  rendered  verj^  difficult  on  account  of 
the  displacement  of  the  floor  of  the  bladder  in  the  case  of  large  tumors. 

Diseases  of  the  Kidneys. 

Although  diseases  of  the  kinileys  belong  to  internal  medicine  and 
surgery,  the  diagnosis  of  some  kidney  diseases  must  be  discussed  in 
this  connection.  They  are  pyelitis,  on  account  of  its  direct  connection 
with  diseases  of  the  Ixla^lder:  tumors  of  the  kidney,  which  are 
frequently  apt  to  be  mistaken  for  genital  tumors;  and  movable  kid- 
ney, which  is  a  frequent  concomitant  of  gynecologic  diseases.  The 
dividing  line  between  gynecuh»gy  ami  general  surgery  may  be  drawn 
at  the  ureter,  allowing  to  the  former  ureteral  fistula  and  operative 
injuries:  but  from  the  diagnostic  standpoint  the  gynecologist  cannot 
altogether  ignore  th<»  kidney. 

DJai:nosis  of  Pyelitis*  The  form  of  pyelitis  which  is  most  fre- 
quently seen  l>y  the  gynecologist  is  that  which  follows  cystitis  of 
gonorrheal  or  tuberculous  origin,  or  w^hieh  is  the  result  of  infection  by 
other  organisms  <callieter  cystitis).  In  acute  cases  it  is 
usually  not  difficult  to  determine  wdiether  the  inflamma- 
tion in  the  bladiler  has  extended  to  the  pelvis  of  the*  kidney  if  the 
region  of   the  kitlney  is  very  sensitive  to  pressure  and  there  is    high 
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fever,  usually  lasting  from  four  to  six  days  and  recurring  in  similar 
attacks  at  intervals.  In  subacute  and  chronic  cases  the  question  is 
more  difficult  to  solve.  Attempts  to  discover  diagnostic  points  in 
the  urine  have  failed.  The  caudate  epithelial  cells  which  were  for- 
merly regarded  as  pathognomonic  also  occur  in  the  bladder,  and  an 
acid  reaction,  which  is  said  to  be  characteristic,  is  present  also  in  gon- 
orrheal and  tuberculous  catarrh  of  the  bladder.  The  quantity  of  pus 
in  the  urine  and  the  degree  of  alkalinity  may  be  so  variable  in  pj^elitis 
that  the  finding  of  a  large  quantity  of  pus  does  not  necessaril}'  indicate 
involvement  of  the  pelvis  of  the  kidney.  An  abundant  amount  of  albu- 
min, with  a  small  quantity  of  pus,  in  the  urine  is  somewhat  more  sug- 
gestive. The  symptoms,  which  consist  in  renal  colic  and  lumbar  pain, 
may  suggest  disease  of  the  pelvis  of  the  kidney;  but  the  only  way  to 
make  a  positive  diagnosis  is  by  means  of  cystoscopy.  In  those  cases  in 
which  pyelitis  follows  cystitis,  the  changes  described  on  page  568  will  be 
found  in  the  bladder  wall;  when  the  ureteral  orifice  is  carefully  observed, 
turbid  urine  will  be  seen  to  escape  in  cases  of  purulent  pyelitis.  This 
turbid  urine  is  at  first  easily  distinguished  from  the  clear  injected  water, 
until  it  finally  becomes  intimately  mixed  with  it.  In  other  cases,  par- 
ticularly if  the  secreting  parenchyma  has  been  destroyed,  pure  pus 
may  be  evacuated.  The  cystoscopic  diagnosis  is  more  difficult  if  the 
urine  coming  from  the  kidneys  is  only  slightly  turbid  and  contains  so 
few  morphologic  elements  that  it  cannot  be  clearly  distinguished 
from  the  injected  water;  on  the  other  hand,  particles  of  the  bladder 
wall  suspended  in  the  fluid  may  sometimes  seem  to  be  derived  from 
the  ureter.  The  urine  must  be  obtained  directly  from  the  ureter  in 
order  to  make  a  positive  diagnosis.  But  the  introduction  of  the  cath- 
eter in  the  presence  of  cystitis  requires  great  care  and  certain  special 
precautions  to  avoid  transmitting  the  infection  to  the  ureter.  The 
bladder  must  be  cleansed  as  well  as  possible  by  prolonged  irrigation 
with  a  disinfecting  solution  (Casper  recommends  oxycyanide  of  mer- 
cury 1:5000),  and  contact  of  the  catheter  with  any  flakes  of  pus  that 
may  be  present  must  be  avoided.  Great  care  is  necessary  in  introducing 
the  catheter  in  order  to  avoid  causing  erosions,  which  easily  become 
infected;  and  the  instrument  must  not  be  pushed  in  more  than  about 
5  to  10  cm.  If  these  precautions  are  observed,  the  few  bacteria  that 
arc  introduced  in  spite  of  them  usually  do  not  set  up  an  inflammation, 
because  they  are  washed  out  again  by  the  stream  of  urine.  Casper 
recommends  flushing  out  the  ureter  through  the  catheter  with  a  few 
cubic  centimeters  of  1 :  1000  silver  nitrate  solution,  and  reports  numerous 
cases  in  which  the  observance  of  these  precautions  enabled  him  to  eath- 
eterize  the  ureters  in  the  presence  of  a  cystitis  without  causing  infection. 
When  special  care  is  necessary,  as  for  example  in  the  case  of  tuberculosis 


of  the  bladder,  the  urine  segregator  (Fig*  341)  may  be  tried.  The  model 
designed  by  Luys  is  the  best.  It  has  the  shape  of  a  sharply  eurvetl  male 
catheter  and  consists  of  three  parts:  two  lateral  gutters  with  a  small 
opening  in  front,  and  a  stop-cock  behind  for  drainage,  and  between  tlieni 
a  smooth,  uniformly  curved  portion  covered  with  a  thin  rubber  tube 
which  can  be  stretched  out  in  the  shape  of  a  sejjtum  by  means  of  cogs 
and  chain  worked  from  behind.  The  introduction  of  the  instrument 
in  females  is  exceedingly  easy.  The  apjmratus,  consisting  of  three 
pieces,  is  introduced  closed,  and  the  septum  opened  by  turning  a 
screw\  If  the  instrument  is  in  the  median  line,  and  the  floor  of  the 
bladiler  is  pushed  slightly  forward  toward  the  vagina,  the  bladder  will 
he  <iivided  into  tw^o  portions,  in  which  the  two  halves  of  the 
douWp  catheter  w^ill  collect  the  urine  separately  from  t^ach  ureter 
and   conduct   it    into  a  glass  tube  attacheil  to  the  instrument.     One 
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cannot,  how^ever,  be  absolutely  sure  that  the  urine  is  obtained  separately 
from  tlie  Iw^o  ureters,  although  in  most  eases  it  is  possible  to  do  so.     For 

this  reason  the  segre gator  is  inferior  to  catheterization  of  the  ureters 
ami  should  hv  emplo3Td  ordy  when  thr  latter  metliod  is  cf>ntraimlicated. 

After  the  ureteral  catheter  has  been  placed  in  position,  the  ureter 
should  be  allowed  to  contract  a  few  tim*\s  in  order  to  flush  out  whatever 
may  have  gotten  into  the  ureter  from  the  bladder  {Casper),  after  wdiich 
a  few  cubic  centi meters  of  urine  are  obtainetl  for  the  purpose  of  exam- 
ining the  sediment  {because  if  the  catheter  is  allowed  to  remain  too  long, 
formed  elements  derivetl  from  the  ureter  may  he  added  to  the  urine); 
an<i  finally  the  (piantity  net-essary  for  chemical  examinatioji  is  drawn  off. 

If  cuboidal  epithelial  cells,  pus  corpuscles  and  blood  in  recogniz- 
able (juantities  are  fountl  in  tht^  sediment,  and  albumin  is  present  in  the 
filteretl  urine,  a  diagnosis  of  purulf^nt  |*yelitis  nmy  l>e  matle* 

The  form  of  pyelitis  is  deter mine<l  by  the  organisms  which  are  found 
in  the  urine;   tubercle  bacilli  shouhl  be  looked  for  with  special  care. 

It  is  impossiblt*  tjy  any  known  diagnostic  method  to  determine 
whether  or  not  the  renal  tissue  is  also  involved  in  the  pyelitis;  the  most 
reliable  sign  Is  the  quantity  of  ulljumin. 

The  following  shows  how  cystoscopy  and  catheterization  of  the 
uretei-s,  with  other  methods  of  examination,  may  lead  to  a  diagnosis. 
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Case  37.  Mrs.  C\.  The  patient  has  been  complaining  for  the  past  eight  months  of 
increased  and  somewliat  painful  micturition,  with  dragging  pains  in  the  region  of  the  right 
iireter.  The  urine  is  very  turbid  and  contains  an  abundance  of  pus.  With  the  eystoscope 
the  mucous  membrane  of  tlie  bladder  is  found  to  \ye  normal;  but  from  the  right  ureteral 
orifice,  which  is  rigid  and  contracts  sluggishly,  large  quantities  of  pus  and  tissue  ddbris  are 
discharged  like  (he  eruption  from  a  crater;  tlie  urine  coming  from  the  left  ureter  appears  to 
be  clear.  In  order  to  obtain  positive  information  in  regard  to  the  state  of  the  left  kidney, 
a  Luys' segregator  was  introduced.  On  the  right  side  the  urine  contained  a  quantity  of  pus 
large  enough  to  fill  half  of  a  glass  receptacle,  while  on  the  left,  the  urine  was  barely  turbid,  which 
could  easily  be  attrif)uted  to  pollution  from  the  riglit  side.  An  attempt  was  then  made  to 
palpate  tlie  ureters  through  the  vagina,  and  on  both  sides,  but  particularly  on  the  left,  a 
distinctly  thickened  and  |>ainful  ureter  was  found.  The  left  side  liaving  thus  been  shown 
to  be  diseased,  a  catheter  was. introduced  into  the  left  ureter  with  the  necessary  precautions; 
the  urine  was  slightly  turbid  and  contained  large  numbers  of  epithelial  cells  from  the  pelvis 
of  the  kidney.  In  spite  of  the  absence  of  tubercle  bacilli  the  diagnosis  of  tuberculosis  was 
made  l)ecause  the  left  lung  was  tuberculous. 

Diag^nosis  of  Renal  Tumors.  Definition.  For  the  purpose  of 
diagnosis  the  term  'renal  tumors'  may  be  made  to  include  a  number  of 
morbid  conditions  of  the  kidney  associated  with  distinct  enlargement 
DiagnoMisof  of  the  orgau.  Retention  tumors  owe  their  origin  to 
Renal  Tumors,  ^j^^  accumulation  of  urinc  containing  mucus  or  pus  (hydro- 
nephrosis and  pyonephrosis).  The  neoplasms  encountered  are  car- 
cinoma and  sarcoma.  The  gynecologist  is  interested  in  renal  tumors 
because  they  are  often  mistaken  for  ovarian  tumors,  and  in  this  con- 
nection it  will  be  enough  to  discuss  the  diagnosis  of  renal  tumors  as  such 
without  going  into  the  distinction  of  the  different  forms. 

Some  knowledge  of  the  anatomy  of  the  parts  is  necessary  for  a 
better  understanding  of  the  special  properties  of  renal  tumors.  The 
posterior  surface  of  the  kidney  is  in  relation  with  the  quadratus  lum- 
borum  and  transversalis  muscles,  from  the  last  thoracic  to  the  first  tw^o 
or  three  lumbar  vertebrae.  Above,  it  extends  to  the  twelfth  rib  and 
sometimes  a  little  higher;  the  inferior  pole  often  extends  to  the  crest 
of  the  ilium.  The  left  kidney  is  usually  somewhat  higher  than  the  right. 
In  the  median  line  the  kidney  is  bound  by  the  psoas  muscle.  The  organs 
are  surrounded  by  soft,  fatty  tissue;  the  kidney  is  not  covered  by  peri- 
toneum, and  the  presence  of  a  portion  of  peritoneum  forming  a  kind  of 
mesentery  is  pathologic.  The  large  intestine  is  situated  in  front  of, 
and  a  little  to  the  outer  side  of  the  kidneys;  the  right  hepatic  flexure 
in  front  and  to  the  right,  and  the  descending  colon  in  front  of  the  left 
kidney.  The  ascending  colon  covers  the  lower  pole  of  the  kidney, 
follows  the  inner  surface  of  the  viscus  to  the  level  of  the  liver, 
and  there  forms  a  right  angle  and  becomes  the  transverse  colon. 
The  splenic  flexure  is  in  relation  with  the  upper  pole  of  the  left 
kidney,  and  from  this  point  the  descending  colon  descends  alongside 
of  the  viscus.  The  relations  between  this  portion  of  the  large  intes- 
tine and  the  peritoneum  vary;  but  as  a  rule  the  posterior  periphery 
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of  the  bowel,  which  is  in   contact  with  the  side  and  upper  pole  of 
the  kidney,  is  entirely  extraperitoneal  (Fig.  342). 

The  most  important  supports  of  the  diagnosis  arc  the  position  of 
the  renal  tumor  and  its  relation  to  the  large  intestine. 
Small  tumors  produce  practically  no  change  in  the  position  of  an  other- 
wise normal  kidney;  but  as  they  increase  in  size  they  grow 
chiefly  to  the  outer  side  and  forward,  because  they  are 
prevented  from  growing  inward  by  the  vertebral  column.  In  doing  so 
they  separate  the  peritoneum  from  the  lateral  wall  of  the  abdomen  and 
push  the  reflection  of  the  peritoneum,  which  is  found  in  the  anterior 
abdominal  wall,  farther  forward.  The  tumor  is  always  extraperitoneal 
at  the  posterior  and  lateral  wall  of  the  abdomen;  as  it  continues  to  grow 


Position  of 
Renal  Tumore. 


Fia.  342. — Horizontal  Section  trrouor  the  Abdominal  Cavttt  in  the  Region  of  the  Kidneys. 

grammatio.)     (Original.) 


(Dia. 


it  reaches  the  anterior  abdominal  wall  above,  under  the  arch  of  the  ribs, 
while  the  inferior  pole  grows  down  toward  the  pelvis.  If  the  enlarge- 
ment continues,  the  growth  oversteps  the  median  Hne,  causes  distention 
of  the  other  side  of  the  abdomen  also,  and  descends  into  the  true  pelvis; 
hence  an  extramedian  position  and  immobility  of  the  tumor, 
owing  to  its  extraperitoneal  growth  (providing  the  kidney  is  not 
movable),  are  the  most  characteristic  features  of  renal  tumor  and  are 
easily  recognized.  The  palpation  of  small  tumors  may  be  difficult  and 
may  require  a  favorable  attitude  with  relaxed  abdominal  walls,  and  pos- 
sibly anesthesia.  The  woman  should  be  examined  in  the  dorsal  or  in  the 
lateral  position,  both  hands  being  used.  One  hand  is  placed  under  the 
n»nal  region  and  the  other  on  the  tumor.  MobiHty  may  be  entirely  abol- 
ished, or  present  only  in  a  slight  degree  in  the  parts  directed  toward  the 
abdominal  cavity.  Firm  and  tense  tumors  situated  in  the  renal  region  as 
far  as  the  vertebral  column  are  easily  palpated;  if  not,  they  may  be 

38 


594 


GYNECOLOGICAL  DL\GNOSIS 


demonstrated  by  the  constant  absence  of  the  intestinal  note  on  percussion 
at  the  affected  site.  In  the  case  of  large  tumors,  also,  it  can  usually  be 
determined  without  difficulty  that  one  side  of  the  abdomen  is  free  and 
that  the  tumor  extends  on  the  other  side  into  the  lumbar  region  (Fig. 
343).  If,  however,  the  tumor  forms  in  a  movable  kidney,  or  has  produced 
a  movable  kidney  by  dragging  on  the  peritoneal  investment,  the  tumor 
may  be  depressed  into  the  umbilical  region  and  even  deeper;  but  it  can 
be  pushed  back  into  the  lumbar  region  unless  it  has  become  adherent 
in  its  new  position.  The  percussion  note  over  a  tumor  containing  a 
movable  kidney  may  show  intestinal  tympany  because  the  peritoneum 


Fia.  343. — HoRizoPTTAL  Section  through  a  Renal  Tumor  in  Situ.    (Diagrammatic.)    (Original.) 

has  been  drawn  out  to  form  a  wide  band,  and  the  tumor  is  farther 
removed  from  the  posterior  abdominal  wall. 

The  relations  of  the  renal  tumor  to  the  large  intestine 
are  even  more  important.  As  the  renal  tumor  grows,  whether  on  the 
right  or  left  side,  it  forces  the  colon  away  from  the  lateral  wall  of  the 
abdomen,  so  that  the  bowel  is  usually  found  along  the  inner  side  of  the 
tumor.  Large  tumors  may  be  behind  the  lower  portion  of  the  ascending 
colon,  and  the  latter  in  this  case*  will  occupy  a  vertical  position  in  front, 
and  to  the  inner  side  of  the  tumor;  while  the  hepatic  flexure  of  the  colon 
forms  an  obliciue,  ascending  line,  merging  with  the  transverse  colon 
(Fig.  344)  and  draped,  as  it  were,  over  the  top  of  the  tumor.  When 
the  tumor  is  on  the  left  side,  the  descending  colon  above  usually  lies 
vertically  in  front  of  the  tumor;  while  the  sigmoid  flexure,  on  account 
of  its  well  developed  mesentery,  is  not  much  altered  in  position.     This 
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change  in  the  position  of  the  L-oIon  may  almost  be  call*^!  a  law, 
although  it  is  subject  to  a  number  of  exceptions^  b,h  when  the  tumor 
grows  forward  along  the  inner  eu\p  of  the  intestino  and  displaees 
the  latter  outward.  If  a  right-sided  tumor  grow.s  downward  under  the 
cecum  toward  the  pclvisj  the  cecum  is  displaced  upward  and  is  in  con- 
tact only  with  the  upper  portion  of  the  tumor;  if  there  are  inflamma- 
tory adhesions  attaching  coils  of  intestine  to  the  surface  of  the  tumor, 
or  to  one  ariotluT,  the  bowel  is  not  displaced  at  all  or  tlie  displacements 
are  irregular.  The  presence  of  the  large  intestine  on  the  tumor  is  usually 
easy  to  determine;  while  it  is  empty  it 
represents  a  flat  ribbon  which  can  be 
slightly  moved  to  and  fro  on  the  tumor; 
and  gurgling  or  purring  noises  are  some- 
times present.  Inflation  with  air  renders? 
the  recognition  somewhat  easier;  the 
inflation  shouUI  be  done  with  an  atomizer 
through  the  rectum.  As  gaaes  and  fluid 
do  not  pass  backward  through  Bauhin's 
valve,  the  accumulation  of  gas  and  fluid 
may  be  regarded  as  a  specific  sign  that 
the  structure  is  the  large  bowel. 

Before  the  introtkiction  uf  cystos- 
copy, important  diagnostic  points  were 
obtained  from  examination  of  the  urine, 
since  in  the  presence  of  a  healthy 
bladder  pus  was  regarded  as  pointing 
to  pyonephrosis,  and  hematuria  to  a 
neoplasm  of  the  kidney.  At  the  present 
day  I  however,  cystoscopy  in  con- 
nection with  catheterization  of 
the  ureters  has  completely  replaced  the  older  methods.  Although  it  is 
true  that  the  diagnosis  of  renal  tumor  can  be  made  in  most  cases  with- 
out  cystoscopy,  nevertheh^ss  the  methoil  sometimes  affords  an  intportant 
confirmation,  and  in  doubtful  cases  provides  the  only  basis  cypto-MKniy  it* 
for  the  diagnosis.  In  a  reti-ntion  tuuior  with  a  completely  it***»i  Tumon. 
closed  ureter,  the  canal  will  appear  absolutely  Mead  'when  examined  with 
chromocystoscopy ;  and  when  cystoscopy  cannot  be  performed,  the  clos- 
ure of  the  ureter  is  directly  felt  when  a  catheter  is  introduced.  The  clos- 
ure of  the  ureter  and  absence  of  urinary  flow  are  reeognizcd  by  catheteri- 
zation of  the  ureters*  If  the  ureter  is  still  permeablcp  bloody  or  purulent 
urine,  or  pure  pus,  or  even  particles  of  tissue  mil  escape  in  the  case  of  renal 
tUHJors*  In  the  case  of  open  sacs,  particularly  pyunephrogis,  the  diagnosis 
is  readily  made  by  seeing  the  pus  escape  from  the  corresponding  ureter. 


Fro,  344.— Rehai.  Tt^Mon  or  thi  Rioitp 

Bjit\  urf>  emtity.    Tbe  tumur  i»  tixtniiMirttotiiHit 
and  immiovmMm^ 
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Case  38.  Mrs.  R.  On  the  right  side  a  renal  tumor  about  the  size  of  a  man's  head, 
exhibiting  all  the  characteristic  palpatory  signs.  On  cystoscopic  examination  the  bladder 
is  found  to  be  perfectly  normal;  the  left  ureteral  orifice  is  very  small,  and  clear  urine  is 
discharged;  the  right  is  greatly  reddened  and  injected,  and  projecting  from  it  is  a  thick 
drop  of  pus.  Pressure  on  the  tumor  is  followed  after  a  few  seconds  by  the  discharge  of  thick 
pus  in  the  shape  of  a  small  sausage,  which  sinks  in  the  injection  water  and  slowly  dissolves. 
After  extirpation  the  tumor  was  found  to  be  a  right-sided  pyonephrosis  with  calculus. 

Differential  Diagnosis.  The  gynecologist  is  interested  solely 
in  the  distinction  of  renal  tumors  from  ovarian  tumors.  Confusion 
of  the  two  conditions  is  possible  only  when  the  renal  tumor  is  large  enough 
to  extend  into  the  pelvic  inlet,  or  the  ovarian  tumor  reaches 
Di^^[i*from  up  to  the  rcgion  of  the  kidney,  which  may  occasionally 
T^mon.  occur  in  the  case  of  small  tumors  that  have  ascended  with 

the  gravid  uterus,  or  have  been  prevented  from  descending 
during  the  puerperium  by  the  formation  of  adhesions  in  the  lumbar 
region.  Small  ovarian  tumors  with  long  pedicles  may  also  be  displaced 
into  the  lumbar  region.  The  chief  point  of  distinction  is  that  renal  tumors 
have  no  direct  connection  with  the  uterus,  and  that  both  ovaries  can 
sometimes  be  felt  underneath  the  tumors;  whereas  ovarian  tumors  are 
more  or  less  distinctly  connected  to  the  uterus  by  a  cord.  But  as  this 
cannot  be  positively  demonstrated  in  a  number  of  cases,  the  above- 
mentioned  characteristic  signs  of  renal  tumor  also  assist  in  the  diagnosis. 
An  ovarian  tumor  rarely  occupies  only  half  of  the  abdomen,  leaving  the 
other  half  entirely  free.  In  most  cases  intestinal  tympany  is  obtained 
at  the  outer  side  of  the  tumor,  but  in  the  case  of  renal  tumors  the  per- 
cussion note  is  usually  dull  in  that  region.  While  renal  tumors  by 
traction  on  their  peritoneal  covering  may  develop  a  certain  degree  of 
mobility,  they  are  always  more  or  less  adherent  above  and  impeded  in 
their  downward  movement;  whereas  in  ovarian  tumors  the  opposite 
conditions  obtain.  Ovarian  tumors  never  exhibit  the  same  relations  to 
the  colon  as  renal  tumors;  at  all  events,  they  are  never  placed  behind 
the  upper  portion  of  the  ascending  or  descending  colon.  The  trans- 
verse colon,  however,  may  He  along  the  top  of  a  large  ovarian  tumor, 
and  large  subperitoneal  growths  may  be  placed  behind  the  cecum  on 
the  right  side  and  behind  the  sigmoid  flexure  on  the  left.  The  cecum  and 
sigmoid  flexure  are  easily  recognized  by  their  shape,  especially  the  latter 
by  its  long  mesentery.  In  difficult  cases  resort  must  be  had  to  cystos- 
copy and  catheterization  of  the  ureters.  Valuable  information  may 
also  be  obtained  from  the  history  and  symptomatology.  If  the 
appearance  of  a  tumor  has  been  preceded  by  renal  symptoms,  i.e.,  renal 
colic  and  persistent  pain  in  the  lumbar  region,  or  if  the  patient  knows 
that  the  tumor  started  in  the  lumbar  region  and  grew  downward,  the 
tumor  is  probably  renal.  Slow  growth  and  the  appearance  of  the  tumor 
during  childhood  are  much  more  frequent  in  the  case  of  renal  tumors. 
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The  following  casD  illustrates  the  diflSeulties  of  a  iliflfercntial 
iliagnot!ii!*s   between  ovarian  and  renal  tumors: 

The  history  cotitAUis  nothing  chamctemtic. 

The  growtli  of  the  iiiniur  In  said  lo  have  begun  below;  the  abdomen  is  greatly  dis- 
tended by  a  cystic  tunjor  imct*  as  Urge  33  a  man's  head,  and  entirely  in  the  median  limv  In 
tlie  lefi  lumliar  region  there  13  distinct  tympany;  in  the  right »  the  note  Juu<i  a  tympanitic  ele- 
ment. On  l!ie  right  side  the  right  lul>e  of  rho  hver  m  distinctly  palpable  in  intimate  contact 
with  the  tumor,  and  projects  four  fingers*  breitdtli  lieyond  the  arch  of  the  riljs,  A  IcMjp  of 
intestine  is  felt  on  the  left  mdc  of  the  tumor,  somewtiat  movable  on  the  surface;  this  can  be 
inflated,  but  the  air  does  not  advance  Ijeyond  a  certain  point  (Bsiuhin**  valve). 

The  uterus  Is  smaJl  and  lie.^  underneath  the  tumor;  the  right  ovary  is  palpable;  tlie 
left  cannot  !>e  fournL 


NkIc  of  tumor 


Loft  Itidtiify 


AhdotnltiAl  i 

t!*vhy  with 
t<jpup  vti  ;tm»ll 
iuteetine 


^^y: 


Abtlomin^ 
eavtty  wiih 
\oop  of  •mufti 


Avotndtn^  coloa 


Tumor' 


Fiq,  345,— 'Bi*i«T-5ii>JLj>  lii.sAU  Tcmoh.     i,Orwn*h) 

Nothing  of  any  impart&nce  is  found  in  ihe  urine.  CTystoseopy  was  not  performed  for 
practical  reaj«i>ns  (judging  from  the  final  diagnoaijj  it  would  probttbly  Irnve  uliown  nomml 
tiriimr>^  secretions  from  both  uretersX 

The  diagnii8i«  Les  between  left-^ided  ovarian  tumor  and  right -«ided  renal  tumor. 

In  favor  of  ovanan  tumor  arc  the  median  position,  the  percussion  note  in  the  two 
lunibar  region**,  the  aheence  of  the  left  ovary,  and  the  liistory. 

In  favor  of  renal  tumor  are  the  po^iition  of  the  colon  on  the?  timior,  and,  li^  the  manner 
in  which  the  air  entered  during  inflation  showed  it  to  be  the  eecnm,  it  could  only  lie  a  right- 
Bided  renal  1  umor, 

f operation  revealed  a  right-sided  renal  tumor,  A  neoplasm  had  ptrobably  developed 
in  A  movable  kidney,  which  explained  the  nu'dian  position  and  the  distinct  ijTiij>any  on  the 
Me  on  which  the  ttmior  originated.  The  left  ovary  was  not  absent,  but  was  found  above, 
preMed  against  I  lie  ab^lominal  wall.  The  anatomic  relationa  are  ahown  in  the  aei^onipanying 
transverse  section  (Fig.  345). 

Microscopic  exam itiat ion  reveftkd  a  ittreoma  of  the  right  aupmnenal  body. 

Diagnosis  of  Movable  Kidney.  MoA'able  kidney  xb  an  exceedingly 
common  complaint  among  women.     The  eonilition  is  suggef>te<l  by  the 

patient  s  coniphiining  of  distress  in  the  lumbar  region,  or  by  the  aeei- 
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dental  finding  of  a  tumor  on  palpating  the  abdomen.  In  diseases  which 
are  often  associated  with  movable  kidney,  such  as  enteroptosis,  pen- 
dulous abdomen  and  prolapse,  the  patient  should  always  be  examined 
for  displacement  of  the  kidneys. 

In  examining  for  movable  kidney  the  patient  must  be  placed  in 
such  a  position  as  to  relax  the  abdominal  muscles  and  permit  the  kidney 
to  leave  its  normal  position.     In  other  words,  the  woman  should   be 

placed  on  the  sound  side,  with  the 
knees  slightly  drawn  up.  In  this  posi- 
tion the  kidney  often  slips  down  to,  or 
beyond  the  navel.  Examination  after 
the  patient  has  suddenly  changed  from 
the  dorsal  to  the  lateral  position,  or  after 
active  exercise  is  of  advantage.  If  the 
abdominal  walls  are  thin,  the  outline  of 
the  kidney  can  sometimes  be  seen;  but 
as  a  rule  the  diagnosis  must  be  made 
by  palpation.  One  hand  is  placed 
under  the  lumbar  region,  the  other  flat 
on  the  abdomen  in  the  hypochondriac 
region  and,  if  the  abdominal  walls  are 
not  too  thick,  a  tumor  of  the  size, 
shape,  and  peculiar  parenchymatous 
consistency  of  the  kidney  may  be  felt 
on  deep  inspiration.  Occasionally  the 
hilus,  which  is  directed  inward,  is  dis- 
tinctly palpable  (Fig.  346),  and  under 
favorable  circumstances  the  pulsating 
renal  artery  within  the  hilus;  sometimes 
only  the  inferior  pole  of  the  organ  can 
be  felt.  In  such  cases  examination  in 
the  dorsal  position  after  deep  expiration  is  the  best.  If  the  displace- 
ment of  the  kidney  is  not  very  great,  the  organ  is  felt  more  easily  in 
the  sitting  or  standing  posture  with  the  trunk  bent  over  forward. 
Movable  kidney  is  further  characterized  by  great  mobility,  so  that 
it  often  slips  away  from  between  the  fingers,  and  by  the  fact  that  it 
can  be  returned  to  its  normal  site. 

Absence  of  the  kidney  on  the  affected  side,  even  if  it  can  be  positively 
demonstrated  by  palpation  and  percussion,  is  not  a  positive  sign  of  mov- 
able kidney,  as  it  is  also  observed  in  atrophy  and  ectopia  of  the  kidney. 
Differential  Diagnosis.  A  number  of  conditions  which  produce 
similar  tumors  in  the  lumbar  region  must  be  considered ;  but  if  the  above- 
mentioned  signs  of  movable  kidney  are  borne  in  mind,  there  is  practically 


Fio.  340. — Right-Sided  Movable  Kidney  in 
THE  Left  Lateral  Position.     (Original.) 
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but  one  condition  on  the  right  side  that  may  be  mistaken  for  movable 
kidney.  This  h  constriction  t>f  part  of  the  liver  substance  (Sehnurleber), 
which  may  be  similar  in  shape  and  c^>n^«i.Htency  to  that  of  a  movable 
kitlney.  It  Ie  sometimes  tlifficuU  to  drraonstrate  the  connection  between 
such  a  confitricted  portion  ant]  the  liver,  ami  quite  frequently  tlie  mass 
h  not  movable  with  respiration;  but  it  may  l)e  recognized  by  it»  sharp 
border,  like  that  of  the  lower  edge  of  tlie  liver,  and  the  fact  that  it 
cannot  be  replaced  into  the  kidney  site. 

The  spleen  is  not  very  likely  to  be  niii5taken  for  a  movable  kidney, 
becauise  the  viscus  does  not  appear  below  the  arch  of  the  ribs  unless  it 
is  movable,  which  is  a  very  rare  condition.  The  spleen  also  differs  from 
the  kitlney  by  its  shape  and  notches.  Sometimes  the  distinction  can 
be  made  by  attempting  to  replace  thi*  movaljle  mas8;  if  it  is  the  spleen, 
it  will  return  to  the  normal  site  of  that  organ  underneath  the  arch  of 
the  ribs,  while  the  kidney  disappears  in  the  depth  of  the  abdomen  toward 
the  vertebral  column. 

Partial  contractions  of  the  abdominal  muscles  may 
simulate  movable  kidney,  but  they  disappear  after  a  time  and  under 
anesthesia.  Fibromata  in  the  abdominal  muscles  may  produce  similar 
physical  signs,  but  they  are  more  superficial  antl  have  but  little  mobility. 

While  the  mere  diagnosis  of  movable  kidney  by  palpation  is  in  the 
main  easy,  it  may  be  difficult  to  decide  in  a  given  ease  what  clinical 
significance  the  condition  may  possess.  It  must  be  remembered 
that  in  itself  a  movable  kidney  merely  represents  an  anatomic  abnor- 
mality, and  in  the  vast  majority  of  cases  produces  no  symptoms  what- 
ever. It  can  be  callerl  a  pathologic  condition  and  requires  treatment 
for  such  only  when  the  symptoms  present  can  be  positively  referred  to 
the  movable  kidney,  and  this  is  by  no  means  easy.  The  most  character- 
istic symptoms  of  pronounced  djsi)lacement  of  the  kidneys  are  the  sudden 
attacks  of  pain,  w^hich  are  duo  to  kinking  of  the  pedicle,  and  which  find 
their  exi>lanati{m  in  an  acute  hydronephrosis  followii>g  kinking  of  the 
ureter,  and  .sudck-n  hyperenda  with  swelling  of  the  kidney  ami  tension 
of  itJi  capsule,  following  kinking  of  the  veins.  The  attacks  of  pain  are 
ver}'  intense,  localized  in  the  lumbar  region,  and  accompanied  by  vomit- 
ing, colic,  prolapse,  weakening  of  the  pulse,  and  syncope.  At  the  height 
of  the  attack  the  kidney  feels  swollen  and  is  very  sensitive.  Sometimes 
the  symptoms  disappear  suddenly,  as  the  obstacle  subsides.  There  is 
another  grnn|>  of  indefinite  symptoms,  such  as  drawing  pains  in  the 
corresponding  side,  nausea,  vomiting,  pain  in  the  stomach,  pressure  in 
the  abdomen,  and  a  variety  of  nervous  phruomena;  but  these  can  be 
attributed  to  a  movable  kidney  only  if  there  is  no  other  way  of  explain- 
ing them.  Quite  often  the  organ  lias  to  be  replaced  and  fixed  in  its 
normal   position   before   their  etioiogic   connection    with   the   movable 
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kidney  can  be  definitely  proved.  Sometimes  the  patients  are  more 
definite  in  their  statements;  they  feel  a  movable  body  in  the  lumbar 
region  which  moves  with  every  change  of  position;  or  they  note 
the  sudden  appearance  and  disappearance  of  a  tumor  with  certain 
movements  of  the  body.  Whenever  the  symptoms  are  indefinite,  all 
other  possible  causes  must  be  positively  excluded,  especially  inflam- 
matory diseases  of  the  adncxa  and,  in  the  case  of  right-sided  movable 
kidney,  appendicitis. 

Dystopia  of  the  kidneys,  or  congenital  position  of  the  kidney  in  an 
abnormal  place,  interests  the  gj'^necologist  because  the  organ  is  fre- 
quently found  is  the  genital  regions  and  may  be  mistaken  for  a  tumor. 
The  diagnosis  of  this  condition  is  extremely  difficult  and  has  not 
been  made  more  than  once  or  twice  in  the  living  subject;  nevertheless, 
dystopia  is  characterized  by  certain  definite  signs  which  might  make 
the  diagnosis  possible,  provided  the  condition  was  thought  of.  It  should 
be  remembered  that  the  kidney  must  be  retroperitoneal  and  therefore 
possesses  but  little  mobility,  and  is  in  fact,  as  a  rule  firmly  fixed  to  the 
body  wall;  it  is  usually  to  one  side  of  the  promontory  in  front  of  the 
sacro-iliac  articulation,  or  on  the  anterior  surface  of  the  sacrum.  An 
attempt  should  be  made  to  outline  the  shape  of  the  kidney  by  palpation. 
This  can  be  done  only  if  the  organ  can  be  reached  through  the  vagina 
or  rectum,  or  through  the  thin  abdominal  walls  if  it  is  situated  on,  or 
to  one  side  of  the  vertebral  column.  If  it  is  possible  to  make  out  by  pal- 
pation the  shape  and  consistency  of  a  kidney,  and  especially  the  hilus, 
the  diagnosis  is  not  difficult;  but  as  a  displaced  kidney  is  often  atrophic, 
misshapen  and  lobulated  (as  during  fetal  fife),  and  as  hydronephrosis 
may  form  in  a  dystopic  kidney,  the  difficulties  are  sometimes  very  great. 
If  an  artery  can  be  felt  in  the  hilus,  as  in  some  reported  cases,  it  is  a 
lucky  accident.  If  at  the  same  time  the  absence  of  the  kidney  from  its 
normal  position  on  the  corresponding  side  can  be  demonstrated  by 
palpation,  it  is  another  valuable  diagnostic  point. 

Catheterization  of  the  ureters  may  yield  important  information. 
According  to  Miillerheim,  shortening  of  the  corresponding  ureter  is  a 
sign  of  dystopia.  Since  the  flow  of  urine  from  the  ureter  is  intermittent, 
while  the  flow  is  continuous  from  the  pelvis  of  the  kidney,  Miillerheim 
measures  the  ureter  by  determining  the  difference  in  length  on  the  cath- 
eter between  the  instant  when  the  point  enters  the  ureter  and  the  instant 
when  the  continuous  flow  of  urine  from  the  pelvis  of  the  kidney  begins. 
Radiography  is,  however,  a  more  certain  method  of  recognizing  dystopia 
of  the  kidneys.  A  lead  catheter  is  introduced  into  the  ureter  of  the 
corresponding  side,  and  its  course  in  the  tumor  definitely  determined. 
If  the  dystopia  is  associated  with  complete  atrophy  of  the  kidney,  which 
is  not  infrecjuently  the  case,  the  absence  of  renal  function  on  the  cor- 
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responding  side,  as  determined  by  ehromocystoscopy  or  catheterization 
of  the  ureters,  or  the  absence  of  a  ureteral  orifice  (T.  Cohn),  may 
assist  in  making  the  diagnosis. 

The  following  case  came  under  my  personal  observation: 

Case  39.  Mrs.  Z.  To  the  left  of  the  sacral  portion  of  the  vertebral  column  a  circum- 
scribed mass  about  as  long  as  a  finger  and  two  finger's  breadths  wide,  with  a  smooth  surface, 
is  felt,  the  inferior  pole  of  which  extends  down  to  the  promontory.  The  lateral  border  appears 
convex,  while  the  median  has  a  notehed  edge  like  a  hilus.  Along  the  upper  edge  a  distinctly 
pulsating  cord  is  felt  running  across  the  upper  surface  in  a  fiat  curve.  The  right  kidney  is 
palpable  in  its  normal  position,  but  the  left  cannot  be  found  even  after  repeated  careful  pal- 
pation. The  uterus  and  adnexa  on  both  sides  are  normal.  Diagnosis:  Dystopia  of  the 
left  kidney.  Chromocystoscopy  shows  a  normal  swelling  around  the  ureteral  orifice  and  the 
regular  escape  of  urine  from  the  canal;  on  the  left  side  it  is  impossible  to  see  either  a  normal 
orifice  or  a  stream  of  urine  during  a  period  of  observation  of  twenty  minutes.  A  second 
examination  gives  the  same  result,  hence  the  dystopic  kidney  is  atrophic  (T.  Ck)hn). 

Differential  Diagnosis.  A  kidney  situated  in  the  pelvis  may 
be  mistaken  for  a  tumor  of  the  genital  organs.  Depending  on  the  spatial 
relations  of  the  kidney  to  the  ureters  or  adnexa,  it  may  be  mistaken 
for  a  myoma,  a  tubal  tumor,  or,  if  a  hydronephrosis  has  developed,  an 
ovarian  cyst.  If  the  possibility  of  this  renal  abnormality  were  borne 
in  mind,  the  diagnosis  would  no  doubt  be  made  more  frequently  from 
the  above-mentioned  signs. 

Ten  years  ago  I  saw  a  case  in  which  I  made  a  diagnosis  of  adnexal  tumor  based  on  the 
symptoms  and  the  similarity  of  the  physical  signs.  At  the  operation  I  satisfied  myself  by 
palpation  that  a  dystopic  kidney  was  present. 


Analytical    Diag^nosis. 


My  original  thought  in  writing  the  special  diagnosis  was  to  indicate 
the  lines  to  be  followed  in  making  the  diagnosis  of  a  gynecologic 
disease.  The  methods  of  gynecologic  examination  are  such  that  the 
information  obtained  by  combined  examination  is  very  much  more 
important  than  the  symptomatology,  which  may,  however,  be  of  some 
assistance  when  the  results  of  combined  examination  are  not  suffi- 
ciently definite.  In  a  text-book  a  systematic  treatment  of  the  subject 
is  absolutely  essential,  but  it  must  be  borne  in  mind  that  it  does  not 
represent  the  method  which  the  physician  must  pursue  in  actual  prac- 
tice in  order  to  arrive  at  a  diagnosis.  Thus,  for  example,  he  will  hardly 
go  through  the  various  stages  of  an  examination  for  a  myoma  unless 
he  already  suspects  the  existence  of  such  a  tumor,  or  examine  his  patient 
for  catarrh  of  the  genitaha  unless  the  diagnosis  is  suggested  by  the 
presence  of  certain  symptoms.  He  who  approaches  a  case  without  any 
preconceived  ideas  in  regard  to  the  direction  which  the  diagnosis  is 
likely  to  follow  must  at  first  reckon  with  the  sum  total  of  all  known 
diseases.  He  will  obtain  the  first  hint  from  the  patient's  statements 
and  must  analyze  the  symptoms  complained  of  in  order  to  get  a  clear 
idea  in  regard  to  the  seat  of  the  particular  disease  in  question.  I  have 
tried  to  meet  this  analytical  need  of  the  general  practitioner  by  adopt- 
ing, as  far  as  possible,  an  analytical  method  in  the  part  devoted  to 
special  diagnosis,  as  in  the  diagnosis  of  diseases  of  the  bladder,  catarrh, 
new  formations  and  ulcerations  of  the  vulva;  but  in  the  case  of  most 
gynecologic  affections  this  method  is  not  appHcable,  and  the  first 
hint  will  be  suggested  by  a  single  symptom  or  by  first  impressions. 
Thus,  for  example,  displacement  may  suggest  a  myoma  and  the  diag- 
nosis must  then  be  confirmed  or  disproved  by  invoking  the  aid  of  all 
known  diagnostic  methods.  If  gynecologic  processes  were  characterized 
by  pathognomonic  symptoms,  these  would  indicate  a  definite  line  for 
the  diagnostician  to  follow.  Since  however  the  opposite  is  the  case 
and  gynecologic  symptoms  consist  in  the  main  of  hemorrhage,  abdom- 
inal pain  and  vaginal  discharge,  and  since  they  repeat  themselves  in 
a  variety  of  forms  in  different  gynecologic  affections,  the  symptoma- 
tology has  no  practical  diagnostic  value.  While  an  accurate  observer 
who  has  an  intimate  knowledge  of  gynecologic  symptoms  may  be  able 
to  arrive  at  a  diagnosis  by  analyzing  the  most  prominent  symptom  in 
the  case  and,  with  the  aid  of  various  secondary  factors,  resolving  it 
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into  special  subvarieties,  such  a  method  of  procedure  is  beyond  the 
ability  of  the  less  experienced  general  practitioner,  although  he  also 
should  try  to  attain  his  object  in  the  same  way.  Such  a  knowledge  of 
analytical  diagnosis  I  consider  particularly  necessary  to  a  physician 
in  the  interpretation  of  hemorrhage,  the  most  frequent  and  the  most 
important  gynecologic  symptom.  In  addition  there  are  certain  other 
gynecologic  complaints  which  are  so  definite  that  they  almost  have  the 
significance  of  a  separate  disease,  particularly  among  the  laity,  although 
in  reality  they  merely  represent  symptoms;  they  are  amenorrhea, 
dysmenorrhea,  and  sterility.  In  the  patient's  mind  severe  pain  during 
menstruation,  the  protracted  absence  of  the  menses,  and  sterility 
represent  definite  conditions  which  may  be  present  without  any  other 
symptoms  and  often  constitute  the  only  reason  for  which  medical  advice 
is  sought.  The  physician,  however,  must  free  himself  from  any  such 
idea.  To  him  these  conditions  are  merely  symptoms  of  a  gynecologic 
or  general  disease,  and  their  importance  is  enhanced  by  the  fact  that 
they  occur  in  a  great  many  quite  different  diseases.  Hence  he  must 
proceed  analytically  and,  after  duly  considering  the  special  symptoms 
as  well  as  the  general  findings,  strive  to  recognize  the  causal  condition. 
For  this  reason  I  have  added  a  section  on  the  analytical  diagnosis  of 
hemorrhage,  amenorrhea,  dysmenorrhea  and  sterility,  as  well  as  a  short 
discussion  of  abdominal  tumors.  (The  subject  of  vaginal  discharge 
has  been  discussed  in  the  chapter  on  the  diagnosis  of  catarrh.) 
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The  Causes  of  Hemorrhage. 

A  physician  is  often  called  upon  to  determine  the  causes  of  hemor- 
rhage from  the  genitalia  because  successful  treatment  usually  pre- 
supposes correct  recognition  not  only  of  the  source,  i.e.,  the  bleeding 
organ,  but  also  the  cause  of  the  circulatory  disturbance.  Quite  often 
the  question  is  solved  coincidentally  with  the  discovery  of  a  genital 
disease  known  to  have  a  tendency  to  hemorrhage,  such  as  a  uterine 
myoma;  but  not  infrequently  the  genital  disease  itself  cannot  be 
regarded  as  the  direct  cause  of  the  hemorrhage,  as  in  the  case  of  an 
ovarian  tumor  or  a  retroflexed  uterus;  or  the  palpatory  findings  may  be 
normal,  and  the  cause  of  the  hemorrhage  may  be  discovered  only  by  a 
general  examination  of  the  entire  body  or  a  study  of  the  history.  Hem- 
orrhage is  frequently  the  expression  of  functional  disturbance  and  not 
a  symptom  of  organic  disease. 

To  discover  the  cause  of  a  hemorrhage  the  physician  should 
proceed  as  follows: 

Certain  historical  data,  such  as  the  type  of  hemorrhage,  i.e., 
whether  menstrual  (menorrhagia)  or  intermenstrual  (metrorrhagia), 
must  be  determined.  Women  call  any  hemorrhage  from  the  genitalia 
*' period, ^^  whereas  in  a  medical  sense  the  term  is  restricted  to  the 
hemorrhage  from  the  mucous  membrane  which  occurs  in  the  course  of 
ovarian  activity  and  coincident  with  the  menstrual  (monthly)  conges- 
tion. It  is  often  difficult  to  unravel  the  patient's  statements.  Some 
women  calculate  the  duration  of  the  menstrual  interval  from  the  begin- 
ning of  the  previous  period  and  others  from  the  end.  For  example,  a 
woman  may  say  that  her  period  comes  every  two  weeks,  when  in  reality 
she  has  an  interval  of  two  weeks  and  her  period,  which  lasts  a  week, 
recurs  every  three  weeks.  The  physician  must  therefore  determine  by 
judicious  questioning  the  time  when  the  menstrual  flow  occurs  and  the 
length  of  the  interval,  in  order  to  get  an  idea  of  the  type  of  hemorrhage 
he  is  dealing  with.  If  the  periods  are  variable  in  severity  and  duration, 
or  the  length  of  the  interval  is  not  constant,  it  may  be  very  diflBcult  to 
distinguish  between  menorrhagia  and  metrorrhagia,  and  in  such  a  case 
it  is  best  to  note  the  date  of  the  appearance  of  each  hemorrhage  and 
its  duration.  The  problem  is  greatly  simplified  by  keeping  hemorrhage- 
charts,  the  didactic  value  of  which  was  pointed  out  by  Kaltenbach. 
I  have  introduced  these  charts  (see  Plate)  with  certain  modifica- 
tions in  my  gynecologic  service.  They  can  be  kept  by  the  patients 
themselves   and   shown  to   the    physician    from   time   to  time.      One 
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glance  at  such  a  chart    is   often   nioro   instructive   than   a   long   and 
usually  more  or  less  confused  statement  from  the  patient. 
The  type  of  thr  hemorrhage  serves  to  indicate  whether 

(a)  The  hemorrhage  is  menstrual  {menorrhagia)*  The  cause 
of  menorrhagia  may  be  anything  that  tends  to  prolong  or  increase  the 
menstrual  congestion,  such  as  a  recent  adnexol  disease;  or  which  delays 
the  completion  of  the  menstrual  flow,  such  as  enilometritis,  relaxation 
of  the  uterus;  or  which  leads  to  abnormal  vascularity  of  the  uterus, 
such  as  a  myoma;  or  which  modifies  the  regulating  apparatus  of  the 
nervous  system,  such  as  general  debility  (Charts  I,  IV). 

(b)  The  hemorrhage  is  inter m  e ns  t  r  a al  (metrorrhagia).  The  con- 
ditions in  this  form  have  nothing  whatever  to  do  with  menstrual 
congestion;  the  hemorrhages  are  due  to  vascularity,  as  in  carcinoma 
of  the  uterus,  polyps,  circulatory  disturbances  due  to  fright,  acute 
inflammation  (Chart  V), 

(c)  The  hemorrhage  is  preceded  by  a  variable  period  of  amenor- 
rhea. The  cause  in  this  case  is  usually  found  in  disturbances  of  the 
pregnant  state  (Charts  11,  II I) ^ 

In  many  cases  the  type  of  the  hemorrhage  is  indicated  by  local  or 
general  molimina,  which  give  the  pathologic  hemorrhage  the  character 
of  a  menstrual  flow  aecompamed  by  the  usual  symptoms. 

The  patient  s  statements  with  regard  to  the  exciting  cause  of  the 
hemorrhage,  particularly  if  it  is  extramenstrual,  may  also  be  of  value. 
The  time  of  menstrual  hemorrhage  is  determined  by  the  menstrual 
congestion,  but  the  time  of  occurrence  and  the  course  of  the  latter  may 
be  aflfecteil  by  local  and  general  eontlitions  of  various  kinds,  sueh  as  hard 
physical  work,  nervous  excitement  or  weakness,  which  have  no  diagnostic 
value,  Extramenstrual  hemorrhages  require  special  causes  for  their 
occurrence  and  these  causes  arc  often  external  aud  easily  recognized* 

They  include  traumatism,  which  may  either  affect  the  bleeding 
spot  directly  or  produce  rupture  indirectly  by  increased  pressure  on  the 
vessels.  Coitus,  vaginal  irrigation  and  internal  examination  make  up 
the  direct  traumatisms,  but  these  occasional  causes  never  produce 
hemorrhage  from  a  normal  mucous  membrane.  They  presuppose  an 
exposed  tumor  or  a  laceration,  or  a  hyperemie  mucous  membrane  covercf! 
with  delicate  cyUndrical^  instead  of  robust  squamous  epithelium.  Hem- 
orrhage following  coitus  has  a  certain  value  as  a  pathognomonic  sign 
of  its  most  frequent  cause,  cancer  of  the  cervix;  although  erosions, 
ulcerations  and  mucous  polyps  may  bleed  from  the  same  cause*  Coitus 
may  also  cause  hemorrhage  indirectly  through  the  associated  engorge- 
ment of  the  vessels*  If  the  latter  are  friable,  or  their  structure  is  altered 
as  in  endometritis  and  neoplasms  in  the  uterine  cavity,  coitus  may  be 
follow^ed  by  hemorrhage*     Hence  this  type  of  hemorrhage  points  to  a 
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does  not  bleed  unless  it  is  injured,  usually  during  coitus,  and  bleeding 
lacerations  can  be  either  felt  or  seen.  Among  the  changes  recognizable 
by  palpation  which  may  be  the  source  of  the  hemorrhage  may  be  men- 
tioned carcinoma,  sarcoma,  gummata  and  decubital  ulcers 
caused  by  the  pressure  of  a  pessary.  Hemorrhages  without 
palpable  changes  in  the  mucous  membrane  are  seen  in  macular  colpitis, 
especially  in  old  women,  because  the  squamous  epithelium  is  attenuated 
and  the  vessels  in  the  hyperemic  papillae  may  be  ruptured  by  the  slightest 
touch  or  by  a  local  increase  in  blood  pressure.  Mere  contact  with  a 
cotton  pledget  may  cause  the  blood  to  exude  from  the  individual  macules. 
It  is  not  difficult  to  determine  whether  the  vas^nal  portion  is  the 
source  of  the  hemorrhage.  Distinct  palpatory  changes  may  be  present 
or,  if  the  mucous  membrane  is  intact,  the  hemorrhage  may  be  directly 
seen  in  the  speculum.  Unless  one  of  these  conditions  is  present,  the 
Vaginal  blood  is  probably  not  derived  from  the  vaginal  portion. 

Portion.  ^j^y  condition  in  which  the  mucous  membrane  is  destroyed 

by  ulceration  and  in  which  erosion  of  the  vessels  takes  place  may  be 
responsible  for  the  hemorrhage — carcinoma,  sarcoma,  all  kinds  of  ulcer- 
ative processes,  such  as  tuberculous,  syphilitic,  cauterization-  and 
decubital  ulcers,  rarely  mucous  polyps.  Hemorrhage  from  an  intact 
vaginal  portion  with  well  preserved  squamous  epithelium  is  exceedingly 
rare.  On  the  other  hand,  there  are  a  number  of  alterations  in  the  mucous 
membrane  which  may  be  the  source  of  hemorrhage,  such  as  erosions, 
circumscribed  vascular  engorgement  of  the  papillae  similar  to  conditions 
seen  in  senile  or  maculous  colpitis;  so-called  FischePs  erosions,  or  true 
ulcerations  exposing  the  infiltrated  stratum  mucosum  after  separation 
of  the  squamous  epithelium.  Lesions  of  this  kind  are  very  apt  to  bleed, 
particularly  after  mechanical  irritation  such  as  that  incident  to  coitus 
and  a  gynecologic  examination,  and  in  the  presence  of  inflammatory 
disturbances  resulting,  for  example,  from  physical  overexertion  or 
psychic  excitement.  But  as  these  alterations  of  the  mucous  membrane 
do  not  always  produce  hemorrhage,  and  as  they  may  be  associated  with 
disease  affecting  portions  situated  higher  up  which  may  also  cause 
bleeding,  it  is  important  to  decide  whether  the  blood  is  really  derived 
from  the  vaginal  portion  or  whether  the  uterus  is  also  the  seat  of  hemor- 
rhage. Mistakes  in  this  direction  may  be  avoided  by  noting  the  type 
of  the  hemorrhage  with  reference  to  the  causes  found  in  the  vaginal 
portion  and  by  a  systematic  examination  of  the  uterine  body,  which  is 
a  most  frequent  source  of  genital  hemorrhage.  In  this  connection  I 
may  cite  the  following  cases: 

Case  40.  Mrs.  IC.  The  patient  has  been  suffering  for  some  time  from  irregular,  severe 
hemorrhages  occurring  without  definite  cause.  Examination  reveals  a  mucous  polyp  of  the 
vaginal  portion  almost  as  large  as  a  walnut;   but  the  hemorrhage  is  not  of  the  kind  that 
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corresponds  to  this  tumor,  &e  the  patient  romplnins  only  of  Beverc  raenorrhagia^  often  lasting 
from  two  to  three  weeks.  The  endometrium  is  very  rough  and  the  dittgnoai^  of  fimgous 
endometritiB  ts  therefore  tna^le  unil  con  tinned  by  mieroecopic  exanii  nation  of  the  scrapings. 
Case  4L  Miss  P.,  68  years  of  age.  Menopause  20  yoMra  ago;  for  llii?  p«ist  8  weeks 
slight  hieeiiing  at  interval  and  once  a  severe  hemorrhage  following  an  irrigation.  I'he  exter* 
nal  OS  curtfains  a  mueous  fw»lyp  nj^  large  as  a  plum-stone,  which  is  regarded  tw  tlie  r»use  of  the 
hemorrliage.  After  this  polyp  had  1)t»en  twisted  off,  the  bleeding  stoppetl  for  h  month*;  then 
it  recurred  and  has  been  prej*ent  with  %'ariable  intetiHity  for  almost  7  mtiTitlis,  Ai  th«*  pn^*ient 
time  no  mucoua  p<jlyp  is  found,  but  instead  a  distinctly  thickened  and  n^lroflexed  uterus. 
Curettage  yielded  Urge  quantities  of  mucou-s  tissue,  apparently  derived  from  a  muf!oiw 
P^^bTf  which  wad  probably  res»ponaible  for  the  original  l>]eedmg  also, 

If  the  vaginal  portion  can  be  definitely  cxcludwl,  the  blood  must 
be  derived  from  the  uterus.  In  that  case  the  eharacter  of  the  hemorrhage 
is  much  more  difficult  to  determine,  because  the  bleeding  spot  cannot 
be  directly  seen  or  felt  unless  the  changers  are  limited  to  the  lower  portion 
of  the  cervical  substance,  or  the  external  os  is  widely  dilated-  The 
conditions  to  be  examined  for  under  these  circumstances  are  carcinoma, 
sarcoma,  myoma  and  mucous  polyp  of  the  cervix.  The  intact  cervical 
mucous  membrane  does  not  bleed;  and  a  diseased  cervical  mucous 
membrane  much  more  rarely  than  that  of  the  body  because 
it  is  not  subjected  to  physiologic  changes  in  vascularity. 
On  the  other  hand,  slight  hemorrhage  is  observed  in  acute  infec- 
tious catarrh  with  marked  hyperemia  of  the  mucous  membrane 
and  in  chronic  hyperplastic  conditions  with  the  develupment  of  small 
vascular  polyps. 

If  the  cervix  is  also  found  to  be  quite  healthy  beyond  the  possibility 
of  a  doubt  the  hemorrhage  must  come  from  the  uterine  body,  as  it  is 
a  more  frequent  source  than  any  other  portion  of  the  genital  apparatus. 
The  diagnosis  of  uterine  hemorrhages  covers  a  large  field,  fiociyof 

including    diseases    of    the    uterus    and    adnexa.     general  '***  uttrti*. 

organic  and  nervous  diseases,  and  temporary  disturbances  of  the  cir- 
culation. To  pick  out  the  true  cause  from  all  these  conditions  is  in  my 
opinion  one  of  the  most  difficult  tasks  that  the  physician  is  called  upon 
to  perform.  Any  bleeding  other  than  that  of  menstruation  is  abnormal; 
excessive  menstruation  and  irregular  bleeding  of  every  kind  are  path- 
ologic and  must  have  a  special  cause.  It  is  advisable  in  searching  for 
these  causes  to  follow  a  definite  line  of  examination  in  order,  if  possible, 
to  iliscover  some  objectively  tlemonstrable  rlisease. 

We  first  look  for  some  disease  of  the  uterus  by  determining,  with 
the  aid  of  palpation,  the  size,  consistency  and  position  uf  the  organs  in 
the  hope  of  finding  some  clue  to  the  cause  of  the  hemorrhage. 

If  the  uterus  is  distinctly  enlarged,  it  may  be  a  sign  of  disease  of 
the  wall  or  endometrium,  viz.,  myoma,  sarcoma,  carcinoma,  syphi- 
Htic  or  chronic  metritis  in  combination  with  chronic  endometritis.  The 
absence  of  enlargement,  however,  does  not  exclude  the  possibility  of  a 
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small  submucous  myoma  or  beginning  carcinoma.    (For  the  diagnosis  of 
these  conditions  see  the  corresponding  chapters.) 

If  the  uterus,  besides  being  enlarged,  is  also  softened,  some 
disturbance  of  pregnancy  suggests  itself,  such  as  hemorrhage  from  a 
gravid  uterus  in  decidual  endometritis,  placenta  praevia  or  traumatic 
hemorrhage;  hemorrhage  in  any  state  of  abortion,  retention  of  a  dead 
ovum,  or  subinvolution  after  abortion  or  parturition. 

The  only  displacement  of  the  uterus  that  needs  to  be  considered 
as  a  possible  cause  of  hemorrhage  is  retroflexion.  When  it  is  recent,  and 
particularly  during  the  puerperium,  this  condition  produces  acute  metror- 
rhagia; while  in  chronic  retroflexion  menorrhagia  occurs  as  the  result  of 
disturbances  and  relaxation  of  the  uterus  and  its  vascular  apparatus. 

If  no  changes  of  this  kind  are  found  in  the  uterus  by  palpation,  the 
cavity  is  to  be  explored  with  the  sound.  If  the  entire  mucous  mem- 
brane is  found  to  be  smooth  it  is  probably  healthy.  Distinct  roughness 
usually,  but  not  always,  indicates  either  benign  (fungous  endometritis, 
decidual  remains)  or  malignant  diseases  (carcinoma,  sarcoma  of  the 
mucous  membrane).  If  the  cavity  appears  to  be  irregularly  contracted, 
submucous  myomata  may  be  present;  but  in  that  case  the  sounding 
should  be  confirmed  by  digital  exploration  and  curettage  (see  the 
respective  chapters). 

If  the  uterus  presents  nothing  abnormal  and  cannot  be  regarded 
as  the  direct  cause  of  the  increased  bleeding,  the  physician  must  turn 
his  attention  to  the  surrounding  structures  and  look  for  the  cause  of 
these  so-called  secondary  uterine  hemorrhas^es  in  diseases  of  the  adnexa, 
the  peritoneum  or  the  parametrium. 

Among   tubal    diseases    we  must  consider  recent  or  very  large 

pyosalpinx,  which  often  occasions  protracted  and  profuse  menstruation 

coming  on  ahead  of  time  and  sometimes  quite  irregular  menses;    acute 

exacerbations   of   tubal   diseases   are   usually  attended  by 

Secondary  ,  ,  "  j 

Uterine  rcncwcd  hemorrhage.     Chronic  tubal  disease  and  chronic 

adnexal  tumors  are  much  less  likely  to  be  the  direct  cause 
of  purely  secondary  uterine  hemorrhages;  in  most  cases  the  hemorrhages 
are  due  to  the  coexisting  endometritis.  A  tubal  pregnancy  if  found  is 
in  some  way  associated  with  the  uterine  hemorrhages.  If  the  fetus  is 
alive,  hemorrhage  is  absent  or  very  slight;  but  after  death  of  the  fetus, 
in  the  presence  of  tubal  mole  and  peritubal  and  retro-uterine  hematocele, 
protracted  hemorrhages  usually  occur.  The  bleeding  is  never  derived 
from  the  tubal  disease,  as  such  a  thing  is  inconceivable  unless  the  orifice 
of  the  tube  is  dilated  and  the  blood  remains  fluid;  it  is  always  due  to 
congestion  and  subinvolution. 

In  spite  of  the  close  relation  existing  between  ovarian  function 
and  uterine  bleeding  under  normal  conditions,  changes  in  the  ovaries 
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rarely  produce  hemorrhage  from  the  uterus.  In  rare  cases  an  ovarian 
tumor  that  has  ileveloped  oa  one  side  may  cause  metrorrhagia.  A  little 
more  frequently  the  symptom  is  observed  in  the  presence  of  bilateral 
tumors  during  the  menopause  and  particularly  when  both  ovaries  are 
the  .seat  of  carcinoma.  In  most  cases  these  hemorrhages  are  undoubtedly 
to  be  regarded  as  secondary;  but  as  metastasis  in  the  body  of  the  uterus 
is  possible,  the  endometrium  should  bi*  examined  with  special  care. 
Inflammatory  ovarian  disease  occasionally  causes  uterine  hemorrhage. 
In  acute  conditions  irregular  hemorrhages  sometimes  occur,  while  in 
chronic  oophoritis  irregular,  protracted  ami  excessive  menstruation  is 
not  uncommon;  whether  these  symptoms  are  also  secondary  or  whether 
they  are  due  to  the  accompanying  endometritis  is  often  difficult  to  decide* 

Another  caus€  of  uterine  hemorrhage  is  found  in  pelvic  peri- 
tonitis. In  the  acute  stage  and  in  acute  exacerbations  of  chronic 
conditions  irregular  uterine  hemorrhages  of  moderate  duration  may 
occur;  these  hemorrhages  are  purely  symptomatic  and  frequently 
represent  the  initial  symptoms  of  the  disease.  If  metrorrhagia  is  present 
in  chronic  peritonitis  with  adhesions  and  exudation,  an  associated 
chronic  endometritis  is  extremely  probable,  exoept  in  the  case  of  large 
exudateSj  wliich  may  also  produce  congestive  hemorrhages.  Large 
collections  of  blood  in  the  peritoneal  space  are  almoin t  always  attended 
by  uterine  hemorrhage  without  any  definite  characteristics  and  extend- 
ing  over  several  months. 

Diseases  of  the  parametrium,  whether  acut€  or  chronic,  are 
very  rare  causes  of  uterine  hemorrhage.  Whenever  the  inflammation 
is  chronic  there  must  always  be  a  suspicion  of  compHcating  endometritis 
as  in  the  case  of  chronic  peritonitis,  especially  if  the  bleeding  presents 
the  type  of  the  menstrual  flow. 

If  the  adnexa  also  fail  to  show  signs  of  being  the  cause  of  the  hem- 
orrhages, the  physician  is  confronted  with  the  very  difBcult  and  often 
impossible  task  of  explaining  a  hemorrhage  without  any  abnormal 
physical  signs.  It  is  needless  to  say  that  under  these  circumstances 
mistakes  are  necessarily  very  frecjuent,  hence  one  should  attempt  to 
find  the  cause  in  some  definite  pathologic  condition  and  not  give  too 
loose  a  rein  to  mere  hypothesis.  I  shall  accordingly  confine  myself  to 
the  discussion  of  those  causes  which  are  easily  intelligible  ami  universally 
acknowledged,  and  avoid  mere  possibiUties. 

The  causes  of  a  hemorrhage  without  abnormal  ])hysical  signs  may 
be  general  or  local  and,  since  the  latter  are  much  more  frequent,  they 
should  form  tlie  first  object  of  investigation*  There  may  be  only  a 
single,  severe  hemorrhage,  or  menorrhagia  may  occur  with  each 
menstruation*  In  the  former  case  the  lienmrrhage  may  possibly 
represent  merely  an  excessive  menstruation,  which  is  not  recognized  as 
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such  because  it  is  the  first  to  occur  after  the  puerperium,  an  abortion 
or  parturition,  or  after  a  long  period  of  amenorrhea.  The  accompanying 
molimina  or  certain  |>sychic  or  bodily  sensations  may  help  to  identify 
the  hemorrhage  as  a  menstruation,  but  in  most  cases  a  positive  diag- 
nosis can  be  made  only  by  the  subsequent  course.  For  practical  reasons 
it  is  important  to  distinguish  a  first  menstruation  of  this  kind  following 
parturition  or  abortion  from  a  hemorrhage  due  to  retention  of  fetal 
parts.  If  the  hemorrhage  is  a  menstrual  flow,  sounding  is  negative  and 
an  interval  of  freedom  from  hemorrhage  must  have  occurred  after  the 
abortion.  Single  excessive  hemorrhages,  whether  menstrual  or  inter- 
menstrual, may  occur  after  some  violent  emotion,  fright,  sudden  changes 
of  temperature,  especially  cold  baths  and  injuries.  They  may  also  be 
brought  on  by  indiscretions  during  the  menstrual  period  such  as  danc- 
ing, gymnastics,  bicycling,  sexual  excitement  or  hard  physical  labor. 
It  is  not  always  easy  to  ferret  out  the  direct  cause  of  these  acute  circu- 
latory disturbances,  but  it  is  important  to  decide  whether  the  hemorrhage 
is  merely  an  excessive  menstruation  or  the  initial  symptom  of  an  inflam- 
matory disease.  Climacteric  hemorrhages  are  characteristic  and 
may  occur  once  or  repeatedly;  they  are  probably  explained  by  atrophy 
of  the  mucous  membrane  and  insufficiency  of  the  muscularis.  They  are 
recognized  as  climacteric  by  the  long  intervals,  which  often  extend  over 
several  months,  the  associated  symptoms  of  cardiac  weakness  (swelling, 
vertigo,  headache),  and  characteristic  age  of  the  patient.  In  old  women 
acute  hemorrhages  of  this  kind  are  occasionally  due  to  degeneration 
of  the  vessel  walls. 

If  the  patient  states  that  a  severe  hemorrhage  recurs  regularly 
with  each  period,  in  other  words,  that  there  is  menorrhagia, 
one  of  the  following  causes  may  be  present. 

Relaxation  of  the  uterus,  or  abnormal  dilatation  of  the 
cavity  with  a  relaxed  and  attenuated  muscularis.  The  menorrhagia 
is  due  to  the  absence  of  counter-pressure  in  the  cavity  and  the  fact  that 
the  muscularis  is  unable  to  regulate  the  inflow  and  escape  of  the  blood. 
Relaxation  is  observed  after  abortion  and  parturition  in  cases  of  sub- 
involution; for  this  reason  the  first  menstruation  is  usually  very  severe. 
Multiparous  women  who  have  had  numerous  confinements  in  rapid 
succession  menstruate  much  more  profusely  than  nulliparae.  The  dis- 
tinction from  endometritis  is  not  easy;  occasionally  inequalities  on  the 
surface  of  the  endometrium  may  be  discovered  with  the  sound,  but  as 
a  rule  the  diagnosis  has  to  be  decided  by  the  microscope.  Dilatation  of 
the  cavity  and  tenuity  of  the  uterine  wall  can  sometimes  be  recognized 
with  the  sound. 

Hypereniic  conditions  of  the  uterus  lead  to  menorrhagia  as 
the  result  of  active  engorgement  of  the  blood-vessels  or  passive  con- 
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gcstion*  The  former  results  from  too  frequent  sexual  excitenxent  (before 
marriage) ;  eoitus  without  completion  of  the  soxual  act  (impotence  on 
the  part  of  the  man,  interrupted  coitus,  the  use  of  a  comlom,  onanism); 
the  reading  of  salacious  literature;  itnlulgence  in  lewd  thoughts;  exces- 
sive use  of  the  sewing  machine;  and  mental  overexertion.  Passive 
hyperemia  results  from  varicose  dilatation  of  the  efferent  pelvic  veins, 
tight  lacing,  and  constipation.  As  the  hyperemia  is  not  limited  to  the 
uterus,  the  reddening  of  the  vagina  anti  vaginal  portion  and  other  signs  of 
congestion  in  the  pelvic  veins  (heniorrhoids)  furnish  useful  hints  as  to 
the  cause  of  the  hemorrhage.  In  acute  catarrh  of  the  vagina  and  of  the 
cerviXj  and  in  acute  parametritis  and  perimetritis  menorrhagia  of  a 
purely  symptomatic  nature  may  occur  even  when  the  endometrium  is 
not  diseased* 

If  the  hemorrhage  cannot  be  explained  by  local  causes,  recourse 
must  be  had  to  general  conditions,  especially  internal  diseases  which, 
however,  are  extremely  rare  causes  of  hemorrhage,  Menorrhagia  may 
be  brought  into  etiologie  relation  with  the  following  groups  of  diseases: 

(a)  Acute  infectious  diseases,  in  which  the  endometrium 
is  very  probably  directly  involved  in  the  infection;  these  include  influ- 
enza, typhoid  fever,  cholera,  scarlet  fever,  variola,  articular  rheumatism 
and  malaria. 

(b)  Diseases  attended  by  a  general  tendency  to  hem- 
orrhage,  as  morbus  maeulosus,  hemophilia,  scorbutus.  ; 

(c)  Diseases  which  produce  congestion  in  the  veins  of 
the  abdomen,  as  uncompensated  cardiac  lesions,  diseases  of  the 
Uver,  pulmonary  emphysema. 

(d)  Chronic  debilitated  states  due  to  various  causes,  with 
weakening  of  the  vasomotor  apparatus  and  consequent  prolongation  of 
the  hyperemia,  resulting  in  hemorrhage.  In  delicate  women  any  dis- 
turbance of  the  general  health  may  bring  on  changes  in  the  type  and 
severity  of  the  menstrual  flow. 

Objective  demonstration  of  the  hemorrhage  and  personal  obser- 
vation of  the  quantity  of  blood  discharged  have  the  advantage  of 
making  the  physician  independent  of  his  patient's  statements,  whose 
notions  in  regard  to  what  is  a  permissible  flow  of  blood  are  often  very 
peculiar.  In  addition  certain  valuable  information  which  may  occasion- 
ally assist  the  diagnosis  is  obtaineil  from  the  appearance  of  the  blood — 
the  quantity  and  color»  the  presence  of  clots  and  the  admixture 
of  other  secretions  and  tissue  elements,  Wldle,  as  eorapared 
with  flmling  the  cause  of  the  hemorrhagCp  this  method  of  examination 
has  of  course  only  a  comparatively  small  value,  it  may  nevertheless 
assist  in  making  the  diagnosis  in  certain  characteristic  cases.  The 
normal   menstrual  flow  is  watery  unless  it  contains  a  considerable 
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admixture  of  mucus.  The  color  is  dark  red  (carmine)  or  black,  the 
odor  quite  characteristic  and  sometimes  slightly  fetid.  Clotting  is 
prevented  by  the  genital  secretions.  The  presence  of  recent  blood 
that  coagulates  promptly  points  to  a  recently  opened  source, 
as  in  abortion,  polyps,  degenerating  malignant  tumors,  particularly 
after  digital  exploration  or  sounding  of  the  uterine  cavity,  in  endo- 
metritis and  in  retention  of  decidual  tissue.  Coagula,  commonly 
described  as  *  pieces,^  usually  indicate  that  the  hemorrhage  has  been  so 
profuse  that  the  alkaline  secretions  of  the  uterus  have  been  insufficient 
to  prevent  coagulation.  Coagula  are  always  pathologic  and  occur 
when  the  menstrual  flow  is  excessive,  with  abortion,  polyps  and  degen- 
erated tumors;  protracted  hemorrhage  of  moderate  severity,  as  in 
hematocele,  is  rarely  accompanied  by  the  formation  of  coagula.  A 
dirty  brown  appearance  of  the  blood  indicates  that  it  has  been 
retained  in  the  uterus  for  some  time  and  subjected  to  chemical  changes. 
The  discoloration  is  most  frequently  observed  in  the  hemorrhages  of 
pregnancy,  in  which  the  last  of  the  blood  finally  appears  merely  as  a 
lemon  yellow  discoloration  of  the  secretion.  If  the  blood  is  intimately 
mixed  with  mucus,  the  hemorrhage  is  confined  to  the  cervical 
mucous  membrane,  as  in  recent  catarrh  or  polyps;  or  when  corporeal 
hemorrhage  is  accompanied  by  an  abundant  secretion  of  mucus  by  the 
cervix,  as  in  endometritis,  the  hemorrhages  of  pregnancy,  and  sub- 
involution after  abortion  and  parturition.  Inspissated  blood  of 
syrupy  consistency  is  observed  when  the  blood  has  been  retained 
for  some  time  in  a  closed  cavity,  as  in  hematocolpos  and  hematometra; 
true  coagulation  does  not  take  place  under  these  circumstances. 
Shreds  of  tissue  in  the  blood  point  to  degenerated  neoplasms, 
or  exfoliation  and  disintegration  of  portions  of  the  mucous  membrane, 
especially  in  cases  of  abortion  with  infection. 


ANALYTICAL   DLVGNOSIS 


tn.5 


The  Causes  of  Amenorrhea. 


I>finitfon  and 

liitiitatjona  of 

Atuenorrheii. 


Definition  and  Limtiations  of  Amenorrhea.  ^Amenorrhea  19  the 
absence  of  menstruation  in  a  seximlly  mature  woman.  In  a  witter 
sense  the  term  should  embrace  all  cases  of  amenorrhea,  including  tliose 
in  which  the  menses  are  merely  suppressed  for  one  or  two 
periods  by  temporary  causes  such  as  exposure  to  cohl 
affecting  the  abdomen,  emotion  and  the  like.  These  are 
mere  temporary  conditions,  however,  and  the  physician  is  rarely  called 
upon  to  determine  their  cause.  The  forms  of  amenorrhea  which  are 
brought  to  the  physician's  attention  as  such  are  always  chronic  condi- 
tions in  which  menstruation  has  been  interrupted  at  least  for  several 
months.  Amenorrhea  in  addition  includes  delayed  menstruation 
and  premature  cessation  of  the  menses.  As  menstruation 
usually  continues  so  long  as  the  ovarian  function  is  preserved,  any 
failure  of  menstruation  during  the  period  when  ovulation  is  active 
must  be  regarded  as  abnorraah  In  the  absence  of  elinical  signs  of  ovula- 
tion we  must  fall  back  on  our  knowledge  of  the  normal  time  of  the  first 
appearance  of  menstruation  and  of  the  menopause,  w^hich  varies  between 
fairly  wide  limits.  Accordingly  the  physician  is  not  often  called  upon 
to  assign  a  cause  for  amenorrhea  before  the  20th  or  after  the  40th  year 
of  life.  For  practical  purposes  these  ages  must  be  regarded  as  marking 
the  limits  of  pathologic  amenorrhea*  Abnornjal  scanty  menstruation, 
for  which  the  patient  often  consults  the  physician  in  the  absence  of 
other  symptoms  and  particularly  if  it  is  associated  with  sterility,  Is 
practically  eciuivalent  to  amenorrhea  m  a  climacteric  and  etiologic 
sense.  The  boundary  line  between  scanty  B.nt\  abnormally  scanty  men- 
struation is  diflBcult  to  determine,  unless  the  patient  states  that  the 
menstrual  flow  has  perceptibly  diminished. 

Since  amenorrhea  signifies  the  complete  absence  of  menstrual 
bleeding,  atresia  of  the  genital  organs,  in  which  the  blood  is  merely 
retained,  are  here  excluded  from  the  diagnosis. 

The  diagnosis  of  amenorrhea  is  based  exclusively  on  the 
patient's  statement  that  menstruation  has  failed  to  appear. 

The  physician's  duty  consists  solely  in  finding  the  cause  of  the 
amenorrhea.  He  is  constdted  because  thq  patient  wishes  to  know  the 
reason  why  menstruation  has  not  appeared  or  on  account  ckuwoi 

of  symptoms  which  are  the  result  of  amenorrhea  (flushing,  Ameiiofrhe*. 
moHmina,  eczema)^  or  sterility,  or  certain  symptoms  of  the  general 
disease  which  is  the  cause  of  the  existing  amenorrhea.    Not  infrequently 
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amenorrhea  gives  the  first  hint  of  such  a  general  disease.  Various  dif- 
ficulties are  encountered  in  searching  for  the  cause  of  amenorrhea.  In 
some  cases  the  cause  is  obvious  as,  for  example,  when  the  uterus  is 
imperfectly  developed;  in  other  cases  the  diagnosis  may  remain  in 
doubt  after  the  most  careful  examination  of  the  genitalia  and  of  the 
entire  body  and  the  most  careful  weighing  of  all  possible  causes.  The 
prognosis  and  treatment  of  amenorrhea  depend  solely  on  the  correct 
recognition  of  the  causes.  These  may  be  divided  into  local,  i.e., 
such  as  reside  in  diseases  and  alterations  of  the  genital  apparatus,  and 
general,  i.e.,  causes  which  merely  impair  the  menstrual  function, 
such  as  wasting  diseases,  nutritional  disturbances  and  profound  neuroses. 
It  must  be  admitted  that  this  distinction  cannot  be  carried  out  in  all 
cases.  In  general  infectious  disease,  for  example,  there  may  be  a 
question  whether  the  debilitating  effect  of  the  disease  is  the  cause  of 
the  amenorrhea,  or  some  local  disease  of  the  uterine  mucous  membrane 
has  developed  as  a  result  of  the  infection  and  is  interrupting  the  normal 
process  of  menstruation.  In  order  to  lay  down  the  indications  for  suc- 
cessful treatment  it  is  absolutely  necessary,  and  in  most  cases  it 
is  also  possible,  to  recognize  or  at  least  to  exclude  the  local  causes. 

It  must  be  remembered  that  uterus  and  ovaries  are  necessary  for 
normal  menstruation;  in  diseases  of  either  organ  local  causes  may  be 
present.  Types  of  these  two  forms  are  seen  in  amenorrhea  after  extir- 
pation of  the  uterus  and  after  oophorectomy.  The  physiologic  amenor- 
rhea of  pregnancy  and  lactation  will  be  omitted  from  the  discussion. 

In  the  examination  of  the  genitalia  for  the  purpose  of 
finding  the  local  causes  attention  should  be  directed  first  to  the  uterus. 
By  bimanual  palpation  we  determine  whether  there  is  a  uterus,  and  if 
Uterine  8^,  its  sizc  and  thickness.     The  absence  of  a  uterus  or  the 

Amenorrhea.  prescncc  of  a  rudimentary  uterus  is  a  certain  cause  of  amen- 
orrhea, even  if  the  ovaries  are  perfectly  normal.  On  the  other  hand,  if 
the  uterus  is  found  to  be  present,  the  sound  should  be  introduced  into 
the  cavity  for  the  purpose  of  determining  its  length  and,  with  the  exter- 
nal hand  feeling  for  the  head  of  the  sound  through  the  abdomen,  the 
thickness  of  the  uterine  wall.  Great  care  is  necessary  as  the  atrophic  wall 
is  easily  perforated.  Atrophy  of  the  uterus  is  recognized  by  comparing 
the  uterine  cavity  with  the  thickness  of  the  wall.  Two  forms  of  atrophy 
are  distinguished:  in  one  the  cavity  is  greatly  shortened  and  the  wall 
attenuated  (concentric  atrophy),  in  the  other  the  cavity  is  of  normal 
length  but  the  wall  is  thin  (eccentric  atrophy).  The  former  usually 
indicates  severe  atrophy  with  persistent  amenorrhea,  while  the  latter 
is  generally  a  temporary  condition. 

It  is  not  always  easy  to  determine  whether  the  uterine  atrophy  is 
primary  or  secondary  to  atrophy  of  the  ovaries.    So-called  fetal  uterus 
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and  Infantile  uterus^  in  which  men&truation  has  never  takon  place,  may 
be  regarded  as  primary  atrophy;  while  those  ca^es  which  develop  after 
menstruation  haj^  Ix^eo  going  on  for  a  variable  length  of  time  may  be 
due  to  some  ])rimary  disease  of  the  uterus  or  may  be  secondary*  In 
these  cases  atrophy  is  usually  less  severe  ami  often  of  the  eccentric  type. 
Some  information  may  be  obtained  by  examining  the  uterus^  and  ovaries. 
If  .sounding  the  cavity  shows  it  to  he  atrophic  and  partially  obliterated, 
the  local  cause  may  be  found  in  destruction  and  adhesions  of  the  endo- 
metrium, such  as  occur  after  infectious  puerperal  processes,  after  the 
use  of  caustics,  and  after  curettage,  particularly  during  the  puer- 
periura.  If  the  cavity  is  open,  the  loss  of  the  uterine  function  must  still 
be  regarded  as  the  cause  of  the  amenorrhea,  even  if  the  ovaries  are  found 
on  examination  to  be  normal  (see  below);  this  type  of  amenorrhea 
occasionally  occurs  in  endometritis  and  chronic  metritis.  The  uterine 
atrophy  which  occasionally  develops  in  the  presence  of  large  puerperal 
exudates  is  also  local  in  character.  In  not  a  few  cases,  however,  and 
especially  if  no  general  cause  can  be  found,  it  must  remain  undecided 
whether  the  uterine  amenorrhea  is  primary  or  not.  From  the  thera- 
peutic standpoint  it  is  better  to  regard  it  as  a  local  uterine  atrophy  and 
to  treat  it  accordingly  by  local  measures. 

If  no  cause  for  the  amenorrhea  can  be  found  in  the  uterus,  the 
ovaries  are  examined,  if  necessary  under  anesthesia.  The  size  is  the 
only  criterion  that  we  have  for  their  integrity.  If  they  are  normal  in 
size,  it  is  not  likely  that  they  are  the  cause  of  the  amenorrhea.  ontum 

On  the  other  hand,  mere  diminution  in  size  is  no  proof  Amenowiiea, 
that  the  alteration  is  primary;  since  atrophy  of  the  ovaries  follows 
uterine  atrophy,  both  the  primary  form  and  that  which  depends  on 
constitutional  causes*  Primary  atrophy  of  the  ovaries  from  local  causes 
is  very  rare.  In  most  cases  some  constitutional  cause  or  internal  disease 
which  we  are  not  always  able  to  identify  is  present*  Amenorrhea  of 
purely  ovarian  origin  is  occasionally  observed  in  the  presence  of  bilat- 
eral,  and  especially  malignant  ovarian  tumors,  when  associated  with 
complete  destruction  of  the  essential  ovarian  tissue.  It  is  also  seen  at 
times  in  chronic  oophoritis  with  atrophy  of  the  follicles*  The  mohmina 
may  help  to  decide  whether  an  amenorrhea  is  ovarian  or  not.  They 
consist  in  dragging  and  cramp-like  pains  in  the  two  hypogastric  regions 
and  in  the  sacrum,  which  last  several  days  and  recur  either  every  four 
weeks  or  at  irregular  intervals,  when  ovulation  is  normal  and  the  menstrual 
congestion  is  not  sufficient  to  produce  a  flow  of  blood*  If  the  raolimina 
are  well  marked,  the  case  is  usually  one  of  primary  uterine  atrophy. 


Case  42.  Miss  H*,  age  IS;  lias  never  menBtmated.  She  a&ya  that  for  the  past  two 
j^ean  ehe  has  syfTered  very  fwvere  dragging  and  cramp-like  poinit  in  the  atxlomcn  ooi'urring 
at  quite  irn?^^ilar  intervalfl.    For  the  past  foiir  or  five  months  them  puns  have  oeeum^d  n^g- 
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iilarly  every  four  weeks,  lasting  from  6  to  8  days  and  increasing  in  intensity  often  to  the  point 
of  syncope.  During  this  time  the  patient  is  entirely  incapacitated.  Examination  of  the  gen- 
italia shows  entire  absence  of  the  vagina  and  a  very  thin,  rudimentary,  bipartite  uterus. 
The  right  ovary  is  normal  in  size;   tlie  left  is  somewliat  smaller  (see  Fig.  326). 

Case  43.  Miss  L.,  19  years  of  age.  First  menstruation  at  the  age  of  13;  menstruation 
comes  on  regularly  every  4  weeks,  lasting  from  2  to  3  days,  and  the  quantity  is  normal.  Sev- 
eral years  ago  the  patient  cauglit  a  severe  cold  by  wading  in  cold  w^ater  during  the  menstrual 
period;  this  was  followed  by  suppression  of  the  menses  and  complete  amenorrhea  lasting  18 
months.  The  menses  then  reappeared  and  have  since  then  been  irregular,  sometimes  coming 
on  too  early  and  sometimes  too  late,  or  with  intervals  sometimes  as  long  as  4  months.  A  few 
drops  of  blood  were  discharged  and  there  was  severe  dysmenorrhea  whenever  menstruation 
failed  to  appear,  and  the  patient  had  severe  molimina,  consisting  of  cramp  in  the  abdomen 
and  headache.  Examination  revealed  a  uterus  4J  cm.  in  length  and  of  normal  shape,  with 
very  thin  walls;   both  ovaries  could  be  felt  and  were  smaller  than  normal. 

Absence  of  molimina  does  not  always  prove  that  the  ovaries  have 
ceased  to  functionate,  as  may  be  frequently  observed  after  hysterec- 
tomies in  which  portions  of  the  ovaries  are  left  behind.     • 

Amenorrhea  due  to  general  and  constitutional  causes  is  much  more 
frequent  and  of  greater  practical  importance.  If  on  combined  exam- 
ination no  very  marked  local  changes  are  found,  the  entire  body  must 
be  examined  and  the  cause  of  the  amenorrhea -will  be  found 
in  general  diseases  much  more  frequently  than  is  generally 
supposed.  It  must  be  remembered,  however,  that  these  diseases  and 
nutritional  disturbances  are  not  the  direct  cause  of  the  interruption  of 
the  process  of  menstruation.  They  merely  produce  atrophy  of  the 
ovaries,  which  is  often  followed  by  secondary  atrophy  of  the  uterus. 
Hence  the  local  signs  may  be  exactly  the  same  in  such  cases  as  in  amen- 
orrhea due  to  local  causes  (see  above).  In  these  cases  also  the  severity 
of  the  process  may  be  judged  in  part  by  the  difference  between  concentric 
and  eccentric  atrophy. 

The  following  groups  of  diseases  may  cause  amenorrhea: 

1.  Infectious  diseases  which  interfere  with  ovulation  until 
far  into  convalescence.  Amenorrhea  is  most  frequent  after  typhoid 
fever  and  is  also  observed  after  cholera,  scarlet  fever,  etc. 

2.  Organic  or  general  diseases  due  to  chronic  infection  or 
other  external  injuries,  such  as  pulmonary  tuberculosis,  syphilis,  can- 
cerous cachexia,  leukemia  and  nephritis.  The  woman's  general  health 
is  weakened  and  she  is  injured  in  her  most  vital  part,  ovulation. 

3.  A  group  of  metabolic  and  constitutional  diseases  of 
obscure  etiology  also  interfere  with  maturation  of  the  follicles.  They 
are  diabetes,  myxedema,  acromegaly,  exophthalmic  goitre,  Addison's 
disease,  and  chlorosis. 

4.  Poisoning  with  drugs,  or  other  substances  taken  in  excessive 
quantities,  such  as  morphin,  opium,  mercury,  phenacetin  (Olshausen) 
and  alcohol.  Amenorrhea  following  poisoning  with  arsenic  and  phos- 
phorus is  probably  local  in  character,  due  to  destruction  of  the  ovaries. 
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5-  Severe  psyehie  influLvnees,  such  n^  frigbt,  violent  excitement, 
or  psychic  diseases,  especially  pmgresgive  paralygls.  I  have  geen  two 
cases  belonging  to  this  category. 

Case  44.  Mih.  S,,  age  21*  Firwi  mermr*  ai  iW  age  of  16;  regular  e\*ery  four  weeks, 
lasting  tliree  duySj  scanty;  laut  ineiLses  IS  montlis  ago.  ExamiaatioD  reveab  a  small  ut^rui 
(length  oaj  fk'ieriiiined  by  the  wjund^  5  cnu)  and  a  HmaW  ovary  on  esrh  side,  llie  internal 
organs  are  normal  and  no  physical  atuiie  of  anieiiorrhea  is  given  in  the  history,  Tlie  neurol- 
ogist *s  diagnosis  of  the  patient*.^  tnentaliiy  is  c  o  n  g  e  n  1 1  a  1  i  m  b  e  c  i  H  t  y  ,  possibly 
with    dementia     p  r  a  e  c  o  x. 

Case  45.  Mrs.  W.,  aga  44.  Firs*  menstruation  at  the  ag^  of  20-  regular  every  months 
OMttng  4  to  5  days;  last  inenaes  8  months  ago.  Examination  of  the  genitalia  reveuis  a  small 
uterus  (length  of  cavity  6  cm  J  and  small  ovaries.  No  internal  cAuae  can  be  fi>und  for  tljo 
amenorrhea.  The  nt^urologiat^s  esc&minatton  of  the  mental  comtition  reveals  a  aevere 
melancholy  which   lia^i  been  inereaaing  for  the  poirt   year. 

(It  cannot  be  decided  whether  in  each  of  the  above  groups,  and  par- 
ticularly in  the  caj^e  of  the  1st  and  2nd,  the  amenorrhea  h  due  tu  organic 
diseases  of  the  ovaries  or  merely  to  abolition  of  the  follicular  activity.) 

Aside  from  these  conditions  all  kinds  of  causes  which  produce  a 
temporary  or  permanent  weakening  of  the  body  may  arrest  ovulation 
and  thereby  produce  amenorrhea.  These  include  anemia  after  severe 
hemorrhage,  especially  during  parturition,  which  may  also  injure  the 
uterine  function  directly. 

Case  45.    Mrs.  M,,  age  30  years.    Fifit  menstruation  at  the  age  of  15;   regular  every 

four  weeb^,  bating  S  days;  profuse.  Married  at  the  age  of  17;  lias  had  fi:?ur  viable  chil- 
dren^ the  last  S  years  ago.  Three  years  ago  abortion,  accompanied  by  profuse  hemorrhage, 
after  which  she  was  confined  to  ber  l>ed  for  four  moniiis  on  ac(*ount  of  persistent  hemorrljafes, 
.\fler  this  menstruation  recurr^l  regularlj  four  times,  and  since  tlieu  there  has  l?een  complete 
amenorrliaa;  moUinira*  are  u(>sent.  The  internal  organs  show  no  cauise  for  the  amenorrhea. 
The  uterus  is  7  em.  long;   the  wall  tlunner  tlian  oormal;   both  ovari<^  are  of  nornml  size^ 

Long-continued  and  exhausting  lactation  may  lead  to  amen- 
orrhealong  after  the  child  has  been  weaned:  also  change  of  residence 
or  occupation,  when  the  change  is  an  unfavorable  one,  from  good 
hygienic  surroundings  to  a  debilitating  mode  of  life,  or  the  oceupatioii 
is  changed  from  physical  work  to  which  the  woman  is  accustomed  to 
severe  mental  exertion.  The  amenorrhea  which  is  observed  among 
young  w^omen  training  to  become  mid- wives  belongs  to  this  type;  I 
have  frequently  observed  this  in  Berlin  in  young  girls  from  the  country, 

Caae  47,  Mna,  N.,  age  20.  Firat  menstruation  at  the  age  of  13;  reguLu-.  This  is  Ihe 
third  time  the  patient  has  bad  total  amenorrhea  immediately  after  coming  to  Berhn.  The 
tirst  time  it  basted  three  montliSp  the  second  time  two  months,  and  Ihk  time  nix  weeks,  whde 
in  her  own  liome  menstruation  is  always  regular,  although  son^ewliat  sc-anty.  Molimina  are 
abeent.  Esamiination  shows  that  tlie  uterine  w&U  ia  attenuated;  length  of  the  cavity  7  cm.; 
both  ovaries  distmetly  palpable. 

Amenorrhea  occurring  in  women  with  urinary  fistulae,  the 
etiology  of  which  is  still  obscure,  and  the  amenorrhea  which  occasionally 
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follows  parturition  in  the  absence  of  hemorrhage,  infection  or  lac- 
tation also  belong  to  this  group.  The  association  of  general  obesity 
with  amenorrhea  has  never  been  explained.  While  on  the  one  hand 
obesity  develops  in  persons  who  are  sterile,  without  any  sexual  desire 
and  who  gradually  become  amenorrheic,  and  is  probably  due  in  these 
cases  to  insuflBcient  oxidation  resulting  from  the  abolition  of  the  ovarian 
function;  there  are  also  cases  in  which  obesity  is  undoubtedly  the 
primary  disease,  and  if  it  is  relieved,  normal  menstruation  reappears. 
The  above-mentioned  conditions  are  positive  causes  of  amenorrhea, 
and  others  will  no  doubt  be  discovered  as  our  knowledge  becomes  more 
complete.  Finally,  it  'must  be  mentioned  that  in  not  a  few  cases  the 
cause  of  amenorrhea  cannot  be  discovered,  and  one  must  be  content 
with  the  theory  of  a  premature  menopause. 
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The  Causes  of  Dysmenorrhea. 

Definition.  Dysmenorrhea  signifies  painful  menstruation.  It 
does  not  represent  a  disease  nor  a  pathologic  conception.  It  is  merely 
a  symptom  and  may  occur  in  diseases  of  the  genital  organs,  such  as 
endometritis,  myoma,  diseases  of  the  tubes.  Accordingly 
the  discussion  of  dysmenorrhea  properly  belongs  to  the 
symptomatology  of  these  diseases,  but  I  shall  make  the  diagnosis  of 
the  causes  of  these  symptoms  the  subject  of  a  special  chapter  because 
it  is  often  the  only,  or  at  least  the  most  prominent,  symptom  com- 
plained of  by  the  patient  when  she  consults  the  physician.  Another 
reason  for  doing  so  is  that  there  are  a  number  of  separate  forms  of 
dysmenorrhea  that  are  not  characterized  by  definite  and  easily  recog- 
nized physical  signs,  and  depend  on  certain  organic  nervous  changes 
which  are  difficult  to  detect.  In  daily  practice  the  physician  is  tempted 
by  the  difficulty  of  recognizing  these  causes  to  content  himself  with  a 
diagnosis  of  dysmenorrhea,  but  in  giving  such  a  diagnosis  he  is  merely 
repeating  under  a  high-sounding  name  the  symptom  which  the  patient 
has  just  described.  'Dysmenorrhea'  as  a  diagnosis  has  no  place  in 
scientific  gynecology,  and  it  is  the  physician's  duty  to  ferret  out  the 
anatomic  or  at  least  the  functional  changes  which  explain  the 
painful  course  of  the  menstrual  process.  Unfortunately  this  is  not 
always  possible,  and  from  this  standpoint  I  consider  the  diagnosis 
of  dysmenorrhea  one  of  the  most  difficult  problems  presented  in 
gynecologic  diagnosis. 

It  is  important  to  remember  in  the  first  place  that  the  menstrual 
process  is  not  confined  to  the  uterus  and  ovaries.  All  the  organs  con- 
tained in  the  true  pelvis  are  more  or  less  involved  in  the  premenstrual 
congestion,  and  a  number  of  more  or  less  severe  psychic  changes  take 
place  in  those  organs  which  have  a  plentiful  nerve  supply,  as  the  stom- 
ach, intestine,  heart,  and  in  the  peripheral  nerves  of  the  head,  because 
the  central  and  peripheral  nervous  systems  also  take  part  in  the  process. 
Accordingly  dysmenorrhea  ought  to  include  functional  disturbances 
in  remote  organs  and  alterations  of  the  psychic  state;  but  the  term 
is  not  generally  used  in  that  way,  being  limited  to  painful  conditions  of 
the  pelvic  organs.  I  shall  therefore  confine  myself  to  the  analysis  of 
these  conditions. 

Normal  menstruation  ought  to  run  its  course  without  any  painful 
sensation  beyond  a  feeling  of  heaviness  in  the  abdominal  organs  and  a 
slight   painful   pressure   associated   with   a  dragging  sensation   in   the 
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sacrum  or  to  either  side.  Any  painful  sensation  during  menstruation 
is  designated  dysmenorrhea  and  must  have  a  special  cause.  Pain  is 
always  a  subjective  symptom  and  individuals  vary  in  their  conception 
and  toleration  of  it;  hence  women  of  good  resistance  may  be  barely 
conscious  of  dysmenorrhea,  while  delicate,  sensitive  persons  suffer 
intense  pain  with  the  same  objective  changes.  Nevertheless  the  degree 
of  pain  is  the  only  criterion  we  have  for  the  severity  of  the  dysmen- 
orrhea. If  a  patient  consults  a  physician  on  account  of  dysmenorrhea, 
it  is  a  proof  that  the  pain  which  she  feels  is  too  strong  for  her; 
hence  a  dysmenorrhea  that  induces  a  patient  to  consult  a  physician  is 
always  pathologic. 

In  order  to  understand  dysmenorrhea  it  is  necessary  to  be  familiar 
with  the  course  of  the  menstrual  process  and  the  extent  to  which 
the  various  genital  organs  take  part  in  it.  Menstruation  begins  with 
^   ^,      ,         maturation  of  the  Graafian  follicle  in  the  ovary:  the  follicle 

The  Normal  "^  ' 

Menstrual  gradually  fills  up,  reaches  the  surface  and  ruptures,  and 

this  process,  which  is  confined  to  the  ovary,  reflexly  produces 
marked  dilatation  and  engorgement  of  the  vessels  in  the  pelvic  organs. 
The  most  marked  effect  is  observed  in  the  uterus;  the  uterine  tissue 
becomes  thicker  and  more  rigid,  and  the  entire  organ  lengthens  out.  The 
blood-vessels  of  the  uterine  mucosa  become  engorged;  extravasations 
of  blood  into  the  upper  layers  of  the  greatly  swollen  mucous  membrane 
take  place  and  gradually  cause  separation  of  the  epithelium,  finally 
escaping  as  menstrual  blood.  The  blood  collects  in  moderate  quantities 
in  the  uterine  cavity  and  escapes  through  the  cervix.  The  bleeding  is 
accompanied  by  a  decrease  of  the  swelling,  the  epithelium  regenerates, 
and  in  the  course  of  a  few  days  the  mucosa  regains  its  normal  state.  The 
tubes  become  thicker  during  menstruation  by  swelling  of  the  mucous 
lining  and,  to  a  certain  extent,  of  the  muscularis.  Rarely  bleeding  takes 
place  into  the  lumen  of  the  tube.  The  congestion  also  affects  the  ovaries 
and  is  probably  the  direct  cause  of  the  rupture  of  the  follicles.  The 
vagina,  the  pelvic  peritoneum  and,  to  a  limited  extent,  the  pelvic  con- 
nective tissue  also  take  part  in  the  hyperemia.  Menstrual  congestion 
begins  about  eight  or  ten  days  before  the  flow,  increasing  gradually, 
and  produces  the  most  marked  changes  immediately  before  the  blood 
begins  to  escape;  it  usually  diminishes  during  the  course  of  the  bleeding 
and  the  vessels  regain  their  normal  vascularity  soon  after  the  flow  has 
ceased.  In  order  that  the  menstrual  process  shall  run  a  painless  course 
it  is  therefore  necessary  that  nothing  interfere  with  maturation  and 
rupture  of  the  follicles;  that  the  congestion  in  the  uterine  wall  do  not 
meet  with  resistance  from  infiltration  of  the  tissues;  that  the  mucosa 
be  capable  of  swelling  and  taking  up  the  extra vasated  blood;  that  the 
size  of  the  uterine  cavity  be  suflBcient  to  accommodate  the  swollen  mucous 
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membrane;  that  the  menstrual  blood  escape  readily  from  the  cervix; 
and  that  the  congestion  of  the  tubes  ami  of  the  peritoneum  take  place 
in  the  normal  tissues.  In  addition  the  nervous  system  must  possess  a 
normal  dt'gree  of  irritability  and  the  psycluc  functions  must  be  normal, 
otherwise  the  slight  alterations  which  take  place  in  the  nervous  system 
during  normal  menstruation  may  be  abnormally  exaggerated* 

Classification*  It  is  obvious  that  the  classification  of  dysmenorrhea 
must  take  account  of  the  manner  in  which  the  various  organs  take  part 
in  the  process*  Accordingly  we  ha%'e  ovarian^  tubal, 
uterine  J  and  nervous  dysmenorrhea;  the  last  form 
finds  its  explanation  solely  in  overexcitement  of  the  nervous  system 
without  any  objective  changes. 

Although  the  peritoneum  and  parametrium  also  ti^ke  part  in  the 
menstrual  process*  it  is  not  necessary  to  make  a  separate  classification 
of  peritoneal  and  parametria!  dysmenorrhea,  because  the  menstrual  pain 
which  has  its  origin  in  these  structures  is  nothing  more  than  an  increase 
produced  by  the  premenstrual  congestion  of  pains  due  to  adhesive  and 
exudative  chronic  pelvic  peritonitis,  and  parametritis  with  contraction. 
Women  suffering  from  these  diseases  are  rarely  free  from  pain  at  any 
time,  ami  if  they  suffer  only  at  the  time  of  menstruation,  the  dysmen- 
orrhea is  so  slight  that  they  do  not  even  consult  a  physician.  Severe 
dysmenorrhea  always  originates  in  the  organs  themselves. 

A  careful  bimanual  examination  of  the  genital  organs  is  necessary 
to  determine  the  origin  of  this  organic  dysmenorrhea,  which  must  have 
a  definite  objective  cause.  Simple  ovarian  dysmenorrhea  is  rare.  It 
occurs  in  a  mild  form  with  chronic    oophoritis    as  a  ovanwi 

dragging,  stabbing,  gnawing,  boring  pain  or  pressure  in  i5y«ao««wrt>«*. 
the  region  of  the  affected  ovary,  frequently  ra<liating  into  the  hips  or 
legs.  In  most  cases  it  is  merely  a  menstrual  exacerbation  of  the  pain 
which  is  constantly  present;  but  occasionally  it  is  a  pure  dysmenorrhea. 
It  usually  appears  a  few  da3^8  before  menstruation.  The  cause  of  a 
pure  ovarian  dysmenorrhea  is  occasionally  found  in  hemorrhages  into 
the  parenchyma  of  the  ovaries,  especially  the  follicles  (haematoma 
ovarii).  The  ovaries  appear  greatly  enlarged,  rough  on  the  surface, 
and  occasionally  attain  the  size  of  a  child's  head.  Instead  of  a  simple 
dysmenorrhea,  constant  pain,  becoming  aggravated  during  menstruation, 
may  be  present  in  these  diseases.  I  have  seen  a  well  marked  form  of 
pure  ovarian  dysmenorrhea  in  cases  of  ovarian  tumor  with  f|uite  recent 
torsion*  The  dj'smenorrhea  began  shortly  before  tht*  menstrual  period^ 
was  always  very  severe,  and  manifested  itself  in  cramp-like  pains,  chiefly 
confined  to  the  affected  side  of  the  abdomen.  These  w^omen  sought 
relief  merely  for  the  dysmenorrhea  and  felt  perfectly  well  during  the 
intermenstrual  interval.    In  every  case  I  have  found  an  ovarian  tumor, 
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usually  a  small  one,  with  quite  recent  torsion  of  the  pedicle  and  with 
adhesions.  In  some  of  the  cases  hemorrhages  had  taken  place  into  the 
tumor.  After  extirpation  the  patients  were  relieved  from  their 
dysmenorrhea. 

Case  48.  Mrs.  St.,  25  years  old.  First  menstruation  at  the  age  of  17;  always  regular 
and  painless;  has  been  confined  three  times.  For  the  past  four  months  violent,  boring,  cramp- 
like pains  in  the  left  hypogastric  region,  appearing  a  week  before  menstruation  and  disappear- 
ing with  the  cessation  of  the  flow;  no  intermenstrual  symptoms.  At  the  op>eration  the  uterus 
was  found  in  retroversion,  and  on  the  left  side  a  very  movable  ovarian  tumor  the  size  of  a 
child's  head,  with  a  twisted  pedicle  and  no  adhesions. 

A  positive  diagnosis  of  ovarian:  dysmenorrhea  always  presupposes 
the  presence  of  palpable  changes  in  the  ovary.  The  disease  described 
by  Olshausen  as  neuralgia  of  the  ovary  and  dysmenorrhea  occurring  in 
cases  of  hypoplasia  of  the  uterus,  and  attributed  by  Schauta  to  the 
changes  in  the  ovary,  are  doubtful  types  of  ovarian  dysmenorrhea. 

Simple  tubal  dysmenorrhea  is  not  uncommon  and  almost  exclusively 
accompanies  chronic  salpingitis  or  its  sequelae.  In  cases  of  recent 
inflammation  the  symptoms,  which  are  quite  severe  before  and  during 
Tubal  the  period,  are  merely  menstrual  exaggerations  of  the  pain 

Dysmenorrhea,  ^hich  is  Constantly  present;  in  chronic  salpingitis  the 
clinical  picture  is  much  more  like  that  of  dysmenorrhea.  The  pain  is 
not  characteristic  and  occurs  chiefly  before  the  periods;  it  is  described 
as  a  dragging,  sticking,  stabbing  or  burning  sensation  in  the  side;  it  is 
therefore  necessary  for  making  a  diagnosis  of  tubal  dysmenorrhea  to 
demonstrate  distinct  changes  in  the  tube  by  palpation.  In  some  cases 
the  tubal  pain  is  associated  with  true  'cramps';  these  cramps  as  a  rule 
do  not  originate  in  the  tube,  as  that  structure  is  no  longer  capable  of 
active  contraction,  but  are  derived  from  the  uterus  which,  without  being 
itself  diseased,  reacts  to  the  premenstrual  congestion  with  labor  pains. 

In  chronic  inflammatory  conditions  localized  simultaneously  in  the 
uterus,  adnexa,  connective  tissue  and  peritoneum,  it  is  diflScult  to 
determine  how  much  each  organ  participates  in  the  process.  The  pre- 
menstrual congestion  causes  pain  in  various  areas  at  the  same  time,  and 
this  form  accordingly  is  also  called  congestive  or  inflammatory 
dysmenorrhea. 

From  the  standpoint  of  frequency  and  severity  uterine  dysmenorrhea 
is  much  more  important  than  the  forms  so  far  described.  Uterine  pain 
is  caused  by  contraction  of  the  uterine  muscle,  known  as  labor  pains. 
Uterine  Sincc  utcrinc  contractions  rarely  occur  when  menstruation 

Dysmenorrhea,  jg  normal,  and  thc  mild  contractions  of  a  healthy  organ 
arc  not  felt  as  pains  if  the  nervous  system  is  in  good  condition,  there 
must  be  some  abnormality  which  is  the  reflex  cause  of  the  painful  con- 
tractions during  dysmenorrhea.     Pain  occurs  when  the  menstrual  blood 
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accumulates  in  the  uterine  cavity  in  connection  with  inflammations  of 
the  endometrium  and  metritis,  in  imperfectly  developed  uteri  with  con- 
tracted cavities  and  contracted  blood-vessels  in  response  to  the  forcible 
stimulus  of  the  menstrual  wave;  it  may  be  reflex  in  the  presence  of 
hyperesthesia  of  the  endometrium  in  irritablej  nervous  individuals, 
even  when  the  menstrual  process  is  anatomically  normal.  Painful 
contractions  or  uterine  pains  are  common  to  all  forms  of  uterine  dys- 
menorrhea of  whatsoever  origin*  Uterine  dysmenorrhea  may  be  due 
to  a  great  many  causes,  the  recognition  of  which  is  exceedingly  difficult 
and  by  no  means  possible  in  every  case.  There  arc  two  methods  of 
making  a  diagnosis  and  both  are  useful;  they  are  examination  and 
interrogation  of  the  patient. 

By  objective  examination  we  first  try  to  find  out  whether 
the  uterus  is  the  seat  of  the  dysmenorrhea.  This  may  be  done  by  exclu- 
sion if  the  tubes  and  ovaries  are  healthy*  It  is  difficult  to  find  positive 
signs  in  the  uterus  because  many  cases  of  uterine  dysmenorrhea  are 
without  any  abnormal  physical  signs,  e.g.^  all  those  which  depend  on 
endometritis  ami  stenosis;  on  the  other  hanti,  the  localization  of  the 
pain  in  the  uterus  is  usually  so  definite  as  to  dispel  all  doubt  in  regard 
to  the  seat  of  the  dysmenorrhea.  The  patients  often  state  that  they 
feel  the  pain  as  jerky,  rhythmical  contractions  resembling  labor  pains. 
Others  describe  it  as  a  crainij-like  sensation  or  pressure  deep  down  in 
the  middle  of  the  pelvis,  a  feeling  as  though  they  had  a  'stone'  in  the 
abdomen.  Some  women  are  less  definite  in  their  statements  and  com- 
plain of  drawing  pains  in  the  sacrum  radiating  into  both  thighs;  others 
again  refer  the  uterine  pain  higher  up  into  the  abdomen  around  the 
umbilicus  or  under  the  arch  of  the  ribs.  After  the  uterine  character  of 
the  dysmenorrhea  has  been  established,  objective  changes  may  be  found 
in  some  eases  to  explain  the  disease.  Some  of  these  changes  are  easily 
recogniEed,  such  as  submucous  myomata,  acute-angled  anteflexion  and 
retroflexion  in  niilli parous  women,  chronic  metritis,  or  well  marked 
hypoidasia.  These  are  exceptional,  however;  in  most  cases  of  uterine 
dysmenorrhea  the  palpatory  findings  are  normal  Further  information 
may  be  obtained  by  introducing  the  sound,  which  may  reveal  stenosis 
at  the  internal  os  or  sensitiveness  of  the  endometrium. 

From  the  history  we  learn,  in  addition  to  localization  of  the 
pain,  whether  the  first  attack  of  dysmenorrhea  occurred  either  with  the 
first  menstruation  or  at  some  later  period  of  the  patient's  life;  whether 
the  dysmenorrhea  begins  a  few  hours  or  a  few  days  before  the  menstrual 
flow  or  follows  the  flow;  whether  it  is  present  only  during  the  first  few 
hours  or  lasts  several  days  and  whether  it  recurs  during  the  course  of 
menstruation;  whether  the  dysmenorrhea  accompanies  every  men- 
struation or  not  and,  if  possible,  the  causes  of  its  appearance  or  non- 
40 
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appearance  and  its  severity;  the  effect  on  dysmenorrhea  of  marriage, 
parturition,  mode  of  life  and  occupation  and  of  therapeutic  measures. 
The  information  to  be  obtained  by  a  careful  interrogation  of  the  patient 
may  be  exceedingly  valuable  to  the  experienced  diagnostician. 

Mechanical  dysmenorrhea  occurrs  when  there  is  an  obstruc- 
tion to  the  flow  of  menstrual  blood  with  an  accumulation  of  the  blood 
in  the  uterine  cavity,  producing  reflex  contractions  of  the  muscles  which 
Mechanical  cxpcl  the  blood.     If  wc  adhcrc  strictly  to  the  definition  of 

Dynnenorrhea.  mcchanical  disturbaucc  and  exclude  all  those  cases,  espe- 
cially in  irritable  individuals,  in  which  the  presence  of  blood  alone  in  the 
cavity  produces  reflex  contractions,  the  mechanical  form  of  dysmen- 
orrhea presupposes  a  stenosis  of  the  cervical  canal  suflBcient  to  prevent 
the  passage  of  blood  even  in  the  finest  stream.  But  since  it  is  not  prob- 
able that  a  normally  formed  uterus  is  ever  the  seat  of  a  stenosis  suf- 
ficient to  prevent  the  passage  of  blood  corpuscles,  we  must  look  for  other 
contributory  causes,  such  as  the  abnormally  rapid  secretion  of  large 
quantities  of  menstrual  blood  which  cannot  escape  fast  enough  and,  by 
accumulating  in  the  cavity,  produces  reflex  contractions;  or  the  admix- 
ture of  clots  or  particles  of  tissue  which  have  diflBculty  in  passing  the 
inner  os  in  nulliparous  women.  The  last  category  includes  many  cases 
of  exfoliative  endometritis  (dysmenorrhea  membranacea)  in 
which  uterine  contractions  are  produced  by  extrusion  of  the  membranes. 
The  most  important  factor  in  the  production  of  a  stenosis  is  the  con- 
gestive swelling  of  the  uterine  mucous  membrane,  bringing  the  walls  of 
the  canal  in  close  contact  and  effectually  preventing  the  passage  of  blood; 
nevertheless  it  is  necessary  to  demonstrate  that  a  stenosis  is  present 
before  making  a  positive  diagnosis  of  mechanical  dysmenorrhea.  Ste- 
noses at  the  external  os  are  much  easier  to  recognize  than  any  others  and 
usually  do  not  cause  dysmenorrhea.  I  have  occasionally  seen  collections 
of  menstrual  blood  behind  the  external  os  suflBcient  to  cause  actual 
ballooning  of  the  cervix  without  the  least  pain.  Stenoses  of  the  internal 
OS,  which  arc  much  more  important,  are  recognized  by  the  inability  to 
introduce  a  sound  with  a  knob  2  mm.  thick  through  the  internal  os. 
It  must  be  borne  in  mind,  however,  that  the  sound  merely  recognizes 
narrowing  of  the  cervical  tissue,  and  readily  forces  its  way  through 
folds  of  mucous  membrane  that  may  be  in  contact  with  one  another; 
hence  the  absence  of  obstruction  to  the  sound  at  the  internal  os  does 
not  positively  exclude  stenosis  due  to  swelling  of  the  mucous  membrane. 
Stenoses  of  the  body  of  the  uterus  are  rare.  One  indubitable  case  of 
this  kind  has,  however,  been  reported  by  Olshausen,  hence  the 
possibility  of  corporeal  stenosis  must  be  borne  in  mind. 

A  variable  degree  of  anteflexion  is  very  often  found  in  the 
dysmenorrhea  of  nulliparous  women  and  virgins.     This  may  undoubt- 
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edly  produce  stenosis  of  the  uterine  canal  by  angulation  at  the  internal 
OS  and,  as  the  sound  is  apt  to  become  arrested  at  this  point  unless  the 
examiner  has  mastered  the  manifmlatinns  necessary  for  its  introduction, 
the  diagnosis  of  mechanical  dysmenorrhea  appears  to  be  justified.  But 
this  is  by  no  means  the  case,  A  moderate  degree  of  angulation  is  over- 
come by  the  extension  and  stiffening  of  the  organ  which  takes  place 
during  menstruation,  or  the  tissue  around  the  internal  os  may  be  quite 
flaccid  and  offer  no  real  obstacle  to  the  escape  of  the  Tnenstrual  blood. 
It  is  to  be  remerabered  also  that  an  anteflexion  may  be  combined  with 
other  conditions  which  are  the  true  cause  of  dysmenorrhea;  thus,  a 
hypoplastic  uterus  is  often  anteflexcd;  in  endometritis  and  posterior 
parametritis  there  may  be  a  marked  secondary  anteflexion,  and  these 
conditions  are  the  true  causes  of  the  dysmenorrhea.  It  is  obvious  also 
that  nervous  dysmenorrhea  may  occur  with  anteflexion.  Hence,  before 
a  diagnosis  of  mechanical  dysmenorrhea  due  to  anteflexion  can  be 
made,  these  other  much  more  frequent  causes  must  be  excluded; 
in  other  words,  we  must  have  in  a  person  who  is  neither  nervous 
nor  hysterical  a  freely  movable,  normally  developed  uterus  in  permanent 
rigid  anteflexion. 

In  view  of  this  uncertainty  of  the  diagnosis  of  mechanical  dysmen- 
orrhea it  is  esisentiat  to  find  some  supi)ort  in  the  hi.story.  As  mechanical 
dysmenorrhea  depends  on  congenital  changes  it  occurs  early ^  at  least 
during  the  first  years  of  sexual  life,  if  not  at  the  first  menstruation,  A 
characteristic  feature  is  that  the  dysmenorrhea  always  occurs  not  more 
than  a  few  hours — never  several  elays— before  the  menstrual  flow,  and 
that  the  pain  almost  always  subsides  as  the  flow  becomes  more  abundant 
and  does  not  return  during  menstruation  unless  the  flow  of  blood  is 
again  arrested.  This  form  of  dysmenorrhea  is  but  rarely  influenced  by 
regular  coitus,  while  it  usually  disappears  altogether  after  the  birth  of  the 
first  cliild.  If  dilatation  with  metal  dilators  proves  permanently  suc- 
cessful, it  indicates  that  the  dysmenorrhea  was  due  to  mechanical  causes, 
I  have  not  infreijuently  seen  a  temporary  benefit  in  endometritic  dys- 
menorrhea also;  but  it  is  evident  that  this  does  not  necessarily  exclude 
a  mechanical  obstacle,  since  there  is  nothing  to  prevent  its  return  after 
it  has  once  been  removed. 

A  not  infrequent  form  of  dysmenorrhea  is  observed  with  imper- 
fect development  of  the  uterus.  Assuming  that  the  ovarian 
function  is  normali  this  form  of  dysmenorrhea  may  be 
explained  by  reflex  contractions  due  to  increaseil  pressure 
in  the  uterine  vessels,  the  increased  pressure  being  due  to 
the  fact  that  the  vessels  are  too  small  to  allow  for  the 
accumulation  of  bloody  and  the  cavity  too  narrow  to  permit  the  necessary 
degree  of  swelling  of  the  mucous  membrane.     Instead  of  a  true  men- 
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struation  there  is  merely  a  periodic  congestion  in  the  tissues,  and  the 
menstrual  flow,  at  least  in  the  beginning,  is  very  scanty.  The  diagnosis 
is  based  chiefly  on  the  abnormal  uterus  as  recognized  by  palpation  and 
the  sound.  Every  grade  from  extreme  hypoplasia  to  a  merely  under- 
sized virginal  uterus,  capable  of  conception  and  normal  parturition, 
is  seen  in  this  form  of  dysmenorrhea,  which  often  disappears  after  mar- 
riage or  the  first  conception.  Curiously  enough  its  appearance  is  often 
delayed  several  years  after  the  establishment  of  sexual  maturity,  as 
the  menstrual  congestion  gradually  becomes  more  profuse,  and  it  is 
almost  never  felt  after  marriage.  The  bleeding  is  very  scanty,  beginning 
with  only  a  few  drops.  The  smaller  the  flow,  the  more  severe  the  dys- 
menorrhea. The  pain  usually  begins  several  days  before  the  appearance 
of  the  blood,  coincident  with  the  beginning  of  the  premenstrual  con- 
gestion; increases  steadily  until  the  bleeding  begins;  and  usually  dimin- 
ishes when  the  flow  has  attained  its  normal  strength,  or  ceases  altogether. 
The  pain  may  recur  if  the  flow  is  interrupted.  As  deficient  development 
of  the  genitalia  is  often  part  of  a  general  underdevelopment  associated 
with  diminished  bodily  and  nervous  resistance,  the  latter  is  often  a 
factor  in  the  etiology  of  this  form  of  dysmenorrhea. 

Another  case  of  severe  dysmenorrhea  is  found  in  inflammatory 
changes  of  the  endometrium.  The  diagnosis  of  this  endome- 
tritic  dysmenorrhea,  which  is  characterized  anatomically  in  some  cases 
Endometritic  by  iutcrstitial  exudations,  rarely  by  marked  glandular 
Dysmenorrhea,  chaugcs,  is  quitc  easy  if  the  dysmenorrhea  is  associated 
with  menorrhagia;  but  in  the  simple  forms  of  severe  endometritic  dys- 
menorrhea there  is  often  a  total  absence  of  symptoms  referable  to  the 
endometrium,  such  as  leucorrhea  and  hemorrhage,  and  only  occasionally 
nervous  phenomena  referable  to  the  head  and  stomach.  The  diagnosis 
in  such  cases  must  be  made  solely  by  means  of  the  sound  (see  p.  508). 
Irregularities  are  found  at  the  fundus  (endometritis  fundi)  and  at 
the  intersections  of  the  tubes;  the  endometrium  is  extremely  painful 
to  the  touch,  particularly  where  the  surface  is  uneven.  The  history  and 
symptomatology  are  in  many  respects  quite  characteristic.  Endome- 
tritic dysmenorrhea  usually  occurs  from  8  to  10  days  before  the  flow 
(coinciding  with  the  beginning  of  the  premenstrual  congestion); 
occasionally  the  pain  and  the  bleeding  begin  at  the  same  time,  and  as  a 
rule  the  dysmenorrhea  continues  during  the  entire  period.  The  flow 
is  normal  and  if  anything  increased  in  quantity,  rarely  diminished.  As 
this  form  of  dysmenorrhea  is  usually  acquired  it  makes  its  appearance 
late;  any  dysmenorrhea  beginning  after  marriage  may,  as  a  rule,  be 
regarded  as  inflammatory.  Nevertheless  a  dysmenorrhea  which  has 
existed  since  the  first  menstruation  may  be  found  in  young  women  and 
often  in  virgins  to  be  due  to  severe  structural  changes.     Thus  in  the 
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case  of  a  virgin  the  cause  of  dysmenorrhea  was  found  in  a  severe 
endometritis  which  at  each  menstruation  was  accompanied  by  the 
exfoliation  of  thick  pieces  of  membrane.  Hence  the  fact  that  a 
d)^sraenorrhea  began  before  marriage  is  no  argument  against  its  inflam- 
matory character.  It  Is  often  difficult  to  decide  whether  it  is  primary 
or  secondary,  or  both  conditions  are  due  to  a  common  cause^  such 
as  masturbation* 

Besides  this  form  of  dysmenorrhea,  which  is  due  to  inflammatory 
changes  in  the  endometrium,  there  is  another  variety  in  which  the  same 
sensitiveness  of  the  uterine  mucous  membrane  h  present  without  other 
nervous  phenomena  and  without  any  demonstrable  structural  changes. 
The  sound  does  not  show  any  roughening  of  the  surface,  and  in 
many  cases  the  only  objective  change  is  a  slight  obstruction  at  the 
internal  os  caused  by  a  fold  of  membrane  which  is  exceedingly  sensi- 
tive to  the  touch.  The  condition  may  be  designated  hyperesthesia 
of  the  endometrium-  Theilhaber  attributes  it  to  spasm  at  the 
internal  os. 

In  one  sense  nervous  dysmenorrhea  also  belongs  to  the 
uterine  varieties  because,  in  contradistinction  to  tubal  and  ovarian 
dysmenorrhea,  it  manifests  itself  in  the  uterus;  but  it  differs  very 
materially  from  genuine  uterine  tlysuKnorrhea  by  the  fact  Nervoua 

that  it  is  due  to  changes  in  the  central  nervous  system  and  ^y^^^^^^^ 
not  to  changes  or  abnormality  of  the  uterus.  In  this  form  also  the  pain 
is  caused  by  uterine  contractions  which,  however,  are  not  excited  by 
any  abnormality  of  the  uterus  but  are  rather  the  efifects  of  unusual  reflex 
excitability  on  the  part  of  the  uterine  nerves  and,  owing  to  the  morbid 
condition  of  the  nervous  system,  arc  felt  as  painful  sensations*  This 
type  of  dysmenorrhea  occurs  in  women  with  pronounced  hysterical  and 
neurasthenic  symptoms^  and  also  in  the  absence  of  such  symptoms  in 
excitable,  so-called  nervous  individuals  or  in  some  whose  nutrition  is 
bad  and  who  suffer  from  anemia  or  general  debility.  Accordingly  this 
form  usually  occurs  in  city  girls  employed  in  industrial  establishments, 
whose  work  is  physically  exhausting  and  who,  in  addition,  overwork 
their  brains;  in  girls  who  have  been  spoiled  by  their  education  both 
physically  and  mentally;  and  in  childless  women  struggling  under 
unhappy  domestic  conditions.  The  diagnosis  of  this  very  frequent  form 
of  dysmenorrhea  is  made  by  excluding  all  local  abnormalities  of  the 
uterus  that  are  known  to  be  causes  of  dysmenorrhea,  and  by  the  presence 
of  disease  or  weakness  of  the  central  nervous  system. 

A  special  form  of  dysmenorrhea  has  been  classified  by  Schiff  and 
Fliess  under  the  name  of  nasal  dysmenorrhea »  Tlie  pain  is  caused  by 
painful  contractions  of  the  uterus  excited  by  irritation  of  certain  definite 
areas  on  the  nasal  nmcous  membrane,  at  the  tuberculum  scptl  and 
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the  anterior  extremity  of  the  inferior  turbinate.  Indeed  it  has  been 
demonstrated  beyond  a  doubt  that  this  form  of  dysmenorrhea  can  be 
Nasal  temporarily,  and  sometimes  even  permanently,  cured  by 

Dysmenorrhea,  cocainizing  and  cautcrizing  these  areas.  Nevertheless  the 
eflfect  of  the  treatment  is  open  to  various  explanations.  As  yet  the  exist- 
ence of  a  simple  nasal  form  of  dysmenorrhea  cannot  be  said  to  be  proven. 
The  following  method  may  be  pursued  in  the  investigation  of  a 
case  of  dysmenorrhea.  By  interrogating  the  patient,  the  seat,  duration 
and  severity  of  the  dysmenorrhea,  the  time  of  its  first  appearance  and 
its  relation  to  the  menstrual  flow,  the  effect  of  marriage,  parturition  and 
any  local  or  general  methods  of  treatment  are  ascertained.  A  local 
examination  is  then  made,  except  in  the  case  of  virgins.  If,  however, 
both  a  nervous  etiology  and  developmental  disturbances  can  be  definitely 
excluded,  and  a  careful  study  of  the  patient's  general  constitution  and 
the  symptoms  seem  to  indicate  the  presence  of  a  mechanical  obstacle, 
an  examination  is  indispensable,  particularly  as  local  treatment  will 
have  to  be  applied.     The  examination  should  be  made  under  anesthesia. 

The  dysmenorrhea  which  is  so  extremely  common  in  young  girb  may  be  due  to  a  variety 
of  causes.  Insufficient  development  of  the  uterus  and  a  slight  stenosis  at  the  internal  os  are 
the  causes  in  some  cases;  while  chlorosis  and  insufficient  bodily  development,  associated 
with  mental  overexertion,  are  responsible  for  others.  Hence  these  forms  of  dysmenorrhea  are 
amenable  to  different  kinds  of  treatment. 

By  combined  examination  we  determine  whether  the  tubes  and 
ovaries  are  the  seat  of  changes  capable  of  producing  dysmenorrhea. 
If  these  organs  are  normal,  or  if  the  seat  of  the  pain  and  its  character 
at  once  point  to  the  uterus  as  the  seat  of  the  dysmenorrhea,  that  organ 
should  be  subjected  to  careful  scrutiny.  First  the  degree  of  develop- 
ment is  noted.  If  the  uterus  is  of  normal  size  and  the  width  of  the 
cavity,  as  determined  with  the  sound,  is  found  to  be  normal,  hypoplasia 
may  be  excluded;  while,  on  the  other  hand,  a  distinct  diminution  in 
the  size  suggests  a  dysmenorrhea  due  to  arrested  development.  The 
sound  is  then  introduced  in  order  to  search  for  any  mechanical  disturb- 
ance. The  instrument  must  be  handled  very  lightly,  especially  at  the 
internal  os,  the  width  of  which  and  any  hyperesthesia  of  the  mucous 
membrane  must  be  carefully  noted.  If  no  objective  changes  are  found, 
the  corporeal  mucous  membrane  is  investigated  for  sensitiveness  and 
inequalities.  If  the  results  of  objective  examination  are  absolutely 
negative,  the  nervous  system  is  examined  and  the  history  completed 
by  inquiring  into  the  daily  occupation,  domestic  surroundings,  worries 
and  the  like.  If  neither  the  objective  examination  nor  a  careful  study 
of  the  history  clears  up  the  case,  some  clue  may  be  gained  by  observing 
the  patient  during  treatment.  One  or  two  days  before  the  beginning  of 
menstruation  the  internal  os  is  sounded  or  dilated;  if  this  is  not  followed 
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by  improvement,  the  presence  of  a  mechanical  obstacle  may  be  definitely 
excluded  from  the  diagnosis.  If,  on  the  other  hand,  the  dysmenorrhea 
is  relieved,  the  cause  is  probably  mechanical.  If  the  dilatation  is  fol- 
lowed by  temporary  improvement,  the  cause  may  still  be  found  either 
in  inflammation  or  developmental  disturbances;  for  this  type  of  dys- 
menorrhea is  also  susceptible  of  improvement  by  dilatation.  In  many 
cases  the  diagnosis  cannot  be  cleared  up  until  the  patient  has  been 
under  observation  for  some  time. 
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Causes  of  Sterility. 

Definition.  Sterility  is  the  inability  of  an  individual  to  pro- 
duce progeny.  Accordingly  a  man  is  called  sterile  when  he  is  incapable 
of  fertilizing  a  female  ovum,  and  a  woman  when  she  cannot  furnish  an 
ovum  that  is  capable  of  impregnation,  or  cannot  bring  a 
normal  ovum  to  the  seat  where  impregnation  takes  place, 
or  cannot  provide  the  necessary  conditions  for  the  further  development 
of  the  impregnated  ovum.  But  the  physician  who  is  called  upon  to 
determine  the  cause  of  sterility  has  to  deal  not  with  a  sterile  man  or  a 
sterile  woman,  but  with  a  sterile  marriage.  While  laymen  usually  apply 
the  term  sterility  to  a  marriage  that  does  not  result  in  the  production 
of  living  or  viable  progeny,  and  accordingly  include  under  the  term 
steriHty  those  cases  in  which  the  fetus  is  destroyed  by  habitual  abortion, 
the  physician  must  distinguish  clearly  between  the  two  conditions, 
although  the  result  in  both  is  the  same  so  far  as  the  marriage  is  concerned ; 
for  in  the  latter  all  the  conditions  for  a  normal  conception  are  present, 
while  in  the  former  they  are  absent.  From  the  medical  standpoint 
sterility  is  present  when  conception  does  not  occur,  or,  if  the  ovum  is 
impregnated,  when  it  fails  to  become  embedded.  A  marriage  in  which 
the  ovum  becomes  impregnated  and  imbedded  is  not  called  sterile. 
Clinically  it  is  difficult  to  distinguish  between  the  two  conditions, 
however,  as   habitual   abortion    may   occur   very   early. 

It  is  equally  diflBcult  to  name  a  time  when  a  marriage  may  be 
regarded  as  sterile.  Observations  by  Simpson  show  that  it  is  exceptional 
for  the  first  child  to  be  born  after  the  fourth  year  of  marriage,  and  in  a 
scientific  sense  a  marriage  may  therefore  be  called  sterile  after  that 
period.  But  the  subsequent  birth  of  a  child  is  by  no  means  impossible 
even  if  the  sterility  has  not  been  specially  treated.  In  actual  practice, 
however,  the  observation  has  merely  a  prognostic  value,  as  people  lose 
patience  long  before  the  expiration  of  the  four  years  and  demand  an 
answer  to  the  question  why  their  marriage  continues  childless. 

For  practical  purposes  it  is  advisable  to  distinguish  between 
absolute  and  relative  sterility.  The  former  is  a  condition  in 
which  pregnancy  is  absolutely  impossible  as  in  the  case  of  a  rudimentary 
uterus;  while  relative  sterility  refers  to  conditions  which  only  interfere 
with  the  act  of  conception,  such  as  a  stenosis  at  the  external  os.  A 
distinction  between  primary  and  secondary  sterility  is  also  of 
diagnostic  value.  A  marriage  is  called  primarily  sterile  when  pregnancy 
does  not  take  place  at  all,  while  in  secondary  sterility  the  birth  of  the 


ANALYTICAL  DL\GNOSIS 


C33 


first  child  is  not  followed  by  subsequent  pregnancies  because  one  of  the 
parents  becomes  diseased. 

The  general  practitioner  is  quite  often  called  upon  to  determine  the 
cause  of  sterility.  As  a  rule  the  hushanrl  sends  his  wife  for  examination 
because  he  takes  it  for  granted  that  she  must  be  the  cause  of  the  sterility, 
or  the  wife  comes  of  her  own  accord  under  the  same  impression  and  in 
the  desire  to  remove  any  obstruction  to  conjugal  happiness.  The  phy- 
sician is  thus  easily  tempted  to  devote  his  attention  chiefly  to  the  wife 
and  to  neglect  the  husband,  a  practice  which  is  quite  erroneous,  as  our 
views  on  this  question  have  undergone  considerable  modification  to 
the  disadvantage  of  the  husband. 

3f  examination  of  the  semen  it  has  been  shown  that  the  husband  may  be  respon- 
sihle  for  the  Bterility.  We  recognize  several  abnormal  conditions.  In  azoospermia 
the  semen  ejaculated  during  coitus  b  eaUfely  devoid  of  gpemiatozoa.  In  oligosper- 
m  J  a  the  semen  contains  ooly  a  few  spermatozoa  with  diminished  motility  (although 
theoretically  conecption  is  possible  under  these  circumstances,  there  is  practically  no  dif* 
ference  Ijetween  azoospermia  and  oligospermia).  Finally,  there  is  a  third  condition,  so-called 
necrospermia,  in  which  the  ecmen  contains  normal  epermatozoa  alnn^^t  or  quite  incap- 
able of  movement.    How  tliis  eondition  h  re^ponaible  for  sterility  k  not  very  well  tmdenstood. 

The  foUowtng  (able  ahows  to  w  liat  extent  the  male  may  be  responsible  for  a  aleiile  maiTiage, 
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The  results  of  these  in^^estigatora,  which  arc  fairly  uniform,  indicate  that  the  male  is  the 
true  cause  of  sterility  in  one-fourth  to  one- third  or,  if  the  cases  of  oligospennia  are  included, 
ill  almoBt  one -half  of  all  the  cases. 

These  facts  have  caused  a  complete  revolution  in  our  views  as  to 
the  causes  of  sterility,  and  it  is  therefore  absolutely  necessary  to  examine 
both  husband  and  wife.  Whether  we  begin  with  the  one  or  the  other 
in  in  the  main  immaterial;  but  as  examination  of  the  semen  is  much 
simpler,  while  in  the  case  of  a  woman  a  diagnosis  of  sterility  is  much 
more  difficult  and  sometimes  requires  general  anesthesia,  it  is  more 
logical  to  begin  with  the  husband.  At  all  events  it  should  first  of  all 
be  ascertained  whether  he  is  capable  of  begetting  children,  before  the 
woman  is  subjceted  to  a  course  of  treatment. 

ExamlnatJan  of  the  tlustiand.  This  must  include  an  investiga- 
tion as  to  his  power  of  performing  the  sexual  act  and  of  impregnating 
the  ovum  (potentia  coeundi  et  generandi).  Since  this  chapter 
is  devoted  to  sterility  in  the  femak%  I  shall  not  go  into  the  causes  of  the 
former  nor  describe  in  detail  the  pathologic  changes  that  have  been 
found  in  the  semen,  which  will  be  found  in  special  textbooks  on  the 
subject  by  Ziilzer,  Oberlander  and  Fiirbringer,     A  word  of  advice  in 
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regard  to  the  method  of  obtaining  the  semen  may  not  be  amiss,  how- 
ever. The  specimen  to  be  examined  must  have  been  ejaculated  regularly 
during  coitus.  Semen  obtained  from  an  involuntary  discharge  that  has 
dried  on  the  clothing  is  absolutely  valueless;  compression  of  the  seminal 
vesicles  by  introducing  a  finger  into  the  rectum,  a  method  frequently 
practiced  by  genito-urinary  surgeons,  does  not  always  yield  a  sufficient 
quantity  of  semen;  and  the  material  obtained  by  masturbation  may, 
in  the  case  of  an  inexperienced  individual,  consist  of  nothing  but  pros- 
tatic fluid.  The  semen  ejaculated  during  sexual  congress  should  be 
received  in  a  rubber  condom,  or  withdrawal  may  be  practiced  and  the 
semen  discharged  into  a  test-tube.  The  specimen  must  be  examined 
under  the  microscope  within  an  hour  after  coitus  and  kept  at  body- 
temperature  during  the  interval. 

Examination  of  the  Wife.  The  search  for  a  cause  of  sterility 
somewhere  in  the  body  is  much  more  complicated  in  the  case  of  a  woman 
because  it  may  reside  in  any  portion  of  the  genital  organs,  or  in  the 
organism  as  a  whole  and  particularly  in  the  nervous  system,  inasmuch 
as  any  disturbance  of  the  genital  functions  may  be  due  to  nervous  or 
general  causes. 

The  sole  function  of  the  female  genitalia  is  impregnation  of  the 
ovum,  its  subsequent  nutrition,  and  expulsion  of  the  fully  developed 
product  of  conception.  Each  individual  organ  plays  its  special  part  in 
this  function.  Sterility  occurs  when  any  one  of  the  organs  becomes 
useless  for  the  purposes  of  conception.  Hence  sterility  is  not  an  inde- 
pendent pathologic  condition,  but  a  symptom  of  various  genital  diseases. 
The  physician  must  determine  what  organ  is  primarily  responsible  for 
the  sterility  and  also  the  disease  which  is  the  direct  cause.  The  diag- 
nosis must  therefore  take  account  of  all  the  organs  concerned  in  con- 
ception, although,  as  their  comparative  importance  is  different  and  the 
diseases  to  which  they  are  subject  vary  in  frequency,  they  are  not  all 
of  equal  diagnostic  significance. 

As  a  foundation  for  the  functional  examination  of  the  individual 
genital  organs  the  physician  must  possess  an  accurate  knowledge  of 
the  mechanism  of  conception,  and  I  am  therefore  compelled  to  begin 
Mechanism  with  its  dcscriptiou  SO  far  as  it  applies  to  the  woman, 

of  Conception.  Conccption  prcsupposcs  a  normal  coitus,  in  which  the 
semen  containing  viable  spermatozoa  is  deposited  in  the  upper  portion 
of  the  vagina.  If  the  os  is  open,  the  semen  may  be  directly  injected  into 
the  lower  portion  of  the  cervix;  but  this  is  by  no  means  essential.  The 
entrance  of  the  spermatozoa  into  the  external  os,  which  usually  dips  into 
the  seminal  lake,  is  effected  chiefly  by  the  motility  of  the  spermatozoa. 
The  livelier  they  are,  the  more  readily  they  effect  an  entrance.  If  they 
are  retained  too  long  in  the  vaginal  vault,  the  functional  power  of  the 
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spermatozoa  is  diminished  because  the  acid  of  the  vaginal  secretion 
paralyzes  and  ultimately  abolishes  their  motility.  It  has  never  been 
positively  determined  whether  the  semen  is  aspirated  into  the  cervix 
after  the  mucous  secretion  of  the  canal  has  been  expelled  by  the  uterine 
contractions*  As  soon  a^  the  spermatozoa  have  entered  the  cervical 
canal  they  travel  upward  along  the  wall  of  the  cervix^  pass  through  the 
external  os  into  the  uterine  cavity*  and  meet  the  ovum.  The  meeting 
point  of  semen  and  ovum  has  not  been  definitely  determined,  but  most 
investigators  agree  that  the  meeting  takes  place  in  the  tube  and  possibly 
in  the  abdominal  extremity.  If  that  is  the  case,  the  spermatozoa  have 
a  long  distance  to  travel  and  must  be  possessed  of  active  and  prolonged 
motility;  the  life  of  the  spermatozoa  is  probably  from  6  to  8  days.  A 
second  prerequisite  for  conception  is  that  an  ovum  capable  of  being 
impregnated  shall  arrive  at  the  point  where  conception  takes  place. 
The  ovum  matures  in  the  Graafian  follicle  of  the  ovary;  just  how  an 
ovum  must  be  constituted  for  purposes  of  conception,  and  whether 
there  are  ova  which  are  naturally  incapable  of  being  impregnated,  we 
do  not  know.  The  follicle  grows  by  a  gradual  accumulation  of  0uid, 
reaches  the  surface  of  the  ovary,  and  ruptures.  This  process  takes  place 
during  the  premenstrual  congestion,  probably  a  few  days  before  men- 
struation. After  the  follicle  has  ruptured,  the  ovum  with  the  follicular 
fluid  is  expelled  into  the  abdominal  cavity  and  must  be  taken  up  by 
the  fimbriated  extremity  of  the  tube.  The  nearer  the  fimbrise  are  to 
the  ovary,  the  more  readily  they  take  up  the  ovum.  It  is  very  improb- 
able that  the  abdominal  extremity  of  the  tube  swelia  up  and  undergoes 
erection,  or  actually  grasps  the  ovary  during  this  process.  From  the 
position  of  the  ovarian  fimbria  it  is  evident  that  the  ovum  can 
follow  this  path  only  in  exceptional  instances.  In  its  short  passage 
from  the  point  where  the  follicle  ruptures  to  the  nearest  border  of  the 
fimbriie  the  ovum  is  ver>^  probably  assisted  by  a  current  which  is  set 
up  by  the  movement  of  the  ciliated  epithelium  in  the  tubes,  in  a  direction 
toward  the  lumen  of  the  tube*  As  soon  as  the  ovum  has  been  taken 
up  by  the  tube  it  is  easily  retained  among  the  folds  and  carried  onward 
toward  the  uterus  by  the  ciliated  epithelium,  until  it  meets  the  sper- 
matozoon. Contraction  in  the  muscular  wall  of  the  tube  for  the  purpose 
of  carrying  the  ovum  onward,  if  it  occurs  at  all,  is  possible  only  in  the 
uterine  portion,  where  it  may  be  necessary  for  the  onward  movement 
of  the  ovum  after  it  has  become  impregnated*  If  the  ovum  fails  to 
enter  the  tube  it  is  destroyed  in  the  abdominal  cavity.  The  ovum  begins 
to  undergo  the  first  changes,  which  result  in  its  becoming  embedded 
in  the  uterus  by  means  of  the  villi  of  the  ectoderm.  This  is  the  beginning 
of  pregnancy.  To  what  extent  the  nervous  system  and  the  psychic 
functions  take  part  in  conception  ia  difficult  to  say^  but  it  is  very 
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probable  that  the  normal  voluptuous  sensation  experienced  by  the 
woman  facilitates  conception. 

Conception  accordingly  presupposes  the  functional  integrity  of  all 
the  genital  organs  and  the  action  of  various  mechanisms.  Many  differ- 
ent disturbances  may  therefore  produce  sterility,  and  the  diagnosis  of 
its  causes  recjuires  a  very  thorough  examination.  The  history  is  of 
secondary  importance,  although  occasionally  the  statements  of  the 
patient  may  at  once  reveal  the  cause  of  the  sterility  (see  later).  In 
making  an  objective  examination  the  function  of  each  individual  organ 
must  be  constantly  kept  in  mind,  and  examination  must  determine 
whether  the  organ  is  capable  of  performing  this  function. 

We  begin  with  the  external  s^enitalia,  whose  function  during 
conception  consists  solely  in  permiting  the  penis  to  enter  the  vagina. 
The  causes  of  sterility  in  this  respect  may  be  adhesions  of  the  vulva  due 
External  ^^  Hialformations  or  ulcerative  processes;    large  neoplasms 

Genitalia.  which  prcvcnt  the  approach  of  the  penis,  such  as  large 

lipomata,  elephantiasis,  or  abnormally  long  labia  minora  and  clitoris. 
The  act  may  also  be  difficult  if  the  vulva  is  situated  abnormally  far 
backward.  Caruncles  around  the  external  urethral  orifice  may  be  so 
sensitive  as  to  forbid  the  approach  of  the  penis.  Certain  changes  in 
the  external  genitalia  (see  p.  549)  are  of  importance  because  they  arouse 
the  suspicion  of  hermaphroditism,  which  explains  the  apparent  sterility. 
With  regard  to  these  abnormalities  of  the  vulva,  it  is  to  be  remembered 
that  actual  penetration  of  the  penis  into  the  vagina  is  not  necessary 
for  impregnation,  as  the  spermatozoa  may  be  sufficiently  active  to  make 
their  way  into  the  vagina  and  uterus  when  they  are  deposited  on  the 
outside  of  the  genitalia.  Hence,  if  the  vulva  is  not  completely  occluded, 
and  the  semen  can  be  deposited  in  front  of  the  introitus,  there  is  a  possi- 
bility of  conception  taking  place.  Catarrhal  conditions  at  the  vestibule 
interfere  with  coitus  because  they  cause  pain,  and  in  craurosis  vulvae 
the  contraction  of  the  vestibule  is  sometimes  so  great  that  the  penis 
cannot  be  introduced. 

The  causes  of  sterility  that  are  operative  at  the  introitus  in  the 
main  affect  the  permeability  of  the  passage  and  render  conception 
difficult  without,  however,  preventing  it  altogether.  The  hymen,  which 
Introitus  niay  resist  attempts  at  cohabitation  for  some  time,  prevents 

vaginffi.  ^^^  entrance  of  the  penis  unless  it  is  very  much  distended, 

but  does  not  render  conception  impossible  because  the  spermatozoa  are 
capable  of  passing  through  the  hymeneal  opening  and  reaching  the  uterus 
even  if  the  penis  is  not  introduced.  There  have  been  numerous  cases 
of  pregnancy  with  an  intact  hymen  and  when  the  opening  in  the  mem- 
brane was  extremely  small.  Atresia  of  the  hymen  is  of  course  an 
absolute  bar  to  coitus.     A  more  serious  obstacle  to  conception  is  pre- 
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sented  by  vaginism  because  the  extreme  sensitiveness  at  the  introitus 
does  not  permit  the  approach  of  the  glanSi  and  the  introitus  is  closed  by 
spasmodic  contractions  of  the  constrictor  cunni.  In  every  day  practice 
vaginii*m  is  quite  a  fre<iuent  obstacle  to  conception,  although  it  does 
not  render  it  absolutely  impossible.  The  diagnosis  is  based  on  extreme 
sensitiveness  at  the  introitus,  the  presence  of  hymeneal  rcmainSj  and 
the  occurrence  of  reflex  spasms  of  the  muscles  around  the  introitus  and 
in  the  floor  of  the  pelvis  following  the  slightest  irritation  of  these  areas* 
In  certain  aberrant  cases  of  vaginism  the  parts  are  not  in  the  least  sensi- 
tive to  the  touch  and  the  width  of  the  introitus  is  normal;  but  when- 
ever cohabitation  is  attempted,  the  constrictor  cunni  and  levator  ani 
muscles  contract  and  prevent  the  introduction  of  the  penis.  The  cause 
in  these  cases  is  psychic. 

In  a  case  of  this  kind,  in  whtoH  dilatation  had  been  pcrforroed  without  besnefit  by  another 
physiefan,  I  effected  a  eiire  by  having  the  hiis1>andj  who  was  a  doctor,  administer  an  injeetion  of 
morphin  immediately  bi^fore  coJiabitalion.  ITiis  tiad  the  eJfect  of  preventing  the  mimeiilar  eon- 
tract  ions ,  the  act  W5JB  performed  in  the  normal  maimer,  and  tn  a  short  lime  pregnancy  occurred, 

Abnormal  width  of  the  introitus,  which  is  present  in  eases  of 
prolapse  anil  oh!  perineal  tears^  frequently  interferes  with  conception 
because  the  seminal  fluid  escapes  from  the  vagina  immediately  after 
the  sexual  act, 

The  function  of  the  vagina  is  to  receive  the  penis  during  the  sexual 
act  80  that  the  semen  may  be  deposited  in  front  of  the  vaginal  portion 
of  the  cervix,  and  to  retain  it  there  until  the  spermatozoa  have  entered 
the  uterus.  Hence  total  absence  of  the  vagina, 
which  is  usually  associated  with  severe  developmental 
disturbances  of  the  uterus,  is  obviously  a  cause  of  sterility.  In  such 
cases  coitus  usually  takes  place  through  the  urethra  or  rectum,  and 
pregnancies  have  been  observed  in  cases  in  which  the  lower  portion  of 
the  vagina  was  completely  occluded  and  there  existed  a  rectovaginal 
or  vesicovaginal  communication.  In  cases  of  double  vagina  sterility 
is  observed  when  the  sexual  act  has  been  performed  in  the  half  wWch 
is  occluded.  In  order  to  perform  its  function  the  vagina  must  be  patu- 
lous as  far  as  the  vaginal  portion;  hence  cicatriuiEl  stenosis  of  the  vaginal 
wall  J  like  the  so-calleil  circular  stenoses,  interferes  with  conception, 
but,  as  in  the  case  of  intact  hymen,  docs  not  necessarily  prevent  it 
altogether-  Occlusion  of  course  is  an  absolute  bar  to  conception*  Large, 
projecting  cysts  of  the  vaginal  wall  also  interfere  with  the  introduction 
of  the  penis.  Adhesive  fleshy  bands  running  from  the  vaginal  portion 
to  the  vaginal  wall  prevent  the  entrance  of  the  seminal  fluid.  Stenosis 
of  the  vagina  followed  by  sterility  may  also  be  due  to  tumors  of  the 
wall,  such  as  carcinoma  and  sarcoma,  or  tumors  iirossing  on  the  lumen 
of  the   vagina  from   without,   particularly   when  they  are  situated   in 
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Douglas'  space.  Downward  displacement  of  the  vagina  and  prolapse 
do  not  always  cause  sterility  because  they  are  replaced  during  the  act 
of  cohabitation.  The  vagina  must  also  be  wide  enough  to  receive  the 
penis,  and  of  the  necessary  length,  else  the  glans  will  enter  one  of  the 
vaginal  vaults  and  deposit  the  semen  there.  As  a  rule,  however,  differ- 
ences of  this  kind  in  the  dimensions  of  the  genitalia  are  equalized  during 
normal  cohabitation.  An  abnormally  short  vagina  is  an  obstacle 
to  conception  because  the  spermatic  fluid  is  apt  to  escape,  while  an 
abnormally  wide  and  relaxed  vagina  has  the  same  disadvantage, 
especially  if  the  introitus  is  very  wide  and  there  are  old  perineal  lacera- 
tions, or  reflex  contraction  of  the  constrictor  cunni  and  levator  ani 
muscles,  the  object  of  which  is  to  retain  the  semen,  fails  to  take  place. 
Escape  of  the  semen  is  a  frequent  cause  of  sterility  and  usually  points 
to  abnormalities  of  the  vagina.  Vaginal  catarrh  sometimes  prevents 
conception  because  the  spermatozoa  are  washed  out  of  the  canal  with 
the  secretions  and  because  the  hyperacidity  of  the  vaginal  secretion 
weakens  the  vitality  of  the  spermatozoa.  Patients  with  vesicovaginal 
fistulae  are  usually  sterile,  partly  because  the  acid  urine  kills  the  sper- 
matozoa and  washes  them  away,  and  partly  because  these  patients 
usually  suffer  from  amenorrhea. 

The  vas:inal  portion  probably  has  no  other  function  during  con- 
ception than  to  dip  into  the  seminal  lake  in  the  vaginal  vault  and  thereby 
facilitate  the  entrance  of  the  spermatozoa  into  the  uterus.  Never- 
vaKinai  thclcss  any  abnormality  in  its  position  relative  to  the  axis  of 

Portion.  ^Yie  vagina,  its  shape  and  the  width  of  the  external  os,  may 

interfere  with  conception.  The  most  favorable  position  is  that  in  which 
the  vaginal  portion  forms  a  right  angle  with  the  vagina  and  lies  exactly 
in  the  median  line,  with  the  os  directed  accurately  backward  and  down- 
ward (in  other  words  the  normal  position  of  the  cervix),  because  in  that 
position  the  penis,  entering  from  in  front  and  above,  deposits  the  semen 
immediately  in  front  of  the  external  os.  Any  deviation  from  this  posi- 
tion interferes  more  or  less  with  conception  but  does  not  render  it 
impossible.  Changes  in  the  shape  of  the  vaginal  portion  not  infrequently 
cause  sterility.  Elongation  of  the  portio,  such  as  infravaginal  or  penis- 
shaped  hypertrophy,  elongation  of  one  lip  in  the  form  of  an  apron  with 
displacement  of  the  os  to  the  opposite  side,  follicular  hypertrophy,  or 
a  long  conical  vaginal  portion  may  interfere  with  conception  in  the 
absence  of  any  other  complication,  because  the  penis  glides  by  the 
vaginal  portion  and  deposits  the  seminal  fluid  in  the  vaginal  vault. 
Shortening  and  absence  of  the  vaginal  portion  are  often  found  in  sterile 
women.  They  are,  however,  not  in  themselves  the  cause  of  sterility, 
but  indicate  a  coexisting  atrophy  of  the  uterus.  Stenosis  of  the 
external    os    is  an  important  condition.     Before  the  technique  of 
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bimanual  examination  was  developed  and  diseases  of  the  tubes  and 
peritoneum  were  not  recognized,  these  stenoses  were  usually  regarded 
as  the  cause  of  sterility.  Occlusion  of  the  external  os  is  of  course  an 
absolute  bar  to  conception;  but  simple  stenosis  plays  a  variable  part 
in  the  causation  of  sterility  in  different  cases.  The  spermatozoa  do  not 
need  much  room,  and  pregnancy  is  therefore  occasionally  observed 
when  the  os  is  so  narrow  that  only  the  smallest  sound  can  be  introduced. 
It  should  also  be  mentioned  that  congenital  stenosis  of  the  external 
OS,  with  a  long,  conical  cervix,  is  associated  with  atrophy  of  the  uterus; 
the  cervical  canal  behind  the  contracted  os  is  frequently  the  seat  of 
catarrh,  and  the  inspissated  secretion  prevents  the  entrance  of  the 
spermatozoa.  Hence  these  disturbances,  which  are  much  more  import- 
ant causes  of  sterility,  must  be  excluded  before  the  condition  can  be 
attributed  to  stenosis  of  the  external  os  alone.  Sometimes  this  requires 
a  dilatation.  In  the  main  it  is  advisable  not  to  lay  too  much  stress  on 
this  form  of  stenosis;  at  least  it  should  never  prevent  a  careful  exami- 
nation of  the  higher  portions  of  the  genitalia.  With  regard  to  congenital 
stenosis  of  the  external  os  resulting  from  plastic  operations  or  ulcerative 
processes,  their  significance  must  not  be  overestimated  as  they  are 
not  an  absolute  bar  to  conception.  The  same  is  true  of  stenosis  due  to 
carcinoma  or  myoma.  The  diagnosis  of  stenosis  presents  no  difficulties. 
The  OS  is  exposed  in  a  Simon  speculum  and  the  patulence  of  the  canal 
determined  by  introducing  a  sound. 

In  order  to  play  its  important  part  in  conception  the  cervix  must 
be  patulous  and  permit  the  entrance  of  a  viable  semen  into  the  uterine 
cavity.  Hence  disturbances  referable  to  the  cervix  are  always  of  a 
purely  mechanical  nature.  It  is  needless  to  say  that  com- 
plete occlusion  is  an  absolute  bar  to  conception.  The 
diagnosis  is  made  with  the  sound  and  sometimes  by  the  presence  of 
hematometra,  which  is  regularly  present  in  sexually  mature  women. 
Without  hematometra  complete  occlusion  is  very  improbable.  It  is 
much  more  difficult  to  decide  what  part  stenosis  of  the  cervix  plays 
in  the  production  of  sterility.  In  the  first  place,  it  is  not  easy  to  diag- 
nose a  stenosis,  because  the  sound  is  very  apt  to  catch  in  the  recesses 
and  folds  of  the  normal  cervix  and  because,  as  has  been  mentioned  in 
connection  with  dysmenorrhea,  the  lumen  may  be  obstructed  by  folds 
of  mucous  membrane  which  yield  to  the  passage  of  the  sound,  so  that 
the  stenosis  is  overlooked.  Various  malpositions  of  the  uterus,  such  as 
anteflexion  and  retroflexion,  produce  apparent  stenosis  by  kinking  of 
the  cervical  canal.  True  stenosis  may  be  said  to  exist  when  a  sound 
about  2  mm.  in  thickness  cannot  be  made  to  pass  a  certain  point  even 
when  the  vaginal  portion  is  drawn  down  with  a  tenaculum.  The  site 
of  predilection  is  the  external  os;  but  stenoses  also  occur  in  the  course 
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of  the  canal,  particularly  as  a  result  of  malignant  processes.  As  in  the 
case  of  the  external  os,  stenosis  of  the  cervix  is  not  an  absolute  bar  to 
conception,  but  merely  renders  the  act  more  difficult.  In  many  cases 
it  is  not  the  only  cause  of  sterility,  which  is  due  rather  to  the  same  cause 
as  the  stenosis  itself,  namely  catarrhal  diseases  of  the  mucous  membrane, 
and  to  its  results,  especially  the  accumulation  of  secretions  in  the  cer- 
vical canal.  While  too  much  importance  has  no  doubt  been  attached  to 
stenosis  of  the  cervix  as  a  cause  of  sterility,  it  cannot  be  denied  alto- 
gether, as  cases  in  which  pregnancy  follows  a  single  dilatation  are  not 
very  infrequent.  If  a  stenosis  is  definitely  recognized  it  should  be 
regarded  as  the  cause  of  the  sterility  and  subjected  to  treatment. 
Tumors  of  the  cervix  also  act  chiefly  as  mechanical  obstacles;  myoma 
causes  displacements  and  contractions  of  the  cavity,  mucous  polyps 
may  obstruct  it  altogether.  Carcinoma  causes  contraction  of  the  canal 
in  the  early  stage  and  later  may  produce  dilatation,  while  the  decom- 
posing secretions  kill  the  spermatozoa  or  flush  them  out  of  the  canal. 
Elongation  of  the  cervix  accompanying  prolapse  is  another 
cause.  Severe  cervical  catarrh  is  not  infrequently  associated 
with  sterility,  partly  because  the  inspissated  secretions  obstruct  the 
cervical  canal,  especially  when  they  accumulate  behind  the  external  os 
in  nuUiparous  women;  and  partly  because  they  wash  the  spermatozoa 
away,  especially  in  cases  of  purulent  catarrh,  in  which  the  chemical 
composition  of  the  secretion  is  changed. 

In  the  body  of  the  uterus,  which  performs  several  functions 
during  the  act  of  conception,  a  variety  of  functional  disturbances  may 
cause  sterility.  In  the  first  place  the  uterine  body  affords  the  sper- 
Bodyof  matozoa  access  to  the  ovum  within  the  tube  and  retains 

the  Uterus.  ^j^^  impregnated  ovum.  The  integrity  of  the  spermatozoa 
must  be  maintained  until  impregnation  takes  place.  The  chief  function 
of  the  uterus,  however,  is  to  permit  the  impregnated  ovum  to  become 
embedded  within  its  cavity. 

The  first  requisite,  therefore,  is  the  presence  of  a  uterus  capable  of 
performing  its  function;  any  marked  malformations,  such  as  a 
rudimentary  uterus  without  a  cavity,  or  a  fetal  uterus  with  elongated 
cervix  and  short  body,  cause  sterility.  An  infantile  uterus  and  marked 
degrees  of  hypoplasia  are  also,  as  a  rule,  accompanied  by  sterility;  but 
it  is  difficult  to  decide  whether  the  uterus  itself  or  the  atrophy  of  the 
ovaries,  which  is  also  present,  is  the  chief  cause.  Menstruation  may 
help  to  clear  up  the  question.  If  it  is  absent  or  the  flow  is  abnormally 
feeble,  sterility  is  almost  regularly  present  also.  Acquired  atrophy, 
whether  due  to  disease  of  the  uterus  or  to  general  conditions,  is  some- 
what uncertain  in  its  relation  to  sterility;  as  a  rule  the  character  of 
the  menstruation  will  reveal  the  cause  of  the  sterility.    If  menstruation 
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is  absent,  these  atrophies  iisaaUy  lead  to  sterility;  although  many 
exceptions  are  observed^  6.j.,  conception  during  the  amenorrhea  of 
lactation  and  during  convalescence  from  severe  diseases.  Concentric 
atrophy  is  a  much  more  certain  cause  of  sterility  than  eccentric- 
Double  malformations  of  the  uterus  do  not,  as  a  rule,  had  to 
sterility,  provided  the  function  is  completely  preserved  in  one  half, 
Total  or  partial  atresia  or  stenosis  of  the  uterine  cavity, 
which  may  follow  severe  puerperal  disease,  cauterization  or  curet- 
tage, constitute  purely  mechanical  obstacles.  The  diagnosis  is  based 
on  the  finding  of  a  stenosis  with  the  sound  and  the  pre.^ence  of  hema- 
tometra  whenever  the  mucous  membrane  is  capable  of  functionating. 
With  regard  to  displacements  of  the  uterus  aa  a  cause  of  sterility, 
cases  complicated  by  catarrh  of  the  uterine  mucous  membrane,  chronic 
pelvic  peritonitis  and  diseases  of  the  aduexa  must  be  excluded.  There 
are  two  ways  in  which  a  malposition  may  prevent  or  interfere  with 
conception:  abnormal  position  of  the  vaginal  portion  in  the  vagina, 
and  angulation  at  the  internal  os  due  to  flexion.  Marked  degrees  of 
lateroversion  and  latero position  very  often  cause  sterility  because  the 
penis  deposits  the  semen  in  the  vaginal  vault,  which  is  in  the  median 
line  and  not  in  front  of  the  more  laterally  situated  external  os.  In  the 
same  manner  in  marked  degrees  of  retroflexion  access  to  the  external 
OS  may  be  difficult  because  it  is  placed  far  forward.  In  retroversion 
and  in  anteflexion  the  vaginal  portion  is  more  favorably  situated  for 
the  reception  of  the  spermatozoa.  Prolapse  is  not  so  apt  to  form  an 
obstacle  because  it  is  often  correctcil  during  the  sexual  act.  Flexion 
with  contraction  of  the  internal  os  may  or  may  not  be  the  cause  of  the 
existing  sterility.  In  multiparat  it  is  hardly  worth  mentioning;  although 
retroflexion  in  nmltipara*  may  interfere  somewhat  with  conception. 
With  nulliparcms  women  the  case  is  difl'erent.  Sterility  often  accom* 
panics  anteflexion,  but  the  anteflexion  is  not  always  the  cause  of  the 
condition.  If  we  omit  cases  if)  whicti  the  anteflexion  is  secondary  to 
posterior  parametritis,  or  mcTely  represents  a  minor  feature  of  insuffi- 
cient development  of  the  uterus^  and  consider  only  those  in  which  the 
anteflexion  is  congenital  and  uncomplicated,  displacements  are  very 
unimportant  as  a  cause  of  .sterility  and  at  most  interfere  with  conception 
by  causing  angulation  at  the  internal  os.  The  same  applies  to  uncom- 
plicated retroflexion  in  nulli parous  women  in  whom  the  already  exist- 
ing contraction  of  the  canal  bccomea  aeccntuate^i.  In  complicate?d 
cases  the  t  tiologic  significance  of  displacements  can  only  be  determined 
by  observation  or  by  noting  the  results  of  treatment,  particularly 
dilatation  of  the  cervix. 

The  only  neoplasms  of  any  significance  as  causes  of  sterility 
are  the    myomata,    which  operate  by  obstructing  and  narrowing  the 
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uterine  cavity  and  thereby  preventing  the  semen  from  reaching  the 
ovum,  or  through  the  profuse  secretion  of  the  uterine  mucous  membrane 
and  endometritis  which  they  also  produce.  As  these  conditions  are 
always  present  in  cases  of  submucous  myoma,  that  variety  of  tumor 
is  the  most  common  cause  of  sterility.  These  generally  accepted  views 
have  been  shaken  and  in  part  refuted  by  Hofmeier,  who  has  shown  that 
in  many  cases  myomata  probably  facilitate  instead  of  preventing  con- 
ception. Carcinoma  is  rarely  a  cause  of  sterility  because  it  usually 
occurs  in  senile  women  or  in  women  whose  fertility  is  on  the  wane. 
Like  sarcoma   it  undoubtedly  interferes  with  conception. 

From  a  practical  standpoint  the  most  important  cause  of  sterility 
in  the  uterine  cavity  is  endometritis,  because  the  abnormal  secre- 
tions which  it  produces  prevent  the  entrance  of  the  spermatozoa  and 
flush  the  ovum  out  of  the  cavity,  because  the  smooth,  atrophic  mem- 
brane is  unable  to  retain  the  ovum,  and  finally  because  of  the  difficulty 
or  impossibility  of  the  endometrium's  being  converted  into  a  decidua. 
If  in  addition  it  is  remembered  that  endometritis  is  an  important  cause 
of  habitual  abortion,  it  is  evident  that  this  disease  is  by  far  the  most 
frequent  cause  of  childless  marriages.  The  various  forms  of  endometritis 
are  not  of  equal  etiologic  importance.  Conception  is  sometimes  observed 
in  the  presence  of  chronic  hyperplastic  inflammation  associated  with 
severe  hemorrhage,  more  rarely  in  catarrhal,  and  most  rarely  in  dysmen- 
orrheal  and  exfoliative  endometritis.  The  sterility  which  so  often  accom- 
panies chronic  metritis  is  usually  due  to  a  complicating  endometritis. 
The  question  whether  the  tubes  are  responsible  for  the  sterility 
is  comparatively  simple  because  the  part  which  they  play  in  conception 
is  also  a  simple  one.  It  consists  in  the  reception  of  the  ovum;  its  expedi- 
tion, whether  impregnated  or  not,  into  the  uterine  cavity; 
and  its  maintenance  during  that  time  in  a  viable  condition 
so  that  it  may  become  impregnated  or  develop  into  a  fetus.  The  recep- 
tion of  the  ovum  presupposes  patulence  of  the  fimbriated  extremity. 
Diseases  which  produce  closure  of  the  tubes  are  an  absolute  bar 
to  conception.  Occlusion  is  diagnosed  by  its  sequelae  or  so-called  reten- 
tion tumors — pyosalpinx,  hydrosalpinx  and  hematosalpinx;  occlusion 
probably  exists  also  in  severe  salpingitis  of  any  kind,  particularly  when 
there  arc  adhesions  in  the  neighborhood  of  the  abdominal  extremity 
of  the  tube.  The  orifice  of  the  tube  must  furthermore  be  situated  near 
the  ovary.  It  is  not  possible  to  determine  the  position  of  the  normal 
infundibulum;  but  if  there  is  local  pelvic  peritonitis  in  its  neighbor- 
hood, the  structure  is  very  probably  fixed.  After  the  ovum  has  entered 
the  tube  it  is  retained  by  the  folds  of  mucous  membrane  and  swept 
along  by  the  movement  of  the  cilia,  provided  the  mucous  membrane  is 
normal.     For  this  reason  endosalpinx  in  itself  is  an  obstacle  to  con- 
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ccption  and,  in  addition^  when  the  infundibulum  is  open,  the  ovum  may 
be  washed  out  by  the  secretions,  or  the  organisms  which  they  contain 
may  destroy  the  ovum.  If  the  infiltration  involves  the  wall  of  the  tube, 
the  latter  becomes  rigid  and  no  longer  capable  of  muscular  contraction 
for  the  purpose  of  pushing  the  ovum  onward*  llence  salpingitis 
interferes  with  conception  in  a  variety  of  ways  and  in  its  various  stages 
no  doubt  represents  the  most  frequent  cause  of  sterility.  Whenever 
distinct  thickening  of  the  lube  is  present  it  may  usually  be  regarded 
as  the  cause  of  the  sterility,  although  it  must  be  admitted  that 
mild  degrees  of  infiammation  may  subside  without  abolishing  the 
function  of  the  tube. 

The  function  of  the  ovary  in  the  act  of  conception  consistB  in 
maturation  of  the  ovum  and  its  discharge  into  the  tube.  The  details 
as  well  as  the  disturbances  of  the  process  of  ovulation  are  entirely  be- 
yond our  ken.  Clinically  they  are  manifested  in  atrophy 
of  the  ov^aries  and  may  be  recognized  by  two  signs — tlim- 
inution  in  the  size  of  the  ovaries  and  cessation  of  menstruation.  So 
long  as  menstruation  continues  it  is  very  probable  that  mature  ova 
are  being  produced*  If  it  ceases,  however,  and  the  ovaries  are  small, 
ovulation  must  be  regarded  as  abolished  or  at  least  impaired;  hence  the 
association  of  tliese  two  signs  is  directly  in  favor  of  ovarian  sterility. 
The  physiologic  type  of  the  latter  is  found  in  the  menopause.  The 
pathologic  causes  of  deficient  ovulation  are  congenital  hypoplasia 
of  the  ovaries j  atrophy  due  to  diseases  and  other  conditions  (see 
Amenorrhea,  p- 61 S);  acute  and  chronic  oophoritis,  which  also 
interferes  with  ovulation,  with  maturation  of  the  ovum,  with  tlie  forma- 
tion of  follicles^  and  renders  conception  improbable.  The  extrusion  of 
the  ovum  from  the  ovary  necessitates  a  slight  rupture  of  the  follicle; 
hence  thickening  of  the  ovarian  stroma  as  in  chronic  oophoritis,  the 
deposition  of  peritonitic  exudate,  the  formation  of  peritoneal  adhesionS| 
and  the  formation  of  peritoneal  cysts  on  the  ovary  which  is  included  in 
the  term  perioophoritis,  interfere  w*ith  conception  and  may  pro- 
duce complete  sttTihty.  As  reganls  ovarian  tumors,  it  may  be 
stated  in  general  that  so  long  as  any  ovarian  tissue  capable  of  function- 
ating remains,  conception  is  still  possible;  hence  a  unilateral  tumor 
does  not  directly  affect  conception,  although  it  may  be  an  indirect 
cause  by  displacing  thu  uterus,  vagina  and  adnoxa.  Even  in  the  case 
of  bilateral  ovarian  tumors  conception  is  possible  so  long  as  function- 
ating ovarian  tissue  is  present,  which  again  may  be  determined  by  the 
behavior  of  menstruation.  SteriHty  is  observed  most  frequently  with 
bilateral,  malignant  ovarian  tumors* 

The  last  organs  which  must  be  included  in  the  examination  are  the 
pelvic  peritoneum  and  the  connective  tissue* 
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Pelvic  peritonitis  plays  a  very  prominent  part  in  the  etiology  of 
sterility.  Aside  from  cases  in  wliich  the  pain  is  so  severe  as  to  prevent 
normal  coitus  and  cases  in  which  conception  is  out  of  the  question  on 
Pelvic  account  of  the  presence  of  large  exudates  which  displace 

Peritoneum.  ^]^g  uterus  and  completely  surround  the  organs,  especially 
the  tubes — cases  in  which  the  sterility  rarely  comes  up  for  diagnosis — 
chronic  pelvic  peritonitis  with  adhesions  for  a  variety  of  reasons  is  the 
most  common  cause  of  sterility.  The  uterus  itself  may  retain  its  function 
even  when  it  is  completely  surrounded  and  fixed  by  adhesions.  Adhe- 
sions are  therefore  less  important  than  perisalpingitic  and  peri- 
oophoritic  processes.  Adhesions  may  completely  surround  the  tube 
and  cause  contraction  or  angulation  of  the  canal;  or  the  infundibulum, 
which  is  the  most  common  starting  point  of  pelvic  peritonitis  due  to 
tubal  disease,  may  become  fixed  at  some  distance  from  the  ovary; 
or  the  lumen  may  be  occluded  by  adhesions.  Not  infrequently  the 
portion  of  the  peritoneum  between  the  tube  and  the  ovary,  along  which 
the  ovum  travels  during  its  passage  to  the  tube,  becomes  rough  as  a 
result  of  inflammation,  or  covered  with  adhesions.  On  the  other  hand, 
peritonitis  may  produce  the  above-described  changes  in  the  ovary; 
in  short,  chronic  pelvic  peritonitis  interferes  more  with  the  process  of 
conception  and  more  often  destroys  the  function  permanently  than 
any  other  disease.  In  many  of  these  cases  the  complicating  tubal  diseases 
alone  interfere  with  conception. 

Parametritic  processes  play  a  minor  part  in  the  etiology  of  sterility 
because  they  are  extraperitoneal  and  do  not  impair  the  functions  of 
the  organs.  Sterility  is  observed,  however,  in  cases  of  large  parame- 
tritic exudates  on  account  of  the  marked  displacement  of 
the  organs  and  the  interference  with  the  nutrition  of  the 
entire  body;  the  same  is  also  true  of  extensive  parametritis  with  atrophy. 
The  circumscribed  retracting  (posterior)  forms  occasionally  produce 
sterility  by  displacing  the  uterus  and  ovaries. 

In  the  manner  just  described  we  must  look  for  some  organic  change 
capable  of  disturbing  the  process  of  conception.  As  many  of  these 
causes  consist  in  minute  changes  of  the  peritoneum  and  of  the  tube 
which  can  be  felt  only  under  especially  favorable  circumstances,  it  is 
advisable  always  to  examine  under  anesthesia  unless  very  conspicuous 
changes  point  to  the  correct  diagnosis.  If  after  a  careful  examination 
under  anesthesia  no  change  in  the  organs  of  generation  capable  of 
producing  sterility  is  found,  we  must  turn  our  attention  to  two  other 
possible  factors — the  general  condition  and  the  presence  of  disturbances 
in  the  nervous  functions  which  are  necessary  for  conception  to  take  place. 

Thus  nutritional  disturbances  affecting  the  entire  organism  may 
produce  sterility  by  causing  atrophy  of  the  uterus  or  interfering  with 
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maturation  of  the  ovum;  whether  both  of  these  conditions  develop  at  the 
same  time  or  one  is  secondary  to  the  other  cannot  be  determined 
in  every  instance.  As  the  ovarian  function  is  in  the  great  majority 
of  cases  chiefly  affected  by  conditions  causing  emaciation  or  other  change 
in  the  body,  the  causes  of  this  class  usually  lead  to  both  amenorrhea 
and  sterility.  Hence  the  general  causes  of  amenorrhea  detailed  on 
page  618  must  be  taken  into  consideration  with  respect  to  sterility 
also;  they  need  not  be  repeated  in  this  place.  We  knew  from  experi- 
ence, however,  that  amenorrhea  and  sterility  do  not  always  go  hand 
in  hand  and  that  conception  during  amenorrhea  is  not  such  a  very  rare 
occurrence.  The  ovarian  function  may  not  be  entirely  abolished;  it 
may  be  only  that  the  ovarian  stimulus  is  not  sufficient  to  produce  a 
menstrual  congestion,  or  the  uterine  atrophy  is  so  great  as  to  render 
menstrual  bleeding  impossible.  Conception  during  amenorrhea  is 
observed  frequently  in  cases  of  atrophy  due  to  lactation,  in  the  amen- 
orrhea accompanying  convalescence  from  severe  diseases,  and  in  obesity. 
Aside  from  these  exceptions,  however,  amenorrhea  is  an  important 
diagnostic  and  prognostic  factor. 

In  addition  there  are  a  number  of  etiologic  factory  which,  without 
appreciably  impairing  the  function  of  the  genital  organs,  i.e.,  without 
producing  amenorrhea,  nevertheless  interfere  with  the  process  of  con- 
ception in  some  imperfectly  understood  manner,  such  as  the  nutrition, 
mode  of  life,  temperament,  mood,  hard  work,  worry,  consanguinity, 
and  indifference  between  husband  and  wife.  Whether  these  factors 
influence  the  ovarian  function  directly  or  disturb  some  other  entirely 
unknown  mechanism  concerned  in  the  process  of  conception,  is  as  yet 
entirely  beyond  our  ability  to  determine.  Every  clinician  of  experience 
will  remember  cases  in  which,  even  after  careful  examination  of  the 
woman  and  due  consideration  of  all  conceivable  etiologic  factors,  the 
cause  of  the  sterility  still  remains  hidden  and  cannot  be  removed. 

If  no  cause  is  found  in  the  general  condition,  it  remains  to  determine 
whether  any  nervous  disturbances  are  present  to  interfere  with 
conception. 

The  only  process  which  is  directly  influenced  by  disturbances  of 
the    nervous    apparatus   is   coitus,  the  disturbance  consisting  in  some 
interference  with  the  entrance  of  the  semen  into    the    uterus.     Our 
knowledge  in  regard  to  this  phase  of  impregnation  is  still 
very  incomplete.     It  is  probable  that  sensory  irritation  of  ^^^' 

the  vulva,  clitoris,  and  introitus  sets  up  reflex  processes  in  the  vagina 
which  manifest  themselves  in  certain  phenomena  such  as  the  discharge 
of  the  secretion  from  Bartholin's  glands  and  contraction  of  the  con- 
strictor cunni  and  levator  ani  muscles,  presumably  for  the  purpose  of 
retaining  the  semen  in  the  vagina.     The  general  indication  that  the 
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function  of  this  reflex  apparatus,  and  especially  the  last  step  in  the 
process,  has  been  normally  performed,  is  found  in  the  feeling  of  pleasure 
and  terminal  satisfaction;  hence  this  is  in  a  measure  a  criterion  whether 
this  phase  in  the  process  of  impregnation  is  normal.  Clinical  experience 
shows  that  conception  undoubtedly  occurs  more  frequently  after  coitus 
attended  by  great  sexual  excitement  and  a  sense  of  complete  satisfaction ; 
but  that,  on  the  other  hand,  the  sexual  act  may  be  followed  by  con- 
ception even  in  the  absence  of  pleasure  and  satisfaction.  Dyspareunia 
cannot,  therefore,  be  regarded  as  an  obstacle  to  conception,  but  it  is 
a  frequent  complaint  of  sterile  women  and  is  undoubtedly  in  many 
instances  related  to  sterility.  The  exact  nature  of  the  unfavorable 
influence  in  the  individual  case  is,  however,  diflBcult  to  determine; 
it  may  be  due  to  the  following  causes: 

1.  Diseases  of  the  genital  organs  that  prevent  the  feeling 
of  pleasure  by  causing  pain  during  coitus,  such  as  vaginism,  posterior 
parametritis,  perimetritis,  and  tubal  diseases. 

2.  Inadequate  sensory  irritation  of  the  genitalia  on 
account  of  excessive  width  of  the  introitus,  impotence  on  the  part  of 
the  man,  awkwardness  in  performing  the  act,  infantile  genital  organs. 

3.  General  somatic  and  nervous  conditions  that  inter- 
fere with  the  reflex  sensation  of  pleasure,  such  as  general  debility,  cer- 
tain forms  of  neurasthenia  and  hysteria. 

4.  Hysterical  states  that  prevent  sexual  excitement, such  as  aver- 
sion for  the  man,  contrary  (perverted)  sexual  sensations,  masturbation. 

The  causes  of  dyspareunia  sometimes  coincide  with  those  of  sterility. 

The  history  is  not  altogether  without  importance  in  the  diagnosis 
of  the  cause  of  sterility.  In  the  first  place  the  question  whether  the 
case  is  one  of  true  sterility  or  habitual  early  abortion  is  determined 
by  the  duration  of  the  marriage.  The  history  may  in- 
dicate whether  the  husband  or  the  wife  is  at  fault,  as 
when  one  or  the  other  has  had  children  by  a  former  marriage,  or  has 
had  some  disease  such  as  gonorrhea  which  frequently  causes  sterility. 
It  is  important  to  determine  whether  the  sterility  is  primary  or  second- 
ary, because  the  etiology  is  different  in  the  two  conditions.  Thus,  in 
cases  of  secondary  sterility  congenital  causes  such  as  anteflexion  and 
stenosis  may  be  excluded  at  once,  and  the  sterility  is  found  to  be  due 
usually  to  acciuired,  and  in  most  instances  inflammatory  causes.  Above 
all  the  physician  should  never  neglect  to  inquire,  especially  in  the  case 
of  young,  inexperienced  husbands,  in  what  manner  the  act  is  performed; 
it  is  almost  incredible  how  often  the  cause  of  a  sterility  is  found  in 
awkwardness  or  in  some  absolutely  erroneous  notion  on  the  part  of 
the  husband. 
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Analytical  Diagnosis  of  Abdominai  Tumors, 

In  the  section  devoted  to  special  diagnosis  the  diagnostic  features 
of  every  variety  of  abdominal  tumor,  so  far  as  they  can  be  determined 
by  chnical  examination,  have  been  fully  given.  Xcverthelessj  under 
the  impression  that  the  practitioner  needs  some  special  guidance  in  the 
differential  diagnosis  of  difficult  cases,  I  shall  summarize  abdominal 
tumors  from  the  standpoint  of  analytical  diagnosis.  In  ordinary  cases 
the  diagnosis  of  an  abdominal  tumor  is  made  about  as  follows*  The 
physician  finds  a  tumor  in  the  abdomen  and  makes  a  provisional  diag- 
nosis based  on  some  prominent  feature  of  the  growth.  Thus,  if  it  is 
large  and  cystic,  it  will  be  taken  for  an  ovarian  tumor;  if  it  is  round  and 
hard,  for  a  myoma;  if  an  extensive  area  of  resistance  is  felt  in  the  pelvis, 
it  will  be  regarded  as  an  exudate*  The  diagnosis  is  then  confirmed  or 
revised  by  seeking  for  further  signs.  But  in  the  more  difficult  cases, 
in  which  the  diagnosis  is  not  at  once  suggested  by  some  conspicuous 
sign  J  the  physician  usually  vacillates  between  various  theories  and  is 
very  apt  to  dismiss  the  patient  with  a  diagnosis  of  'abdominal  tumor/ 
For  ca^es  of  this  type  I  shall  point  out  an  analytical  method  by  which 
a  correct  diagnosis  can  be  made.  Needless  to  sa}",  I  shall  have  to  be 
brief  and  refer  the  reader  for  further  studies  to  works  on  special  diag- 
nosis.   Nevertheless  a  certain  amount  of  repetition  will  be  unavoidable, 

Beginning  with  large  abdominal  tumors  situated  above  the  pelvic 
inlet,  there  are  certain  features  of  diagnostic  importance  which  are 
determined  by  external  examination.  The  most  conspicuous  character- 
istic of  the  tumor  is  its  size,  which,  howevM?r,  is  of  very  little  diagnostic 
value  because  size  is  not  characteristic  of  any  one  kind  of  tumor.  Never- 
theless certain  genital  tumors,  such  as  encapsulated  hematomata, 
exudates  and  tubal  tumors,  rarely  attain  such  a  size  as  to  project  far 
above  the  pelvic  inlet;  while,  on  the  other  hand,  ovarian  tumors,  uterine 
myomata^  in  rare  cases  pelvic  connective  tissue  fibromata,  hydro- 
nephrosis, echinococcua  cysts  of  the  abdominal  glands,  and  especially 
ascites,  which  from  a  diagnostic  standpoint  must  be  included  among 
abdominal  tumors,  may  attain  an  unusual  si^e* 

The  shape  of  the  tumor,  which  is  next  determined,  has  a  con- 
siderably greater  diagnostic  value.  It  is  important  to  determine  whether 
the  tumor  is  round,  or  flat  and  diffuse;  andj  if  the  growth  consists  of  sev- 
eral segments,  w^hethcr  each  part  is  round  or  whether  some  of  them  merge 
with  the  adjoining  structures  without  any  definite  boundary  line.  In 
a  general  w^ay  it  may  be  said  that  all  new-formations  and  retention- 
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tumors  are  round  or  oval;  this  is  true  of  ovarian  tumors,  myomata, 
parovarian  neoplasms,  large  tubal  tumors,  neoplasms  and  retention- 
cysts  of  the  kidneys,  retroperitoneal  tumors,  etc.  An  exception  is 
found  in  malignant  neoplasms  which  are  not  confined  to  the  affected 
organ  and  spread  into  the  adjoining  structures.  The  main  tumor, 
which  can  usually  be  outlined  fairly  well,  is  generally  surrounded  by 
numerous  indistinct  accessory  tumors.  All  inflammatory  tumors, 
whether  peritoneal  or  parametrial,  are  characterized  by  flatness  and  a 
distinct  outline.  On  the  other  hand,  the  shape  of  a  hematoma  may  be 
quite  irregular,  as  the  blood  may  have  forced  its  way  between  the  organs 
before  the  occurrence  of  coagulation.  In  determining  the  shape  of  the 
tumor  the  surface  must  also  be  examined.  Myomata  of  the  subserous 
type  have  a  perfectly  smooth  surface  as  if  they  had  been  turned  out 
with  a  lathe.  Some  ovarian  tumors  also  have  a  smooth  surface ;  while 
in  others  the  surface  is  irregular  from  the  presence  of  shallow  retrac- 
tions, lobulations  and  prominences,  especially  in  the  case  of  malignant 
tumors,  or  on  account  of  the  papillae  that  have  broken  through  the  sur- 
face. Irregularities  may  also  be  due  to  adherent  coils  of  intestines  or, 
as  in  the  case  of  renal  tumors,  to  loops  of  intestines  on  the  anterior 
surface  of  the  tumor.    Tortuosities  usually  indicate  a  tubal  tumor. 

Next  the  consistency  of  the  tumor  is  to  be  investigated,  par- 
ticularly whether  it  is  cystic  or  solid.  Solid  tumors  may  be  hard  or 
soft,  and  a  cyst  may  be  tense,  or  only  partially  full  and  flaccid.  The 
consistency  of  a  tumor  is,  however,  the  pivotal  point  of  the  differ- 
ential diagnosis  in  the  case  of  the  genital  organs,  because  of  the  twa 
different  representatives — ovarian  tumor  and  myoma — one  is  cystia 
and  the  other  usually  solid.  It  is  quite  difiicult  to  make  out  the  con- 
sistency of  a  tumor,  and  most  mistakes  in  diagnosis  are  unquestionably 
due  to  failure  to  interpret  this  feature  correctly.  The  abdominal 
walls  form  the  chief  obstacle,  and  the  degree  of  pressure  used  must  be 
regulated  by  the  resistance  encountered.  If  it  can  be  positively  deter- 
mined that  the  tumor  is  solid  and  that  it  originates  in  the  genital  organs, 
it  is  in  a  great  majority  of  the  cases  a  myoma.  Solid  ovarian  tumors 
are  rare,  and  multilocular  cysts  with  small  cavities  are  only  hard  in 
places.  In  tumors  of  other  organs  a  hard  and  solid  consistency  indicates 
carcinoma,  while  a  hypertrophied  liver  or  spleen  also  feels  solid,  but 
the  consistency  is  more  elastic  than  hard;  it  is  in  fact  a  peculiar  paren- 
chymatous consistency.  A  cystic  tumor,  provided  ascites  and  a  fluid 
exudate  can  be  excluded,  is  most  likely  an  ovarian  cyst,  more  rarely 
a  parovarian  cyst,  or  a  large  tubal  sac.  Uterine  tumors  are  rarely  cystic — 
so-called  cystic  myomata.  Among  cystic  tumors  originating  in  other 
organs  we  have  retention-tumors  of  the  kidneys,  echinococcus-cysts^ 
mesenteric  and  retroperitoneal  cysts  and  pancreatic  cysts. 
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The  most  iniportsnt  step  in  the  diagnosis  consists  in  determining 
the  position  of  the  tumor  because  in  a  large  number  of  cases  the 
tumors  retain  the  position  of  the  organs  from  which  they  originate. 
This  is  true  of  tumors  of  the  liver,  spleen  an<l  kidney.?,  except  that  the 
latter  may  be  prolapsed  from  relaxation  of  their  peritoneal  attachments. 
The  position  of  pancrt^atic  cys^s,  omental  tumors  and  retroperitoneal 
tumors  is  also  eharact eristic.  These  tumors  differ  from  genital  tumors 
by  the  fact  that  the  latter  are  situated  lower  down  and  cannot  be  difTer- 
entiated  by  their  position;  for  tumors  of  the  uterus,  as  well  as  of  the 
ovaries  and  parovaria,  constantly  tend  to  occupy  a  median  position  so 
long  as  they  retain  any  degree  of  mobiUty.  The  impression  which  pre- 
vails among  inexperienced  physicians  that  uterine  tumors  must  be 
situated  in  the  median  line  and  ovarian  tumors  to  one  side  of  the  median 
line  is  erroneous;  it  is  only  when  they  have  lost  their  mobility  in  an 
early  stage  of  their  development  that  a  lateral  situation  is  observed, 
as  in  the  case  of  large  tubal  tumors* 

The  mobility  of  a  tumor  may  often  assist  in  making  the  diag- 
nosis, as  the  mobility  of  tumors  of  the  liver  during  respiratioUi  the 
immobility  of  extraperitoneal  tumors  of  the  kidneys,  and  the  immo- 
bility of  tumors  originating  from  the  retroperitoneal  organs  in  general 
Genital  tumors  as  a  rule  have  a  certain  degree  of  mobility  unless  they 
are  intrahgamentary  or  incarcerated*  Mobility  in  the  case  of  genital 
tumors  is  of  less  value  in  the  differential  diagnosis  than  as  an  indication 
of  the  seat  of  the  tumor. 

In  many  cases  the  above  characteristics  of  abdominal  tumor^  if 
they  can  be  accurately  determined,  suffice  for  the  diagnosis.  But  as 
a  rule  the  diagnosis  is  not  alisolutely  positive  until  it  has  also  been 
ascertained  from  what  organ  the  tumor  takes  its  origin.  For  our  present 
purpose  the  main  point  to  determine  is  whether  the  tumor  originates 
in  the  genital  organs  or  not.  Genital  tumors  are  characterized  by  the 
fact  that  they  grow  out  of  the  true  pelvis  and  lie  upon  the  iwlvic  inlet 
or  project  above  it,  depending  on  their  size,  one  segment  usually  remain- 
ing within  the  pelvis.  Hence  the  outer  contour  of  the  tumor  can  be 
made  out  as  beginning  at  the  pelvic  inlet  and  extending  in  all  directions. 
On  the  other  hand,  tumors  that  do  not  originate  in  the  genitalia  can 
be  distinctly  deliiuated  above  the  pelvic  inlet,  although  they  cannot 
be  differentiated  from  the  organ  to  which  they  belong;  hence  a  zone 
of  intestines  can  usually  be  made  out  by  percussion  and  palpation  between 
the  lower  boundary  of  the  tumor  and  tlie  pelvic  inlet*  While  this  is 
the  rule,  there  are  many  exceptions.  If  they  are  very  large  the  tumors 
may  be  in  such  intimate  contact  with  their  organs  as  to  give  the 
impression  that  they  originate  in  those  organs;  or  in  exceptional  eases^ 
e.g.f  when  the  pelvic  inlet  is  greatly  contracted  or  the  tumors  are  adherent 
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to  organs  in  the  upper  part  of  the  abdomen  and  to  the  abdominal  wall, 
they  may  be  so  high  that  their  lower  boundary  can  be  plainly  made  out. 
Again,  tumors  of  the  liver,  kidneys  and  spleen  and  large  paratyphlitic 
exudates  may  grow  downward  and  disappear  in  the  pelvis.  Hence  the 
origin  of  the  tumor  cannot  always  be  determined  by  following  its  out- 
lines. In  these  cases  the  mode  of  fixation,  which  may  be  char- 
acteristic, is  of  value.  Genital  tumors  are  fixed  below,  i.e.,  when  the 
tumor  is  lifted  out  of  the  pelvic  inlet  with  both  hands  a  certain  resist- 
ance is  felt,  and  as  soon  as  the  tumor  is  released  it  returns  to  the  pelvic 
inlet.  Tumors  originating  in  the  liver,  spleen  and  other  organs,  on  the 
other  hand,  are  fixed  in  a  corresponding  direction,  and  when  they  are 
displaced  by  traction  they  return  to  their  original  site  and  permit  their 
connection  with  the  organ  to  be  palpated  directly.  In  the  case  of  mov- 
able kidney  and  spleen  this  sign  is,  however,  entirely  absent,  as  these 
tumors  are  equally  movable  in  all  directions  and  the  only  indication 
of  their  origin  is  found  in  the  fact  that  they  can  be  replaced  into  the 
site  of  the  corresponding  kidney  or  spleen.  The  best  method  of  differ- 
entiating between  genital  tumors  is  bimanual  examination.  If  the 
tumor  is  not  a  genital  tumor,  it  is  possible  to  palpate  the  genitalia 
in  their  normal  position,  i.e.,  the  uterus  and  both  ovaries  have  no 
connection  whatever  with  the  tumor.  Unfortunately  genital  tumors 
cannot  always  be  excluded  in  this  way  because  it  is  not  always  possible 
to  demonstrate  both  ovaries. 

After  the  genital  nature  of  the  tumor  has  been  recognized  in  this 
way  the  particular  organ  from  which  the  tumor  takes  its  origin 
remains  to  be  determined.  Large  tumors  extending  far  above  the  pelvic 
inlet  are  usually  derived  from  the  uterus  and  ovaries.  The  examiner 
should  always  turn  his  attention  first  to  the  uterus.  The  best  way  of 
making  sure  that  a  large  tumor  is  uterine  is  to  determine  its  connection 
with  the  vaginal  portion.  In  uniform  enlargement  of  the  uterus,  as  in 
pregnancy  and  interstitial  myoma,  it  is  easy  to  feel  the  vaginal  portion 
gradually  broadening  out  and  merging  with  the  lower  portion  of  the 
tumor;  in  the  case  of  large  mural  tumors  it  is  somewhat  more  difficult, 
as  in  such  cases  the  vaginal  portion  merges  with  the  peripheral  portion 
of  the  tumor,  and  it  may  be  difiicult  to  determine  whether  the  uterus 
is  merely  in  contact  with  the  tumor  or  forms  part  of  it.  If  a  peduncu- 
lated connection  is  felt  between  the  tumor  and  the  uterus,  the  nature 
of  this  connection  alone  must  determine  whether  the  tumor  is  uterine 
or  not.  It  has  often  been  given  as  a  diagnostic  sign  that,  when  a  uterine 
tumor  is  displaced  by  manipulation  through  the  abdominal  walls,  the 
vaginal  portion  moves  with  it,  and  that  the  latter  remains  immovable 
when  a  large  ovarian  tumor  is  displaced  in  the  same  way.  While  this 
is  true  in  the  case  of  uniform  enlargements  of  the  uterus  and  ovarian 
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tumors  with  slender  pedicles,  the  sign  is  a  fruitful  source  of  error  in  the 
case  of  most  tumors.  For,  to  begin  with^  pedunculated  subserous  myo- 
mata  have  a  distinct  and  independent  mobility  of  their  own  which 
does  not  at  all  affect  the  uterus;  whiks  on  the  other  hand,  intraliga- 
mentary  tumors  or  such  as  have  a  broati  attachment  to  some  part  of 
the  uterus  often  cannot  be  moved  independently  of  the  organ  and 
therefore  cause  the  vaginal  portion  to  move  with  them.  The  merging 
of  the  vaginal  portion  with  the  tumor  is  also  difficult  to  recognize  dur- 
ing pregnancy  owing  to  the  marked  softening  of  the  lower  uterine  seg- 
ment, and  in  the  presence  of  moderate  degrees  of  flexion  at  the  internal 
OS.  Although  the  above-mentioned  sign  must  be  regarded  as  the  most 
positive  and  although  it  can  be  elicited  with  least  discomfort  to  the 
patient^  nevertheless  it  has  its  limitations,  and  if  it  fails,  resort  must 
be  had  to  sounding.  A  tumor  is  identified  as  a  uterine  tumor  by  finding 
the  uterine  cavity  in  its  interior  or  along  the  margin.  The  direction 
taken  by  the  sound  as  it  is  introduced  into  the  tumor  may  suffice  to 
establish  this  point.  If  not,  the  instrument  is  carefully  carried  as  far 
as  the  fundus  until  the  tip  is  felt  in  some  portion  of  the  upper  or  lateral 
periphery.  Of  course  similar  findings  may  be  obtained  if  the  uterus 
is  partly  attached  to  the  intraligamentary  tumor.  Doubtful  cases  may 
be  cleared  up  by  measuring  the  cavity.  In  rare  cases  an  intraligamen- 
tary tumor,  not  originating  in  the  uterus,  may  distend  the^organ  to  such 
a  degree  that  the  cavity  is  appreciably  increased  in  length;  nevertheless 
elongation  of  the  uterine  cavity  is  one  of  the  most  reliable  indications 
that  the  tumor  is  of  uterine  origin.  Compared  with  these  two  signs, 
a  third,  namely  the  course  of  the  round  ligament,  has  but  a  limited 
value.  If  the  ligaments  can  be  plainly  traced  on  the  surface  of  the  tumor, 
the  tumor  is  uterine;  for  the  round  ligaments  do  not  come  in  relation 
with  the  para-uterine  tumors  unless  they  have  been  displaced  somewhat 
forward  and  upward  by  a  broad  intraligamentary  development  so  that 
they  follow  an  oblique  course  over  the  anterior  surface  of  the  tumor, 

If  the  uterine  origin  has  been  established  in  this  manner,  and  the 
tumor  is  large  and  projects  above  the  pelvic  inlet,  the  diagnosis  can  only 
be  myoma,  pregnancy,  or  possibly  a  large  sarcoma.  For  the  differential 
diagnosis  of  these  conditions  see  page  297, 

If  it  is  certain  that  the  tumor  does  not  originate  in  the  uterus,  it 
must  be  a  para-uterine  tumor  in  the  wide  sense  of  the  term.  The 
only  conditions  which  we  have  to  consider  are  tumors  of  the  ovary  and 
parovarium  frarely  of  the  tubes),  large  extravasations  of  blood,  occasion- 
ally large  intraperitoneal  exudates,  and  advanced  extraperitoneal  preg- 
nancy. The  first  thing  to  be  determined  is  the  outline  of  the  tumor. 
If  the  latter  is  everywhere  distinct  and  the  tumor  has  a  wall  of  its  own, 
hematomata  and  exudates  may  be  excluded  and  the  tumor  must  be 
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ovarian,  parovarian  or  tubal.  Even  in  the  presence  of  complicating 
inflammatory  pfocesses  in  the  neighborhood  the  wall  of  the  tumor  can 
usually  be  felt  quite  distinctly.  With  regard  to  consistency,  the  above- 
named  tumors  are  usually  distinctly  cystic;  but  exudates,  particularly 
of  peritoneal  origin,  may  also  yield  fluctuation,  and  occasionally  a 
hematocele  may  remain  completely  cystic  and  simulate  the  consistency 
of  an  ovarian  tumor.  A  distinctly  outlined,  cystic  tumor  is,  judging 
by  frequency,  in  all  probability  an  ovarian  tumor.  But  the  dif- 
ferential diagnosis  must  be  confirmed  by  demonstrating  that  the  tumor 
is  connected  with  the  uterus  by  a  cord  or,  in  rare  cases,  by  the  broad 
ligament  (intraligamentary  tumor);  for  the  diagnosis  of  parovarian 
tumors  it  is  necessary  that  the  ovary  be  felt  with  the  pedicle  on  the 
same  side;  while  tubal  tumors  are  characterized  chiefly  by  the  thickening 
of  the  uterine  portion  of  the  tube  and  the  fact  that  they  are  usually 
bilateral.  If  the  outlines  are  diffuse  and  the  growth  is  connected  with 
neighboring  structures,  it  suggests  an  inflammatory  process  or  an 
extravasation  of  blood,  and  the  further  distinction  between  these 
two  processes  is  made  by  the  degree  of  inflammatory  reaction,  the 
consistency,  and  certain  data  obtained  from  the  history  (see  p.  488), 

I  have  so  far  discussed  only  the  large  abdominal  tumors  which 
project  above  the  pelvic  inlet  because  these  tumors,  from  the  stand- 
point of  differential  diagnosis,  bear  a  peculiar  relation  to  tumors  of  the 
other  abdominal  organs.  But  the  most  important  so-called  gyneco- 
logical tumors  are  the  small  neoplasms  which  are  contained  almost 
entirely  within  the  true  pelvis.  The  differential  diagnosis  of  these 
tumors  is  much  more  important  to  the  physician  because  they  are 
more  frequent,  because  the  differences  are  less  marked  than  in  the  case 
of  the  above-mentioned  large  tumors,  and  finally  because  tumors  of  va- 
rious adjoining  organs  must  also  be  taken  into  consideration.  This  group 
includes  tumors  of  the  uterus,  ovaries,  parovaria  and  tubes;  hema- 
tomata  and  exudates  of  the  broad  ligament  and  of  the  parametrium; 
hematoceles  and  exudates  of  the  peritoneal  space;  tumors  of  the  bladder 
and  rectum;  tumors  of  the  periosteum,  of  the  pelvic  bones  and  of  the 
pelvic  glands.  The  differential  diagnosis  of  these  tumors,  which  we  group 
under  the  general  term  pelvic  tumors,  is  exceedingly  diflScult  and  pre- 
sents problems  which  even  the  expert  specialist  is  sometimes  unable 
to  solve.  Objective  examination  by  bilateral  palpation,  here  as  else- 
where, forms  the  basis  for  the  diagnosis.  We  first  try  to  ascertain  from 
what  organ  the  tumor  takes  its  origin.  If  this  can  be  determined, 
the  next  question  in  regard  to  the  character  of  the  tumor  is  much 
easier  to  answer. 

The  examination  is  begun  by  looking  for  the  uterus,  partly  in  order 
to  determine  whether  the  organ  itself  is  the  seat  of  the  tumor,  and 
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partlyj  in  e^e  it  is  not,  to  obtain  an  important  landmark  by  which  to 
locate  the  tumor;  for  its  position  with  reference  to  the  uterus,  whether 
it  is  ante-uterine,  retro-uterine  or  para-uterine,  or,  in  the  ease  of  sevrral 
tumors,  whether  they  are  all  on  the  same  side  of  the  uterus  or  bilateral  — 
all  these  are  important  diagnostic  points.  The  vaginal  portion  should 
be  traced  up  into  the  tumor  until  the  uterus  is  discovered^  If  the 
enlargement  is  uniform,  as  in  the  ease  of  interstitial  myomata,  the  organ 
may  be  found  at  onee;  not  so,  however,  when  the  enlargement  is  irregu- 
larj  because  in  that  case  the  vaginal  portion  is  joined  to  some  portion 
of  the  peripher}'  of  the  tumor  and  it  is  difficult  to  deeide  whether  the 
tumor  originates  in  the  uterus  or  is  merely  |)ara-uterine.  This  point 
must  be  decided  by  the  width  and  character  of  the  connection.  When 
a  tumor  is  merely  in  apposition  with  the  uterus*  a  furrow  can  usually 
be  recognized  running  the  entire  width  of  the  connection  between  the 
tumor  and  uterus;  while  uterine  tumors  have  a  large  or  small  pedicle 
growing  directly  out  of  the  uterine  substance.  Doubtful  cases  must  be 
cleared  up  with  the  sound,  which  almost  always  ^hows  the  cavity 
enlarged  in  uterine  tumors-  The  adnexa  and  round  ligaments  cannot 
usually  be  palpated  with  any  degree  of  certainty.  If  the  uterus  cannot 
be  recognized  by  following  the  vaginal  portion;  if  the  organ  is  sur- 
rounded by  several  tumors  of  similar  shapp,  such  as  subserous  myomata; 
or  if  the  eontour  of  the  organ  is  completely  obscured  by  surrounding 
tumors  of  the  adnexa,  it  may  sometimes  be  identified  by  its  consistency^ 
which  is  softer  than  that  of  the  surrounding  tissue  in  the  case  of 
myomata,  and  harder  than  soft  and  cystic  adnexal  tumors.  Sometimes 
the  uterus  may  be  discovered  by  paljiating  the  entire  periphery  of  the 
tumor  with  a  succession  of  short  taps  and  noting  at  what  point  the 
movement  is  trans  nutted  best  to  the  vaginal  portion*  In  all  doubtful 
cases  the  sound  should  be  employed,  unless  the  tumors  forbid  its  U8C  — 
tubal  tumors,  exudates^  hematocele,  intra-uterine  and  extra-uterine 
pregnancy*  The  direction  of  the  sound  shows  where  the  body  of  the 
uterus  is  to  be  found,  or  it  may  be  located  by  palpating  the  head  of  the 
sound  through  the  abdomen  with  the  external  hand. 

After  it  haa  been  ascertained  that  the  tumor  belongs  to  the  uterus 
alone,  we  must  deeide  whether  it  represents  a  uniform  enlargement  of  the 
uterus  or  is  connected  with  it  by  a  pedicle.  Tumors  of  the  latter  class 
are  alwaj^s  found  to  be  either  subserous  myomata  or  sarcomata.  If  the 
tumor  represents  a  uniform  enlargement  of  the  uterus,  its  consistency 
is  compared  with  the  normal  consistency  of  the  organ.  Enlargements 
that  are  softer  than  the  normal  uterus  indicate  pregnancy,  abortion 
or  puerperal  softening;  while  increased  hardness  points  to  chronic 
metritis,  myoma  or  carcinoma.  For  the  further  differentiation  of  these 
conditions  see  p.  280. 
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If  the  tumor  docs  not  originate  in  the  uterus,  the  diag- 
nosis must  be  based  on  certain  inherent  qualities  of  the  growth  itself. 
If  it  is  cystic,  as  determined  by  the  presence  of  fluctuation,  it  is  either 
an  ovarian  tumor,  a  tubal  retention-cyst — especially  hydrosalpinx — 
a  parovarian  tumor,  or  a  recent  pelvic  exudate  or  hematocele.  These 
tumors  may  occupy  any  position  around  the  uterus,  but  they  have 
certain  seats  of  predilection  which  may  also  be  utilized  in  the 
differential  diagnosis.  Exudates  and  hcmatomata  are  most  apt  to 
collect  in  Douglas'  space,  while  small  tubal  and  ovarian  tumors  usually 
remain  near  the  mother  organ;  but  since  adnexal  tumors  may  also 
occupy  Douglas*  space,  the  difference  between  fluid  hematoceles  and 
exudates  on  the  one  hand  and  ovarian  tumors  on  the  other,  which  are 
detailed  on  p.  477,  must  also  be  taken  into  consideration.  A  laterally 
situated  cystic  tumor  probably  originates  in  the  tube  and  ovary,  as  a 
peritoneal,  distinctly  cystic  tumor  rarely  occupies  a  lateral  position. 
The  differences  between  tubal  and  ovarian  tumors  have  been  discussed 
on  p.  462.  Solid  tumors  represent  a  much  larger  contingent,  espe- 
cially if  we  include  small  ovarian  cysts  and  particularly  the  thick-walled 
dermoid  growths,  which  are  frequently  mistaken  for  solid  tumors. 
If  the  growth  is  solid,  recent  peritoneal  exudates  and  hematocele  are 
at  once  excluded,  although  a  coagulated  hematocele  and  an  exudate 
during  the  stage  of  absorption  may  feel  not  only  solid  but  often 
distinctly  hard. 

After  it  has  been  found  that  the  consistency  is  hard,  the  shape 
of  the  tumor  is  investigated  in  the  hope  of  finding  out  what  organ  is 
diseased.  If  the  outline  is  practically  round  or  oval,  the  tumor  probably 
originates  in  the  ovary  or  tube;  if  the  mass  is  flat  it  probably  represents 
a  portion  of  a  tumor  situated  in  the  pelvic  connective  tissue.  But  there 
are  many  exceptions.  Tubal  tumors,  especially  pyosalpinx,  may  be 
associated  with  parametrial  exudates  and  in  that  case  exhibit  qualities 
belonging  to  both  tumors;  or  malignant  ovarian  tumors  may,  by  infect- 
ing the  pelvic  connective  tissue  through  the  pedicle,  produce  extensive, 
flat,  hard  masses.  On  the  other  hand,  a  parametritic  exudate  may  be 
round  at  the  points  where  it  is  surrounded  by  peritoneum.  The  best 
way  to  guard  against  an  error  of  this  kind  is  to  examine  the  entire 
outline  of  the  tumor.  If  we  decide  that  the  tumor  is  in  the  pelvic  con- 
nective tissue,  it  must  be  an  exudate;  for  a  carcinomatous  growth, 
which  yields  similar  palpatory  findings,  presupposes  a  primary  focus. 
For  further  differential  signs,  especially  in  cases  of  recurrence,  see  p. 
491.  If  the  parametrium  is  excluded,  on  the  other  hand,  the  distinction 
between  tubal  and  ovarian  tumors  must  be  made  by  the  signs  given  on 
p.  462.  Solid  ovarian  tumors  may  be  further  subdivided  into  neoplasms 
(fibroma,    fibrosarcoma,    sarcoma,    carcinoma)    and   oophoritis;     while 
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hard  tubal  tumors  may  represent  pyosalpinx,  tubal  moles  foUowiag 
pregnancy,  or  neoplasms.     For  the  rllfferences  see  p.  463. 

Tlie  diagnosis  of  ititralijtamentary  tumors  calls  for  separate  dk- 
cussioo  becau.so  certain  cliara^ieristie  properties  of  the  tumore  arc 
obscured  by  the  covering  of  connective  tissue  and  peritoneum.  The 
connection  between  the  tumor  and  the  uterus  is  less  distinct;  the  shell 
of  infiltrateil  connective  tissue  veils  the  contour  and  eonsisteney  of  the 
tumor  Jtself;  tubal  tumors  arc  prevented  from  developing  their  char- 
sctcristic  shape;  in  short,  the  tliagnosis  of  these  tumors  is  very  much 
more  difficult.  After  the  fliagnosis  of  intraligamentary  tumor  has  been 
positively  made  (see  p.  322)  and  tlie  uterine  origin  lias  been  positively 
excluded,  we  most  find  out  first  whether  the  tumor  is  cystic  or  solid- 
If  the  walls  are  tliick,  forcible  {pressure  must  be  employed  for  this  pur- 
pose, and  if  this  fails,  the  consistency  must  be  tested  through  the  rectum, 
which  is  often  in  contact  with  that  portion  of  the  tumor  which  is  not 
intraligamentary.  A  cystic  consistency  indicates  a  parovarian, 
ovarian  or  tubal  tumor  (especially  hydrosalpinx),  or  a  fluid  hema- 
toma; the  differences  between  these  conditions  are  often  exceedingly 
obscure*  The  diagnosis  is  even  more  difficult  if  the  tumor  is  solid 
or  if  fluctuation  cannot  be  positively  demonstrated.  The  further  dif- 
ferentiation of  solid  tumors  is  carried  out  in  approximately  the  same 
manner  as  in  the  ease  of  extraligamentarj'  tumors,  except  that  it  is 
more  difficult  to  recognize  the  various  characteristics  of  the  tumors. 
In  the  case  of  intraUgamentary  ovarian  tumors  the  diagnosis 
is  difficult  because  they  are  usually  small  papillary  growths  with  distinct 
fluctuation  and,  if  they  are  carcinomatous,  infect  the  neighborhood 
so  that  their  outlines  become  quite  diffuse*  Tubal  tumors,  espe- 
cially pus-tubes,  are  usually  surrounded  by  a  thick  shell  of  infiltrated 
tissue  and  fluctuation  is  difficult  to  detect*  For  the  same  reason  the 
shape  is  indistinct^  and  even  in  hydrosaljanx  covered  merely  with  peri- 
toneum it  is  difficult  to  recognize  the  characteristic  convolutions,  and 
the  tubal  origin  is  revealed  only  by  the  infiltrated  uterine  extremity. 
An  intraligamentarj'  exutlate  may  closely  resemble  a  myoma  because 
it  is  smooth  above  and  broadly  attached  to  the  uterus,  especially  if  it 
does  not  extend  into  the  deeper  portions  of  the  parametrium.  Intra- 
ligamentary hematoma  soon  beeoraes  hard  and  round  ami  on 
palpation  presents  altogether  different  signs  from  those  obtained  with 
intraperitoneal  extravasations  of  blood*  The  differential  diagnosis  of 
these  conditions  is  very  difficult  and  we  are  compelled  to  resort  to  the 
history  and  to  observation  of  the  patient  more  frequently  than  in  the 
case  of  other  tumors* 

In  the  case  of  the  true  pelvis  it  is  by  no  means  so  important  to 
decide  whether  wc  are  dealing  with  tumors  of  the  genitalia  or  witli 
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tumors  of  neighboring  organs,  as  in  the  case  of  the  large  tumors 
previously  described,  because,  owing  to  the  limited  space  within  the 
true  pelvis,  they  soon  come  into  such  intimate  relation  with  the  genital 
organs  that  the  diagnostic  signs  given  in  connection  with  the   larger 
tumors  are  of  no  value.     Nevertheless  these  tumors  are,   if  possible, 
to  be  dififerentiated  from  the  genitalia  themselves,  and  it  should  at  least 
be  determined  whether  uterus  and  ovaries  are  normal.     In  this  way  it 
is  possible  to  distinguish  tumors  of  the  periosteum,  the  pelvic  bones, 
the  pelvic  glands,  paratyphlitic  exudates,  and  usually  also  tumors  of 
the  bladder  and  rectum  from  genital  tumors.     But  if  the  pelvic  con- 
nective tissue  is  included  among  the  genital  organs,  as  it  must  be  for 
gynecologic  purposes,  certain  diflSculties  arise;    for  there  are  certain 
forms  of  parametritic  exudates  which  during  the  stage  of  absorption 
separate  from  the  uterus  and  spread  out  along  the  pehnc  bones  in  such 
a  manner  as  to  simulate  bony  tumors.     The  same  thing  occurs  when 
these  parts  of  the  pelvis  become  the  seat  of  carcinomatous  neoplasms 
and  recurrences.     Owing  to  the  intimate  connection  of  these  tumors 
with  the  genitalia  it  is  often  very  difficult  to  make  sure  that  the  tumor 
does  not  originate  in  the  sexual  organs.     I  have  experienced  this  diffi- 
culty several  times  in  cases  of  rectal  carcinoma  which   had   involved 
the  paraproctitic  tissue  as  far  as  the  uterus  and  simulated  an  exudate 
at  this  point,  until  the  case  was  cleared  up  by  a  rectal  examination. 
I  shall  not  carry  this  analytical  discussion  of  the  diagnosis  of  pelvic 
tumors  any  farther  and  refer  the  reader  to  the  part  devoted  to  special 
diagnosis  for  a  study  of  the  diagnostic  signs  of  the  individual  tumors. 
It  is  merely  my  intention  to  indicate  the  manner  in  which  the  general 
practitioner  arrives  at  a  correct  diagnosis  by  combined  examination. 
To  what  extent  the  symptomatolog}^,  the  history,  and  observation  of 
the  patient  may  assist  in  making  the  diagnosis  has  also  been  explained 
in  the  part  devoted  to  special  diagnosis. 
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Abdomen,  auscultation  of,  3 

preparation  of,  10 
Abdominal  tumors,  differential  diagnosis  of,  9 

walls,  resistance  of,  13 
Abortion,  adherent  placenta  in,  140 
cause  of,  diagnosis,  143 
complete,  141 
diagnosis,  136 

based  on  the  fetal  parts,  137 

on  obstetrical  changes,  137 
hemorrhage,  136,  142 
labor  pains,  136,  142 
dilatation  of  the  cervix,  137,  140 
early,  differential  diagnosis,  161 
ine\'itable,  142 
palpatory  findings  in,  137 
putrid,  143 

stages  of,  beginning  abortion  with  intact 
ovum,  138 
complete  abortion,  138 
diagnosis  of,  l.'i8,  140 
incomplete    abortion    (retention    of 

fetal  parts),  138 
threatened  abortion,  138,  139 
symptoms,  diagnosis  from,  136 
threatened,  142 
tubal,  147 

hemorrhages  into  the  tube,  147 
Adenocarcinoma,  399,  400,  414 

fenestratum,  414 
Adenoma,  5.'J8 
benign,  538 
everting,  418,  419 

malignant,  541 
inverting,  4  IS,  419 
malignant,  5-10 
malignant,  200,  393,  39S.  399,  4(K),  411, 
540 
of  vaginal  |K)rtion,  403,  404 
Adenomyoma,  292,  442 

malignant,  445 
Adhesion-cysts,  476 
Adhesions,  panunetritic,  453 
pcriniPtritic,  453 
|)eritonitic,  479 
Amcnorrliea,  54().  016 
causes  of,  r)15-<)20 
42 


Amenorrhea,  limitations  of,  615 

ovarian,  617 

uterine,  616 
Anesthetics,  15 

Anteflexion,  in  dysmenorrhea,  237,  626 
Anus,  76,  546 
Appendicitis,  464 

differential   diagnosis  from   tubal   preg- 
nancy, 166 
Arteries,  internal  spermatic,  96 

ovarian,  96 

palpation  of,  98 

spermatic,  97 

uterine,  97 

vaginal,  97 
Ascher,  633 
Ascites,  differential  diagnosis,  133,  307,  313 

ovarian,  differential  diagnosis,  316 
Atrophia  senilis  praecox,  116 
Azoospermia,  633 

Bacterial  diagnosis,  gonorrhea,  64 

pyogenic  micro-organisms,  67 
tuberculosis,  65 
Bacteriologic  diagnosis,  64 

examination,  43 
Bartholinitis,  gonorrheal,  384 
Bartholin 's  glands,  77 

carcinoma  of,  384,  438 
cysts  of,  384 

in  gonorrhea,  524 
gonorrheal  suppuration  of,  524 
histology,  101,  102 
tumors  of,  3S3,  384 
Bivalve  s{x»culum,  25 
Bladder,  91 

calculi  in,  571 

catarrh  of  (see  also  Cystitis),  56 
continence  of,  557 
contraction  of,  570 
diseases  of,  5(v^572 

displacement  of,  in  retroversioflexion,  245 
distention  of,  differential  diagnosis,  309 
foreign  l)o<lies  in,  56,  571,  585 
palpation  of,  92 
papillary  fil»roniata,  210 
tumors  of  (see  also  under  Tumors),  56, 571 
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Blood  mole,  177 

Breasts,  changes  during  pregnancy,  130 

Broad  ligaments,  84,  87 

hematoma  of  the,  151 
Bumm,  203 

Calculi,  urethral,  563 

vesical,  571,  583,  584 
cystoscopy,  584 
radiography,  584 
Cancer,  see  Carcinoma. 
Cancroid,  histology  of,  401 

of  the  uterine  mucosa,  414 
Carcinoma  adenoides,  399,  414 
alveolare,  396,  410 
architecture  of,  390,  393 
cervical,  diagnosis,  355 

differential  diagnosis,  357 
complicating  myoma,  288 
definition,  389 
differential  diagnosis  of,  431 
glandulare,  399,  410 
fenestratum,  398 
papillare  alveolare,  398 
homy,  414 

infiltrating,  differential  diagnosis,  351 
periurethral,  562 

polypoid,  differential  diagnosis,  349 
primary  ovarian,  331 
syncytiale,  421 
urethral,  562 

uterine  body,  diagnosis,  357 
classification,  337 
extension  of,  359-365 
metastasis,  366 
recurrence,  367 
glandular,  369 
local,  367 
metastatic,  369 
vaginal,  diagnosis  and  differential  diag- 
nosis, 378 
vesical,  581,  582 
worm-eaten,  411,  421 
Carcinomatous  infiltrations,  differential  diag- 
nosis, 490 
plugs,  101 
Carcinosarcoma,  433 
Cardinal  ligament,  91 
Caruncle;  562 

Caruncukc  myrtiformes,  78 
CasiHjr,  54,  55,  590,  591 

and  Stockel,  58 
Casper's  endosco|)e,  559 

ureteral  cystoscope,  57 
Catamenia,  see  Menstruation. 


Catarrh,  cervical,  513,  640 

acute,  in  gonorrhea,  524 
chronic,  357 
definition,  513 
diagnosis,  513 
differential  diagnosis,  516 
physical  signs,  514 
secretion  in,  515,  516 
chronic  cervical,  357 
gonorrheal,  461 
uterine,  classification,  501 
definition,  501 
diagnosis,  501 

of  extension,  521 
vaginal,  638 
Catheterization  of  the  ureters,  56,  57 
indications,  58 
technic,  58 
Catheters,  590,  591 
Cavernous  tissue,  121 
Cavum  corporis  uteri,  see  Uterine  cavity. 

praeperitoneale  Retzii,  91 
Cer\'ical  canal,  histology,  107 
glands,  109,  110 
goblet-cells.  111 
Cervicitis,  periglandular,  542 
Cervix,  80 

adenoma,  malignant,  410,  411 
blood-vessels,  97 
carcinoma  of,  337,  340 
histology  of,  409 
infiltrating,  341 
carcinomatous  ulcer,  341 
elongation  of,  640 
hemorrhage  from,  609 
histology,  106,  108,  120 
mucous  polyps,  350,  445 

differential  diagnosis,  350 
polypoid  proliferations  in,  429 

sarcomata  of,  372 
racemose  sarcoma  of,  372 
sarcoma,  370 
stenosis  of,  31,  639 
tumors  of,  640 
Cessation  of  menstruation,  as  a  sign  of  preg- 
nancy, 130,  131 
Chancroids,  differential  diagnosis,  354 
Chloroform,  15 
Chondroma,  436 
Chondrosarcoma,  436 
Chorionepithelioma,  425 
benign,  184,  423 
in  the  male,  422 
malignant,  421 
malignura,  184,  187 
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Chorionic  epithelium,  184 

vilU,  178 
Chromo-cystoscopy,  55 
Climacteric,  histologic  changes  in,  113,  115, 

116,  120 
Clitoris,  76,  77,  M6 
histology,  102 
Cloaca,  546 
Colic,  renal,  590 
Colpitis,  501,  517 
definition,  517 
diagnosis,  517 
differential  diagnosis,  519 
diphtheritic,  518 
emphysematosa,  518 
gonorrheal.  524 
granularis,  517 
maculosa,  in  gonorrhea,  524 
secretion  in,  518 
Colpos  unilateralis,  554 
Colunmse  rugarum,  78,  79 
Conception,  mechanism  of,  634-636 
Condylomata  acuminata,  383,  562 
differential  diagnosis,  351 
in  colpitis,  518 
in  gonorrhea,  524 
elephantiasis  vulvaB,  383 
Congenital  erosion,  108 
Craurosis  vulvaB,  520 
Curettage,  exploratory,  39 
Curve  of  Cams,  79,  80 
Cystadenoma  pseudomucinosum,  329 
serosum,  330 
unilocular,  312 
Cystitis,  566 
acute,  570 
ascending,  586 
catheter,  589 
chronic,  570 

cystoscopic  picture,  568,  569 
gonorrheal,  570 
tuberculous,  570 
urinary  findings,  567 
Cystocele,  221,  231 

cystoscopy,  232 
Cystoma  glandulare  proliferans,  330 

serosum  simplex,  simple  serous  cysts,  329 
Cystoscope,  92,  93 

Cas[)er's  ureteral,  57 
Kelly's,  59 
Nitze's,  53 
Nitze  and  Casper,  58 
sterilization  of,  54 
Cystoscopic  findings,  92,  93 
Cystoscopy,  52 


Cystoscopy,  contraindication,  54 
in  diagnosis  of  fistuhe,  575 
in  examination  for  foreign  bodies,  586 

for  stone,  584 
indications,  56 
Kelly  method  of,  59 

postures  of  patient,  59 
renal  tumors,  595,  596 
technic,  54,  55,  60-64 
tumors  of  the  bladder,  581 
ureteritis,  586 
Cysts,  corpus  luteum,  329 
dermoid,  331,  332 
follicular,  329 
inflanunatory,  329 
multilocular  ovarian,  312 
myxoid  ovarian,  differential  diagnosis,  315 
ovarian,  differential  diagnosis,  312-321 

exploratory  puncture,  317 
pancreatic,  differential  diagnosis,  318 
proliferating  glandular,  329 

papillary,  330 
simple  serous,  329 
tubo-ovarian,  329 

Decidua,  178,  188 

basilaris,  177,  184,  199,  200,  202 
capsularis,  200 
cirrhotic,  199 
graviditatis,  205 
menstrualis,  207 
polyposa,  198 
reflexa,  177 
serotina,  202 
tuberosa,  198 

vera,  189,  190,  191,  193,  194,  195,  199 
Degeneratio  hydatidosa  circumscripta,  187 
Diagnosis,  analytical,  602 
bacteriologic,  64 
general,  1 
gonorrhea,  64 
gynecologic,  1 
microscopic,  38 
special,  76 
tuberculosis,  65 
cultures,  66 
inoculation,  66 
Dilatation  of  cervix  in  abortion,  137,  140 

of  external  os,  34 
Dilators,  35 

Goodell-Ellinger,  41 
hanl-rubber,  35 
Hegar's,  20 
laminaria  tents,  35 
Schr(kier  and  Landau's,  35 
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Disinfection  of  the  hand,  11 

Displacements  of  the  uterus,  211 

Douglas'  space,  83 

Ducts  of  Gartner,  545 

DUhresen,  121 

Dutzmann,  468 

Dysmenorrhea,  anteflexion  in,  626 

causes  of,  621-630 

classification,  623 

definition,  621 

endometritic,  628 

mechanical,  626 

membranous,  196,  197,  512 
differential  diagnosis,  198 

nasal,  629 

nervous,  629 

ovarian,  623 

tubal,  624 

uterine,  624 
Dyspareunia,  645 
Dystopia  of  the  kidneys,  600 
Dysuria,  563,  564 

causes  of,  571 

Ebermann,  563 

Echinococcus  cysts,  differential  diagnosis,  320 

sacs,  differential  diagnosis,  309 
Ectodermal  layer,  181,  184,  185,  188 

(layer  of  Langhans),  182 
Ectropion,  110,  514,  515 

differential  diagnosis,  516 
Endometritis,  501,  542 

acute  septic  (non-puerperal),  510 
atrophicans,  histology,  535 
catarrhal,  510 
cause  of  sterility,  642 
cervical,  501 

histology,  542 
cervicalis  papillaris,  543 
corporeal,  501 

diagnosis,  microscopic,  526 
histology,  542 
deciduacellarLs,  539 
decidual,  198,  512 
diagnosis,  502 

microscopic,  509,  526 
differential  diagnosis,  509 
dysmenorrheic,  512 
exfoliating,  512 
exfoliative,  209 
fundi,  62S 
fungous,  511 

histology,  535,  537 
glandular,  196,  538 
decidual,  199 


Endometritis,  glandular,  histology,  529 
interstitial,  histology,  528 
glandularis  ectatica  cystica  interetitialis 
chronica,  534 
papillaris,  540 
profunda,  histology,  531 

interstitialissuperficialis,  533, 538 
gonorrheal,  511 
hemorrhage  in,  503 
interglandularis,  526 
interstitial,  198,  199 

histology,  526 
inters titiahs  deciduacellularis,  histology, 
529 
exudativa  glandularis  hemorrhagica, 

207 
glandularis  exudativa,  533 
histology,  533 
leucorrhea  in,  503 
membranous,  117 
objective  signs  in,  507,  508 
pain,  intermediate,  506 

uterine,  505,  506 
periglandular  interstitial,  434 
sounding  in,  507 
suppurative,  in  gonorrhea,  524 
symptoms,  502 

premenstrual,  506,  507 
tuberculous,  511 
Endometrium,  hyperesthesia  of,  629 
sclerosis  of,  116 
senile  atrophic,  116 
Endosalpingitis,  501 
Endoscopes,  Casper's,  559 
Endoscopy,  559,  563 
EndotheHoma,  434,  435 
glandular,  436 
ovarian,  333 
verum,  394 
Epidermidalization,  105,  110,  406,  407,  543 
Epithelial  hematomata  of  Gebhard,  116 
hoods,  181,  182,  183 
processes,  182,  183 

(villous  plugs),  182 
Epoophoron,  85,  545 
Erosion,  352,  402,  514 

-carcinoma,  histology  of,  401 
cervical,  544 
congenital,  108 

histology  of,  408 
differential  diagnosis,  352,  516 
follicular,  402,  514 
healing  of,  407 
papillary,  352,  402,  514 
simple,  402,  514 
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Ether,  15 
Ethyl  chlorid,  15 
Examination,  bacterial,  43 
bed,  5 
bladder,  20 
combined,  4,  7 

recto-vaginal,  19 
cystoscope,  20 
external,  1 

Freund  (Trendelenburg)  position,  9 
general  (chloroform)  anesthesia,  14 
gjTiecological,  1 
internal,  3,  12,  13 
position  of  hands  in  combined,  17 

of  patient,  4 
Profanter's  method  of,  10 
rectal,  18 
rubber  glove,  12 
standing  posture,  10 
technic  of  combined,  15 
Examining-chair,  6,  7,  16 
-couch,  5,  6 
-table,  5 
Excision,  exploratory,  41 
Exploratory'  curettage,  39 

contraindications,  41 
indications,  41 
technic,  40 
excision.  41 

indications,  42 
technic,  42 
External  os,  80 

dilatation  of,  34 
stenosis  of,  638 
Extra-uterine     pregnancy,     see     Pregnancy, 

extra-uterine. 
Exudate,  intraligamentary,  655 

parametritic,  see  Parametritic  exudate, 
absorption  in,  493 

diagnosis  of  certain  special  condi- 
tions, 493 
leucocytosis  in,  494 
prognosis,  493 
rupture  of,  495 
suppuration  of,  494 
paratyphlitic,  differential  diagnosis,  490 
perimetritic,  differential  diagnosis,  491 
peritoneal,  differential  diagnosis,  307 
perityphlitic,  differential  diagnosis,   490 

Fallopian  tube,  84,  90 

closure  as  a  cause  of  sterility,  642 
during  menstniation,  123 
histology,  123 
neoplasms  of,  469 


Fallopian  tube,  palpation  of,  90 
papillomata,  469 
pregnancy,  123 
retroversioflexion,  245 
Female  genital  organs,  blood-vessels,  96 

normal  palpatory  findings,  76 
topographic  anatomy,  76 
Ferguson 's  speculum,  25 
Fetal  heart  sounds,  129 

movements,  129 

parts,  palpation  of,  130 
Fibrin-membranes,  205 
Fibromata,  ovarian,  333 

urethral,  563 
Fibrosarcoma,  ovarian,  333 
Fimbria  ovarica,  90 
Fistula,  ureteral,  574 

cystoscopy  in,  576 

uretero-uterine,  575 

urethro-vaginal,  574 

urogenital,  572-576 
cystoscopy  in,  575 

vesical,  574 

vesico-uterine,  574 

vesico-vaginal,  574 
Fixation,  diagnosis,  251,  254 

indirect,  255 

intraperitoneal  or  perimetritic,  254 

parametritic,  254 
Fliess,  629 
Fluor  albus,  104 
Folds  of  Douglas,  85 
Foreign  bodies,  in  bladder,  571,  585 

in  urethra,  563 
Fossa  navicularis,  77 
Franz,  478 
Frenulum,  76,  77 
Fundus  uteri,  80 
Ftirb ringer,  633 
Furst,  546 

Gartner's  canal,  103 

duct,  105,  122 
Gebhanl,  195,  197,  207 

epithelial  hematomata  of,  116 
Gebhard-Opitz  glands  of  pregnancy,  400 
Genital  eminence,  546 

folds,  546 
Genitalia,  external,  development,  546 

internal,  classification,  546 
development,  545 
malformations,  545-556 
Germinal  glands,  545 
Glands,  Bartholin's.  77,  101,  102 

cervical.  109.  110 
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Glands,  germinal,  545 

hypogastric,  96 

iliac,  96 

inguinal,  96 

lumbar,  96 

Montgomery's,  130 

Opitz-Gebhard,  see  under  Opitz-Gebhard. 

pelvic,  96 

pregnancy,  see  Opitz-Gebhard  glands. 

sacral,  96 

sebaceous,  98 

Skene's,  103 

sweat,  99 

uterine,  111,  113,  114 

vaginal,  104 

V.  Preuschen's,  105 
Glandular  endometritis,  538 
Goblet-cells,  cervical.  111 
Gonococci,  65 
Gonorrhea,  cysts  of  Bartholin  *s  glands  in,  524 

diagnosis  of,  64,  522 
bacterioscopic,  524 
clinical,  523 

positive  signs,  523 

probable  signs,  524 

recent  purulent  urethritis  in,  523 

uncertain  signs,  524 

ureter,  587 

urethritis  in,  524 
Goodell-Ellinger  dilator,  41 
Graafian  follicle,  622 
Gravid  uterus,  retroflexion  of,  479 
Ground-glass  specula,  21 

speculum  of  Carl  Mayer,  21 
Gynecologic  diagnosis,  anamnesis,  70 

methods  of  and  general  discussion, 

68-75 
observation  of  the  patient,  74 
symptoms,  71 
technic  of  history-making,  72 

Hegar's  dilators,  20 

sign  in  abortion,  138 

signs  of  pregnancy,  128,  129 
Hematocele,  peritubal,  150,  151 

retro-uterine,  148,  149,  478 

differential  diagnosis,  167,  304 
Hematocolpos,  547 

histology,  105 
Hematoma  of  the  broad  ligament,  151 

different ial  diagnosis,  488 

intraligamentary,  655 

ovarii,  623 
Hematometra,    differential    diagnosis    from 
pregnancy,  132 


Hematometra  unilateralis,  554 
Hematosalpinx,  457,  458,  467 
Hematuria,  56,  563 
Hemorrhage,  abortion,  136,  137,  142 

absence  of  abnormal  physical  signs,  611 

appearance  of  the  blood,  613 

causes  of,  604 

climacteric,  612 

internal  diseases,  613 

menopause,  606 

ovarian,  610 

pelvic  peritonitis,  611 

secondary  uterine,  610    ' 

source  of,  607-615 

uterine,  609 

diagnosis  of,  33 

tubal,  610 

vagina,  607 

vulvai,  607 
Hermaphroditism,  636 
Hidroadenoma  subcutaneum,  437 
Hidroadenomata,  438 
Hinterdamm,  76 

Histology  of  female  genital  organs,  98-123 
Hofmeier,  203 
Hunner,  59,  63 

Hydatid  mole,  184,  186,  187,  188 
Hydrometra  unilateralis,  554 
Hydronephrosis,  592 
Hydrorrhea  uteri  gravidi,  513 
Hydrosalpinx,  454, 455, 456, 458, 462, 467, 476 

flaccid,  477 

gonorrhea,  524 
Hypogastric  glands,  96 
Hymen,  76,  77,  546 

atresia  of,  636 

histology,  102 

Icing-carcinoma,  396,  410,  413 
Iliac  glands,  96 
Impotentia  coeundi,  546 
Incontinence,  causes  of,  572,  576 

definition,  572 

diagnosis,  572 

retention,  578 
Inflammations,  parametritic,  460,  461 

perimetritic,  460 
Infundibulopelvic  ligament,  85 
Inguinal  glands,  96 
Inspection,  2 

of  the  abdomen,  2 
Internal  os,  81,  84 
Interstitial  gestation,  173 
Intra-uterine  tumors,  palpation  of,  29 
Introitus,  bluish  discoloration,  125 
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Introitus,  changes  during  pregnancy,  125 
Ischuria,  563 

causes  of,  577-580 

definition,  577 

functional,  573 

mechanical,  578 

paradoxical,  578 

Kaltenbach,  604 

Kehrer,  633 

Kelly  method  of  cystoscopy,  59 

postures  of  patient,  59 

and  Noble,  59 

speculum,  59 
Kelly's  cystoscope,  59 
Kidneys,  diseases  of,  589 

dystopia  of,  600 

movable,  diagnosis,  597 

differential  diagnosis,  598-600 
Knee-chest  position,  10,  59,  61 

-elbow  position,  59 
Knorr,  53,  633 
Kossman,  421 
Kustner,  253 

Labia  majora,  76 

histology,  98 
minora,  76,  77,  546 
histology,  102 
Labor  pains,  abortion,  136,  142 

decidual  endometritis,  513 
Laminaria  tents,  35 

contraindications  to  use  of,  38 
disinfection  of,  36 
Langhans'  cellular  layer,  181,  183,  185,  422 
Lanugo  hair,  99 
Leucorrhea,  104 
Lier,  633 

Ligaments,  broad,  84,  91 
cardinal,  91 
infundibulopelvic,  85 
ovarian,  88 
round,  85,  87 
sacro-uterine,  85,  87 
Living  fetus,  diagnosis  of,  157 
Ix)wer  uterine  segment,  120 

obliteration  in  pregnancy,  129 
softening  of,  128 
Lumbar  glands,  96 
Lupus  >'ulvaB,  386 
Luschka,  85 
Lutein-cells,  186 
Luys,  591 

Lymphadenoma  malignum,  436 
Lymphocarcinoma,  421 
Lymphosarcoma,  433 


Marchand,  421 

Mayer,  ground-glass  speculum  of,  21 

Membranes,  decidual,  209 

dysmenorrheic,  205,  207,  208 
fibrin,  205 
organized,  206 
sarcoma,  metastases,  371 
mucous,  370 
mural,  371 
unorganized,  206 
Menge,  465  •' 

Menopause,  see  Climacteric. 
Menorrhagia,  605 
Menstruation,  116,  117 
new-bom  infants,  117 
normal,  622 
preg^nancy,  131 
Mesovarium,  88 
Metaplasia,  398,  414 
Meteorism,  in  differential  diagnosis,  133 
Metritis,  chronic,  differential  diagnosis  from 
pregnancy,  132 
colli,  351,  514;  515 
Metrorrhagia,  605 

Meyer,  R.,  ia3,  121,  122,  195,  202,  423 
Microscopic  diagnosis,  38 

examination  of  fluids,  42 
limitations  of,  52 
purposes  of,  50 
sources  of  error,  50 
of  tissue,  42 

embedding  in  ccUoidin,  45 
embedding  in  paraffin,  46 
frozen  sections,  45 
staining,  47,  48 
technic,  43-52 
Missed  abortion,  134 
Mole,  blood,  177 

hydatid,  186,  187,  188,  202,  203 
hydatidiform,  428 
tubal,  diagnosis  of,  159 
Molluscum,  444 
Mons  ureteris,  63 

veneris,  76 
Montgomery's  glands,  changes  during  preg- 
nancy, 130 
Mucosa  corporis  uteri,  111 
Mucous  polyps,  439 
Mailer's  duct,  545,  546,  551 
I  Muscle  rhomboids,  120 
1  Myoma,  439,  440 

benign  metamorphosis,  442 
'  calcification  in,  443 

capsule-formation  in,  119 
cause  of  sterility,  641 
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Myoma,  cervical,  261 

difTerential  diagnosis,  351 

interstitial,  261,  266 

submucous,  262 

subserous,  261 
complicationij,  diagnosis  of,  283 

urinary,  286 
consistency,  262 
cystoscopy,  287 
degenerations  of,  288 

sarcomatous,  443 
diagnosis  of,  265 
differential  diagnosis,  277,  301 
from  pregnancy,  133 
interstitial,  357 

differential  diagnosis,  278 

total  necrosis  of,  201 
intraligamentary,  diagnosis,  270 
mobility,  264 

palpation  of  the  adnexa,  271 
palpatory  properties,  262 
pendulans,  440 
pregnancy,  202 

sarcomatous  degeneration  in,  443 
shape,  262 
softening  of,  291 
sounding  in,  274 
submucous,  diagnosis,  267 

differential  diagnosis,  280 
subperitoneal,  diagnosis,  271 
subserous,  diagnosis,  269 

differential  diagnosis,  277,  321,  486 
topography,  258 
twisting  of  the  pedicle,  2S6 
uterine,  258,  441 

interstitial,  259 
intraligamentar\',  258 

intraparietal,  259 

submucous,  260 

subperitoneal,  259 

subserous,  258,  260 
Myosarcoma,  439 

Nagel,  546 

Necrospermia,  633 

Neumann,  188,  606 

Neurosis,  vesical,  572 

New-bom  infants,  menstruation  of,  117 

Nitabuch,  200 

Nitze,  55 

and  Casper  cystoscopes,  58 
Nitze's  cystoscope,  53 
Nitrous  oxid,  15 

Obcriiinder,  633 


Obesity,  differential  diagnosis,  133 
Oidium  albicans,  43,  210 
Oligospermia,  633 
Olshausen,  191 
Oophoritis,  acute,  333 

cause  of  sterility,  643 

chronic,  334 

differential  diagnosis,  301 
Opitz-Gebhard  glands  of  pregnancy,  189,  190, 

191,  197,  198,  199,  427,  428,  431 
Ovarian  gestation,  173 

ligament,  88 

tumors,  293 

cause  of  sterility,  643 
differential  diagnosis,  133,  596 
Ovaries,  84,  87,  88,  545 

atrophy,  as  a  cause  of  sterility,  643 

hernia  of,  550 

hypoplasia,  as  a  cause  of  sterility,  643 

palpation  of,  88 

retroversioflexion,  245 

suspensory  ligament  of,  88 
Ovula  Nabothi,  395,  402,  403,  407,  446,  514, 

543 
0\'um-space,  200 

Pampiniform  plexus,  98 

Pankow,  468 

Palpation,  of  the  abdomen,  2 

adnexa,  12 

bimanual,  4,  10 
Papilloma,  superficial,  331 

vesical,  447,  581 
Paracolpium,  91 
Paracystitis,  480 
Paracystium,  91 
Parametritic  exudate,  480,  481,  482 

differential  diagnosis,  486-^92 
Parametritis,  480 

atrophicans,  499 

cause  of  sterility,  644 

double  posterior,  499 

gonorrheal,  497 

history  of,  486 

posterior,  498 

retrahcns,  498 

diagnosis,  498 
differential  diagnosis,  600 

septic,  non-pueri>eral,  497 
puerperal,  497 
Parametrium,  90 
ParapitKJtitis,  480 
Paraproctium,  91 
Paroophoron,  85 
Parovarium,  545 
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Parovarian  cyst,  463 

differential  diagnosis,  312 
ducts,  123 
Pelvic  axis,  79,  80 
exudate,  475 
glands,  96 

palpation,  96 
peritonitis,  470,  473 

cause  of  sterility,  644 
exudate,  475 
recent,  474 
Pelvis,  bony  parts,  95 

lymphatics  and  lymph-glands,  96 
muscles,  96 
Percussion  of  the  abdomen,  3 

trimanual,  8,  9 
Perimetritis,  470 
Perineum,  546 
Perioophoritis,  470 

cause  of  sterility,  643 
gonorrhea..  524 
Perisalpingitis,  470 

in  gonorrhea,  524 
Perithelioma,  ovarian.  333 
Peritoneum,  line  of  firm  attachment  to  uterus, 
120,  121,  122 
line  of  loose  attachment  to  utenis,  121, 
122 
Peritonitis,  carcinomatous,  473 
diflfusc,  470 
general,  470 
gonorrheal,  473 
infectious,  471 
non-infectious,  171 
pelvic,  473 
septic,  471 
tuberculous,  472 
Perityphlitis,  404 
Peters,  Hul)ert,  201 
Pfannensticl,  330 
Polyps,  cervical,  histology  of,  430 
fibrous,  444 

differential  diagnosis,  2S1 
follicular,  513 
mucous,  440,  444,  514,  515,  5(>2,  563 

differential  diagnosis,  2S1 
myomatous,  410 
I)e<lunculatc(l,  440 
placental,  139 
ur(»thral,  446 
vascular,  562 
Polypus  fibronuiscularis  glandularis,  441 

mucosus   cor|H)ris    interstitialis  (glandu- 
laris), 411 
nuiscularis,  111 


Position,  dorso-coccygeal,  4 
knee-chest,  10,  59,  61 
knee-elbow,  59 
Sims*,  10 
Trendelenburg,  10 
Posterior  vaginal  enterocele,  222 
Potentia  coeundi  et  generandi,  033 
Pregnancy,  abdominal,  143 

cessation  of  menstruation  in,  130,  131 
dead  fetus,  arrest  in  the  growth  of  the 
uterus,  135 
diagnosis  of,  134 
Hegar's  sign  in,  129 
hemorrhage,  136,  137 
symptoms,  136 
differential  diagnosis,  131-133 

from  chronic  metritis,  132 
from  ovarian  cyst«,  326 
from  ovarian  tumors,  309 
disturbances  of,  diagnosis,  131 
extra-uterine,  classification,  143 
definition,  143 
diagnosis,  143 

in  first  half,  145 
in  second  half,  159 
differential  diagnosis,  163,  169,  311 

from  pregnancy,  133 
free  internal  hemorrhage,  163 
gestation  in  nidimentar>'  comu,  173 
interstitial  gestation,  173 
I>erforation  peritonitis  in,  163 
rarer  forms,  173 
tubal,  143,  145 
undisturbed,  145 
fetal  heart  sounds,  129 

movements,  129,  131 
histologic  changes  in,  113 
intact  hymen,  636 
intestinal,  143 

intra-uterine,  differential  diagnosis,  169 
meiistruation  during,  131 
microscopic  diagnosis,  175 
nausea  in,  131 
nonnal,  diagnosis,  124 

during   first   half  of  gestation, 
124 
ovarian,  143 
tubal,  463,  464 

(lifTerential  diagno.sis,  164,  165,  166, 

107,  108 
encapsulated  hemorrhage  in,  1 17 
frtH?  internal  hemorrhage  in,  140 
hematoma   of  the  broad   ligament, 

151 
history,  154 
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Pregnancy,  tubal,  immediate  operation  in,  156 
intraligamentary,  151,  161 
objective  signs  of,  152,  154 
peritubal  hematocele,  150,  151 
retro-uterine  hematocele,  148,  149 
stage  of,  156 

subjective  symptoms,  155 
sjTnptomatologj",  154 
tubo-ovarian,  143 
tubo-uterine,  143 
vomiting  in,  131 
Prepuce,  77 
Prickle  cells,  98 

Profanter's  method  of  examination,  10 
Prolapse  of  the  anterior  vaginal  wall,  221 
of  the  posterior  vaginal  wall,  221 
of  the  uterus,  218 
of  the  vagina,  221 
Pruritus  vulvse,  520 
Pseudohermaphroditismus  masculinus  ext«r- 

nus,  549 
Pseudotumors,  differential  diagnosis,  312 
Psoriasis  of  the  uterine  mucosa,  429 
Pyelitis,  589,  590 

descending,  586 
Pyogenic  micro-organisms,  67 
Pyometra  unilateralis,  554 
Pyonephrosis,  592 
Pirosalpinx,  456,  457,  459,  463,  467 
differential  diagnosis,  488 
gonorrhea,  524 
perforation  of,  468 
Pyuria,  56 

Radiography,  68 

in  examination  for  foreign  bodies,  586 
for  stone,  584 
Rectocele,  222,  232 
Recto-uterine  ligaments,  87 

pouch,  83 
Rectovaginal  septum,  546 
Rectum,  94 

fold  of  Kohlraasch,  95 
palpation,  95 
Retention  after  abortion,  Hegar*s  sign  in,  129 
diagnosis  from  intact  ovum,  141 
tumors  (see  also  under  Tumors),  453,  454 
Retroflexion  of  the  gravid  ut^nis,  250 

differential  diagnosis,  167,  168, 
304 
Retro-uterine  hematocele,   differential  diag- 
nosis, 167 
Retroversioflexion,  bladder  in,  245 
symptoms  in,  249 
comi)lications,  248 


Retroversioflexion,  diagnosis,  246 

differential  diagnosis,  247 

dysmenorrhea  in,  250 

nervous  symptoms  in,  250 

ovaries  in,  245 

retroflexion  of  the  gravid  uterus,  250 

sterility  in,  250 

tubes  in,  245 

uterine  body  in,  244 

vagina  in,  242 

vaginal  portion  in,  243 
Rima  pudendi,  546 
Rubber  glove  examination,  12 
Rudimentary  comu,  gestation  in,  173 
Round  ligaments,  85,  87 

Sacro-uterine  (recto-uterine)  ligaments,  85, 87 

Sacral  glands,  96 

Sacrum,  76 

Salpingitis,  catarrhal,  449,  450 

cause  of  sterility,  643 

gonorrheal,  466 

purulent,  452 

septic,  466 

tuberculous,  467 
Sarcoma,  complicating  myoma,  289 

differential  diagnosis,  198,  431 

mural,  373 

ovarian,  333 

urethral,  563 
Schenk,  633 
Schliff,  629 
SchnUrleber,  320 
Schrumpfblaae,  570 
Schultze,  504,  505 
Schultze's  retroversio  cum  anteflexione,  244 

tampon,  504 
Sebaceous  glands,  histology,  98 
Semen,  examination  of,  634 
Senescentia  prajcox,  histology,  529 
Serotina,  177,  184 
Sellheim,  20,  321,  324 
Shadow  of  the  uterus,  94 
Sigmoid  flexure,  95 
Signs  of  pregnancy,  early,  125-129 

late,  129-131 
Simon's  or  Sims*  speculum,  24 

speculum,  22,  23,  25 

urethral  specula,  20 
Simpson,  632 
Sims'  position,  10 

speculum,  22,  23,  25 
Skene's  ducts,  77 

glands,  103 
Sound,  accidents,  28 


GENERAL  INDEX 


667 


Sound,  contraindications  to,  27-29 

diapiosis  of  abortion,  142 

indications,  29-32 

technic  of  the  introduction  of,  26 

uterine,  26 
Sounding,  in  diagnosis  of  myomata,  274 

in  diseases  of  the  urethra,  559 
Special  diagnasis,  76 
Specula,  22 

bivalve,  25 

Kelly,  59 

method  of  introducing,  23 
of  using,  20 

Simon's,  23 

or  Sims*,  23,  24 
urethral,  20 

trivalve,  25 
Spee,  201 
Spiegelbcrg,  401 
Spuler,  422 
•Staphylococci,  67 
Steinbachel,  39 
Sterility,  546 

causes  of,  632-646 
history,  646 

definition,  632 
StOckel,  54,  55,  94 
Streptococci,  67 
•  Sweat  glands,  histology,  99 
Syncytial  layer,  181,  183,  184,  185,  188,  422 

wander  cells,  202 
Syncytioma  benignum,  183,  200 

ectodermale  (masculinum),  423 

malignant,  187,  200..  373,  421,  422,  424, 
425,  428 
differential  diagnosis,  431 

nomenclature  of,  426 
Syncytium,  180,  181,  202 

Tampons,  Schultze's,  504 
Tenesmus  vesica,  563 

causes,  563,  571 

definition,  563 
Teratomata,  3:i3 

Thrush  of  the  vaginal  mucous  membrane,  519 
Transfonnation   of  the  cervix,   doctrine  of, 

20:j-205 
Trendelenburg  position.  10 
Trichomonas  vaginalis,  43 
Trigonum,  93 
Trivalve  speculum,  25 
Tubal  conl,  459 

diseases,  definition,  449 
pregnancy,  463,  464 
Tubercle  bacilli,  65 


Tuberculosis,  diagnosis  of,  65 

of  ureter,  587 
Tumors,     abdominal,     analytical    diagnosis, 
647-6.56 
large,  647 
abdominal    wall,    differential    diagnosis, 

308 
adnexal,  in  gonorrhea,  524 
bladder,  580-583 
cystoscopy,  581 
hemorrhage,  580 
cystic  ovarian,  462 
cystoscopy  in  renal,  595,  596 
dermoid,  331,  332 
intraligamentary,  655 
liver,  differential  diagnosis,  320 
mesenteric,  differential  diagnosis,  319 
mj-xoid   ovarian,   differential   diagnosis, 
315 
percussion  of,  315 
ovarian,  293,  652,  655 
a<ihesions,  324 
classification  of,  293,  298 
complications,  321-328 
definition  of,  293 
diagnosis,  289,  293,  305 
of  malignancy,  327 
of  variety  of,  328-333 
differential  diagnosis,  293,  300-304, 
308 
from  pregnancy,  133 
intraligamentary,  295,  296,  322 

differential  diagnosis,  303 
large,  differential  diagnosis,  312-321 
medium-sized,  305 
diagnosis,  305 

differential  diagnosis,  307-312 
retroligamentar>',  296 
retro-uterine,  304 
rupture  of,  325 
small,  299 
suppuration  of,  326 
torsion-pedicle,  325 
para-uterine,  651 
parovarian,  655 
pelvic,  652 
position  of  renal,  593 
renal,  592,  594 

catheterization  of  the  ureters  in,  595 
differential  (liagnosiii,  596,  597 
retention,  453,  454,  554,  592 

symptomatologj',  555 
retrojieritoneal,  differential  diagnosis,  319 
retro-uterine  ovarian,  477 
splenic,  differential  diagnosis,  319 
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Tumors,  tubal,  655 

urethral,  see  under  Urethra, 
uterine,  651 

Ulcer,  carcinomatous,  differential  diagnosis, 
352 

cervical,  543 

decubital,  differential  diagnosis,  353 

erosion,  histology  of,  404 

rodent,  387 

simple,  353 

syphilitic,  354 

differential  diagnosis,  354 
histology  of,  404 

tuberculous,  histology  of,  404 
Llcera  mollia,  354 
Ulceration,  tuberculous,  differential  diagnosis, 

353 
Ulcus  chronicum,  387 

elephantiasticum,  387 
Ureteral  orifices,  93 
Ureteritis,  586 

cystoscopy  in,  586 
Ureters,  94 

catherization  of,  56,  57,  595 

catherization  of  in  dystopia  of  the  kid- 
neys, 600 

compression  of,  589 

diseases  of,  57,  586 

fistula?,  57 

gonorrhea  of,  587 

injuries  of.  586,  587,  588,  589 

ligation  of,  588 

occlusion,  57 

operative  di\'ision  of,  589 

palpation  of,  94 

tuberculosis  of,  587 
Urethra,  77 

calculi,  563 

foreign  bodies  in,  563 

carcinoma,  primary,  562 

diseases  of,  558-563 

fibroma  of,  563 

foreign  bodies  in,  563 

liistology,  103 

iusiKJCtion  of,  558 

oiwrative  opening  of,  560 

palpation  of,  558 

prolapse  of.  562 

sarcoma  of,  563 

secretion  of.  558 

tumors  of,  561 
Urethral  fungus,  417 

orifice,  dilatation  of,  60 
Urethritis,  560 


Urethritis,  recent  purulent,  in  gonorrhea,  523 
Urethrocele,  231 

Urinary    apparatus,    diseases   of,    diagnosis, 
557-601 
injuries  of,  572 
physiology,  557 
Urine,  evacuation  of,  557 

examination  of,  560,  564-566 

Thompson's  two  glass  method,  560 
separator,  591 
Urogenital  sinus,  546 
Uterine  body,  80 

adenoma,  malignant,  414,  415,  417, 

418 
blood-vessels,  121 
carcinoma  of,  337 
adenoid,  415 
circumscribed,  343 
differential  diagnosis,  426 
diffuse,  342 
histology  of,  413 
polypoid,  343 
hemorrhage  from,  609 
histology,  106,  118 
mucous  carcinoma,  372 
musculature  of,  118,  119 
retroversioflexion,  244 
sarcoma  of,  370 
cavity,  atresia,  641 

digital  exploration  of,  37 
dilatation  and  palpation  of,  32 
indications,  34 
instrumental,  35 
t€chnic,  34 
histology,  107 
measuring  of,  31 
palpation,  37 
stenosis,  641 
displacement,  diagnosis  of,  229 
glands,  111,  113,  114 
hemorrhage,  diagnosis  of,  33 
mucous  membrane    histology,  111,  114, 

115 
myoma ta,  258 
sound,  26 
tumors,  651 
Uterovaginal  plexus,  98 
Uterus,  80,  84 

anteflexion,  237 
antejKJsition,  212 
anteversion,  234 
arcuatus,  552 
bicornia,  552 

duplex,  551,  553 
infrasimplex.  553 


GENERAL  INDEX 


669 


Uterus  bicomis  unicoUis,  552,  553 

uniforis,  551,  553 
carcinoma  of,  337 

diagnosis  and  differential  diagnosis, 
344 

physical  signs,  346 

symptoms,  345 
changes    in    consistency    during    preg- 
nancy, 128 

during  pregnancy,  126 
chorionepithelioma  of,  373 

clinical  pictures  an<i  lines  of  exten- 
sion, 373 

diagnosis  and  differential  diagnosis, 
374 

metastasis  in,  375 
chronic  puerperal  inversion,  256 
complete  absence  of,  54S 
descent,  219,  225 
dextroposition,  215 
didelphys,  551,  552,  553 
displacement  of,  211 

cause  of  sterility,  641 
double,  552 

formation  of,  diagnosis,  551-556 
elevation,  217 

enlargement  during  pregnancy,  120 
fibrosarcoma,  433 
flexion,  212 
foetalis,  549 
hernia,  212 
histology,  106 

imperfect  development,  diagnosis,  546- 
550 
dysmenorrhea  in,  627 
infantilis,  549 

instrumental  reposition,  253,  254 
interior  of,  see  Tterine  cavity, 
inversion,  212,  219,  256 

differential  diagnosis,  257 
lateroi)osition,  215 
lateroversion,  235 

acciuired,  236 

congenital,  236 
line  of  firm  attachment  of  peritoneum, 

120,  121,  122 

loose    attachment    of    peritoneum, 

121.  122 
lymphatics,  121 
manual  reposition,  252 
palpation  of,  .s5,  5S7 
peritoneal  covering  of,  121 
positions  of,  211 
prolapsp,  21S,  219,  225,  230 

ditTercntial  dias;nosis,  233 


Uterus,  retractor  muscle,  85 
retroposition,  213 

and  laterodisplacement,  214 
retro versioflexion,  241 
retroversion,  237 
rotation,  212 

rudimentaris  bipartitus,  549 
sarcoma  of,  370 

clinical  pictures  and  lines  of  exten- 
sion, 370 

diagnosis  and  differential  diagnosis, 
372 

giant-cell,  433 

histology  of,  431 

large-cell,  432 

small  round  cell,  433 

spindle  cell,  432 
septus,  552 

biforis,  551 
sinist reposition,  215 
softening  during  pregnancy,  127 
sounding  of,  26 
subseptus,  552 

unicollis,  552 

unicorporeus,  552 

imiforis,  552 
torsion,  212.  255 
unicornis,  553,  554 
versions,  211 

Vagina,  76,  78,  79,  84 

carcinoma,  histology  of,  436,  437 

primary,  377 

secondary,  377 
changes  during  pregnancy,  125 
circular  stenoses  of,  637 
descent,  221 

displacement,  diagnosis,  224 
double,  551,  637 

formation  of,  diagnosis,  551-556 
fibromyomata,  377 
histology,  104 
imj)erfect    development    of,     diagnosis, 

546-550 
inversion,  223,  224 

and  descent,  224 
muscularis  of,  106 
neoplasms  of,  377 
prolapse,  221,  223 
retroversioflexion,  242 
sarcoma  of,  379 

histology  of.  437 
septa,  551 

total  absence  of,  (>37 
tuberculosis,    differential   diagnosis,    o7S 
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Vaginal  glands,  104 
portion,  79,  80,  81 

carcinoma  of,  337,  347 

cauliflower  tumorS;  347 
diflfereutial  diagnosis,  349 
histologj'  of,  401 
infiltrating,  338 
polypoid,  338 
carcinomatous  cavity,  339 
ulcer,  339 
ulceration,  348 
carcinosarcoma,  liistolog}'  of,  405 
changes  during  pregnancy,  120 
condylomata,  409 
erosion  ulcers,  405 
fibromata,  histology  of,  405 
fibromyomata,  histology  of,  405 
follicular    hypertrophy  of,  differen- 
tial diagnosis,  351 
hemorrhage  from,  608 
histology,  106,  107,  120,  401 
myomata,  histology  of,  405 
papillomata,  histology  of,  405 
papillary    tuberculosis,    differential 

diagnosis,  349 
proliferations,  409 
retroversioflexion,  243 
sarcoma,  370,  372 
softening  in  pregnancy,  126 
verrucose,  409 
Vaginism,  637 
Vaginitis,  exfoliative,  209 
Van  Swieten,  124 
Veins,  hypogastric,  98 
palpation  of,  98 
pampiniform  plexus,  98 
spermatic,  98 
uterine,  98 

uterovaginal  plexus,  98 
Veit-Schr5der*s  chair,  6 
Vesico-uterine  pouch,  83 


Vestibule  (vestibulum  vaginse),  77 
Villous  attachment,  201,  202 

hood,  183 
Vdlcker  and  Joseph,  55 
Von  Hoffmann,  118 
Von  Preuschen,  104 

glands,  105 
Von  Wmkel,  546 
Vulva,  76 

cancroids,  382 
carcinoma,  cancroid.  381 
h'stologj'  of,  436,  437 
infiltrating,  381,  382 
carcinomatous  ulcers,  382 
condylomata  lata,  386 
fibromata,  380 
histology,  98 
lipomata,  381 
neoplasms  of,  380 

classification,  380 
sarcoma,  381 

histology  of,  437 
syphilitic  primary  sore,  386 
ulcerations  of,  380,  385 
classification,  380 
carcinomatous,  385 
syphilitic,  386 
tuberculous,  386 
Vulvitis,  501,  519 
catarrhal,  519 
maculosa,  520 
pruriginosa,  520 

Waldeyer-Thiersch,  401 
Wertheim,  465 
Witte,  465 
Wolffian  body,  545 
duct,  105,  545 

Zangemeister,  585 
Zulzer,  633 


